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84 P a g e s — T hir ty C e n ts 


THE SEDALIA 
DEMOCRAT 


In ('o m hina lio n With The S nnd a Y M o r ning (jtpilal 
Carter committed 
to major changes 


o f 
► 


So u thern smi l e 


President- elect 
Jimmy 
Carter, 
carrying a newspaper and his hik­ 
ing boots, gets ready to board Air 


Force One Saturday in Plains, 
Go. , as he begins a five- day vaca­ 
tion on the Georgia coast. 
( UPl) 
Shiny airpl ane 
proves victory 


ST. SIMONS ISLAND. Ga. (AP) - 
Jim m y C arter step p ed abo ard a shin y 
blu e an d silv er p residen tial a irc raft fo r 
the first lim e Satu rday an d acted lik e a 
k id with a n ew to y 
"This is the o n e I’v e been lo o k in g fo r," 
the P residen t elect said as he to o k a lo n g 
lo o k at the first so lid p ro o f o f his v icto ry 
o v er P residen t Fo rd in last T u esday ’s 
electio n . 
C arter c a rrie d his ga rm e n t bag an d a 
p air o f ru gged hik in g bo o ts u p the fro n t 
ra m p an d p assed the seal o f the P re si­ 
den t o f the Un ited States. Then the p lan e 
to o k him to a v acatio n at seclu ded 
M u sgro v e Plan tatio n am o n g the p in es 
an d p alm s an d Sp an ish m o ss o f this 
so u thern Geo rgia co astal islan d. 
"1 tho u ght P e an u t On e had been fix ed 
u p n icely u n til I saw this,’’ said C arter, 
who c ha rte re d his o wn sm aller jet du rin g 
the c am p aign 
The p residen t-elect in sp ected the p lan e 
fro m co ck p it to tail, shak in g han ds with 
the Air F o rce crew an d stew ards. 
At o n e p o in t he walk ed to the re ar an d 
lo o k ed o v er a co llectio n o f p ho to grap hs o f 
Presiden t Fo rd an d his fam ily an d ask ed 
if a p ho to o f the White Ho u se was really 
the White Ho u se. 
“ T ha t’s what I’v e been lo o k in g fo r," 
the su ccessfu l D em o cratic can didate fo r 
p residen t rep eated 
"D o y o u feel p residen tial?’’ he was 
ask ed. 
"I will when I get o ff," he rep lied an d 
then smiled 
" I ’m su rp rised ho w- beau tifu l it is, ho w 
fan cy it is," C arter said as rep o rters 
Fol l owing el ection 


tro o p ed 
in 
to 
in sp ect 
his 
airbo rn e 
q u arters. 


The p lan e serv ed Presiden ts Ken n edy , 
Jo hn so n an d Nix o n as Air Fo rce On e u n ­ 
til 19 74 when it w as rep laced by a n ewer 
craft which F o rd still u ses. C arter called 
his n ew jet "v e ry im p ressiv e, v ery 
beau tifu l, v erv histo ric” 


" I felt lik e go in g back an d gettin g my 
three-p iece black su it when I saw this 
a irp lan e ,” C arte r said. He w as dressed 
casu ally in sp o rts slack s an d shirt an d a 
beige c ardiga n sw eater. 
C arte r w as trailed thro u gh the p lan e 
by his so n Chip ’s sm all black , p art- 
te rrie r do g, “ J B ,” which darted between 
the legs o f the p residen t-elect, his family , 
his staff, the re p o rte rs an d the stew ards. 
Chip C arter, in blu e jean s an d as 
casu ally dressed as his father, ex p lain ed 
that “ J B ” stan ds fo r Je t Black o r, 
p erhap s, " J e r r y Bro wn o r Jo hn Birch o r 
w hatev er y o u p re fe r.” 
After the p lan e lan ded. C arter to ld 
rep o rte rs he will m eet later this mo n th 
with P residen t Fo rd an d that his wife 
Ro saly n n will m eet with Mrs. Fo rd. 
F irst, he said, he p lan s to receiv e a n a ­ 
tio n al secu rity an d in telligen ce briefin g 
fro m CIA D irecto r Geo rge Bu sh. 
As if to em p hasize the wo rk in g side o f 
the v acatio n . C arte r p erso n ally lo aded a 
large cardb o ard cu rtain labeled " tra n si­ 
tio n do cu m en ts” in to the tru n k o f his car. 
They o u tlin e p rio rities fo r ap p o in tin g 75 
tap -lev el go v ern m en t o fficals an d list the 
p o licy o p tio n s C arte r will hav e in the first 
few m o n ths o f his p residen cy . 


By DONMcLEOD 
AP Po litica l Writer 
Ad AP News Ana ly sis 


WASHINGTON (AP) - Jim m y C arter is co m in g to 
W ashin gto n m o re co m m itted than an y o ther p residen t in 
m o dern tim es to shak e u p the v ery stru ctu re o f go v ern m en t. 
An d to acco m p lish so m e o f his m o st cherished go als, he 
will hav e to tre ad o n so m e o f the m o st sacro san ct 
p rero gativ es o f Co n gress, 
The resu lt co u ld be a clash between the White Ho u se an d 
co n gressio n al D em o crats which wo u ld m ak e Presiden t Fo rd 
an d the last Co n gress lo o k lik e sw eethearts. 
C a rte r’s rep u tatio n fo r to u gh dealin g with the Geo rgia 
legislatu re when he w as go v ern o r is p recedin g him to 
W ashin gto n , an d so m e back s are archin g already in 
an ticip atio n . 


First shots fired 


Sev eral co n gressio n al staff aides fired the first sho ts this 
p ast week with co m p lain ts again st F ra n k Mo o re, the m an 
who has been C a rte r’s co n gressio n al liaiso n du rin g the 
cam p aign . 
They said Mo o re w asn ’t atten tiv e en o u gh an d didn ’t 
an sw er their p ho n e calls. Mo o re den ies an y in ten ded affro n t, 
an d his chief lieu ten an t say s the m o st they hav e to ap o lo gize 
fo r is n o t bein g able to an sw er all o f the calls when 
"ev ery bo dy calls at o n ce.” 
O rdin arily a D em o cratic Co n gress wo u ld be ex p ected to be 
delighted at hav in g the p arty back in the White Ho u se, bu t 
so m e o f the m o st im p o rtan t D em o crats in to wn are go in g to 
be u p staged by the n ew n o n -W ashin gto n o u tsider at 16 00 P e n ­ 
n sy lv an ia Av e 
When he talk s abo u t tax refo rm , he is en cro achin g o n the 
p reserv e o f co n gressio n al co m m ittees which u su ally act fo r 
the D em o crats. 
Pow er base shake-up 


E v en when he talk s abo u t shak in g u p the bu reau cracy , he 
is threaten in g p o wer bases in Co n gress. 


Daley has lost 
kingmaker role 


CHICAGO (AP) — M ay o r Richard J. 
Daley em erge d fro m T u e sday ’s electio n 
with his n e ar legen dary rep u tatio n as a 
p o litical k in gm ak er in tatters. 
—His han d-p ick ed can didate fo r go v er­ 
n o r was cru shed by the largest v o te 
m argin in Illin o is histo ry an d the win n er 
was J a m e s R Tho m p so n , a fo rm er p ro ­ 
secu to r who had help ed p u t sev eral o f the 
m a y o r’s cro n ies in jail o n co rru p tio n 
charges. 
—D aley ’s carefu lly cho sen can didate 
fo r 
Co o k Co u n ty 
p ro secu to r lo st to 
Rep u blican in cu m ben t B ern ard Carey 
desp ite 
an 
en o rm o u s 
effo rt 
by 
the 
m a y o r’s 
o rgan izatio n 
to 
retu rn 
the 
p o werfu l in v estigativ e p o st to p arty 
co n tro l. 
—Illin o is an d its v alu ed bu n dle o f 26 
electo ral v o tes wen t to P residen t Fo rd. 
An d altho u gh Jim m y C a rter didn ’t n eed 
them , as it tu rn ed o u t, the lo ss can hardly 
hav e wo n in flu en ce o r o bligatio n s fo r the 
7 4 -y ear-o ld Daley o r Chicago in the ey es 
o f the n ew D em o cratic adm in istratio n in 
W ashin gto n . 


On the day after the electio n , as 
R ep u blican s celebrated in ju bilatio n an d 
headlin es p ro claim ed "D aley the Big 
L o ser,” the m ay o r du ck ed re p o rte rs an d 
flew o ff to v acatio n in . Flo rida, w here the 
clim ate was w a rm e r an d brighter. 
Daley still retain s his co n tro l o v er the 


The reo rgan izatio n , k ey to n early all o f C a rte r’s dream s fo r 
resto rin g o rder an d acco u n tability to go v ern m en t, mean s 
m o re than ju st reo rderin g the dep artm en ts in his o wn 
adm in istratio n . 
Fo r ev ery agen cy in go v ern m en t there is a co m m ittee o r 
su bco m m ittee so m ew here in Co n gress which ho lds life an d 
death co n tro l in the fo rm o f bu dget an d en ablin g legislatio n , a 
co m m ittee to which Cabin et secretaries an d agen cy co m m is­ 
sio n ers o r directo rs tro o p regu larly , hat in han d, to ask fo r 
m o n ey o r au tho rity . 


Danger or bl essing? 


As p residen t, C arte r will hav e so me clo u t he can u se to 
p ressu re a relu ctan t Co n gress to y ield to his reo rgan izatio n 
dem an ds. He ran in to the sam e k in d o f resistan ce in Geo rgia 
an d beat it. Bu t the cro ssfire in Washin gto n co u ld dam age 
bo th sides. 
Ho wev er, desp ite the early dan ger sign als there^are p eo p le 
in W ashin gto n an d G eo rgia who thin k the fallo u t m ay n o t be 
that bad. 


F o r o n e thin g, if C arte r p ro v es to be p o p u lar, m em bers o f 
Co n gress will n o t w an t to p u t them selv es at o dds with the 
Presiden t. 


"If he is as effectiv e in o rgan izin g the bu sin ess co mmu n ity 
an d the p eo p le behin d him as he was in Geo rgia, the thin g will 
go thro u gh,” lo n g-time C arter adv iser Charles Kirbo said o f 
the reo rgan izatio n p lan . 


Dem ocratic priorities 


F o r an o ther thin g, so m e o f the legislativ e p ro gram s C arter 
w an ts are lik ely to be p o p u lar am o n g the Dem o cratic m ajo ri­ 
ty in Co n gress an y w ay — thin gs lik e an eco n o my -p u mp in g 
tax cu t an d p ro gram s to redu ce the high u n em p lo y m en t rate. 


Therefo re, the p o ten tial fo r m o v em en t is at least as great 
as the p ro sp ect o f ten sio n between C arter an d Co n gress. 
Ai 
he said du rin g the c am p aign , a D em o crat in the White Ho u se 
will allo w Co n gress to reflo at p ro gram s which Fo rd v eto es 
san k last y ear. 


weather 


Pa rtly clo udy a o d co lder to da y 
with the hig h in the 4 0s. Clea r a nd lit­ 
tle tempera ture cha ng e to nig ht; lo w 
in the lo wer 3 0s. Mo nda y clea r to 
pa rtly clo udy a nd wa rmer with the 
hig h in the 5 0s. 


La ke o f the Oza rks sta g e: no t 
a v a ila ble. Sunset to da y will be a t 
5 :07 p.m.; sunrise Mo nda y will be a t 
6:4 7 a .m. 
inside 


A fina l telev isio n blitz g a v e 
g o v erno r-elect Jo e Tea sda le the 
v o tes he needed la st Tuesda y . Pa g e 
llA. 


To rture a nd murder a re co mmo n 
pra ctices in ma ny o f the so -ca lled 
“ demo cra cies” so uth o f the bo rder. 
Pa g e 5 C. 


Find o ut wha t’s co o king this 
ho lida y sea so n — a nd ho w to co o k it 
— in The Demo cra t-Ca pita l’s specia l 
recipe sectio n. Sectio n D. 


Christians parade 
to show strength 


/ á 
Benja min L. Ho o ks 
Successor 
to Wilkins 
is chosen 


NEW YORK (AP) - B en jam in L. 
Ho o k s, a m e m b e r o f the F ederal Co m ­ 
m u n i c a t i o n s 
C o m m i s s i o n , 
w a s 
u n an im o u sly elected S atu rday to su c­ 
ceed Ro y Wilk in s as ex ecu tiv e directo r o f 
the Natio n al Asso ciatio n fo r the Ad­ 
v an cem en t o f Co lo red Peo p le. 
A 
sp o k esm an fo r the civ il rights 
o rgan izatio n said the n atio n al bo ard o f 
the NAACP m et S atu rday m o rn in g an d 
agreed o n the selectio n o f Ho o k s, 5 1, to 
rep lace Wilk in s who retires n ex t Ju ly 3 1 
Ho o k s, o f M em p his, T en n ., w as the 
first black ap p o in ted to the FCC. He Is a 
law y er, a b an k er, a licen sed m in ister 
an d a lo n g-tim e activ ist in hu m an rights. 
"T he NAACP has been a p a rt o f m y life 
fo r as lo n g as I can re m e m b e r,” Ho o k s 
c o m m e n te d 
a f t e r 
he a r i n g 
o f 
his 
selectio n . 
"T his is o n e o f the m o st im p o rta n t jo bs 
in the co u n try ... the v ery to p in te rm s o f 
the black co m m u n ity .” 


Ho o k s, who w as in M em p his, said he 
will hav e to resign his p o sitio n o n the 
FCC to accep t the n ew jo b. He said he 
wo u ld m eet with NAACP o fficials in 
W ashin gto n to discu ss details o f the 
a p p o in tm en t. 


As far as im m e dia te go als. Ho o k s said 
" the re a re n o grea t n o v el chan ges I’m 
go in g to p ro p o se. 
I ju st w an t to really see 
it bigger an d b ette r." 


He w as the first black to beco m e a 
crim in al co u rt ju dge in T en n essee sin ce 
the R eco n stru ctio n era. 


" B e n ja m in 
Ho o k s 
has 
m a de 
an 
o u tstan din g reco rd in ev ery field o f 
en deav o r he ha s attem p ted 
. He is e x ­ 
trao rdin arily gifted, m u ltitalen ted an d 
effectiv e,” said M arga re t Bu sh Wilso n , 
c hairm a n o f the bo ard. 


B EIRU T. Leban o n (AP) - Christian 
lo y alists o f the L eban ese a rm y staged a 
m ilitary rev iew Satu rday to bu ttress 
C hr is tia n s ’ 
c la im s 
tha t 
they 
can 
gu a ra n te e their o wn secu rity desp ite co n ­ 
tin u ed fightin g. 
The rightist P halan ge p arty , which 
fields the largest Christian militia in the 
18-mo n th-o ld civ il w ar, said 2,000 so ldiers 
p a raded befo re a rm y c o m m a n de r Han n a 
Saeed with tan k s an d a rm o re d cars. 
In a related m o v e, the P halan ge p arty 
an n o u n ced o p en in g o f a n etwo rk o f 
"secu rity ce n te rs" an d adv ised p eo p le in 
the Christian a re a to telep ho n e fo r help if 
they are en dan gered. 
The disp lay s o f co n cern fo r secu rity 
w ere p a rt o f a cam p aign to sho w P re si­ 
den t E lias Sark is that there is n o n eed fo r 
Arab p eace-k eep in g tro o p s to mo u n t 
regu la r p atro ls in the 8 00-sq u are-mile 
C hristian en clav e in east Beiru t an d n o r­ 
thw est Leban o n . 
Vio latio n s o f a 17 -day -o ld tru ce hav e 
escalated sharp ly , raisin g fears fo r its 


su rv iv al, an d Sy ria w arn ed that it might 
sen d tro o p s in to thp cap ital to sto p the 
fightin g. 
The Sy rian s an n o u n ced F riday that 
their 21,000-man in terv en tio n fo rce in 
Leban o n , which had sided with the Chris­ 
tian s, w as bein g co n v erted in to the main 
u n it 
o f 
the 
Pan -A rab 
p eacek eep in g 
" strik e fo rce" decreed by an Arab su m ­ 
mit last mo n th. 
They said the tro o p s wo u ld be at 
S ark is’ disp o sal, ap p aren tly a v eiled 
w arn in g to the Christian leadership to 
en d their resistan ce to dep lo y m en t o f the 
tru ce fo rce 
" S y ria n 
fo rces 
hav e 
m o v ed 
in to 
strategic p o sitio n s that en able them easi­ 
ly to m o v e in to Beiru t an d sep arate co m ­ 
b atan ts by fo rce if n ecessary ," the 
Sy rian state radio said. 
Their Palestin ian an d Leban ese leftist 
fo es hav e den o u n ced the C hrisian s’ stan d 
an d dem an ded a balan ced dep lo y m en t, 
with eq u al n u m bers o f p eacek eep ers 
en terin g Mo slem an d Christian secto rs. 


city an d can still deliv er Chicago v o tes. 
Bu t his state an d n atio n al p o wer seem s to 
be drain in g away . 
Ho w did it hap p en ? 
Clearly , o n e facto r was D aley ’s cho ice 
o f can didates. His han d-p ick ed cho ice fo r 
go v ern o r, S ecretary o f State Michael J. 
Ho wlett, ra n w hat o n e w riter described 
as "the m o st dre a ry , in ep t, shallo w an d 
p ighe a de d” 
c a m p a ign 
in 
de c ade s. 
An o ther w riter said the m a y o r’s p ick fo r 
^state’s atto rn ey , E dw ard E gan , had "all 
*the driv e an d c ha rism a o f y o u r av erage 
algebra te a c he r.” 


Bu t p erhap s o f eq u al im p o rtan ce was 
the 19 76 Illin o is electo rate. Becau se o f re ­ 
cen t p o p u latio n shifts, the v o te fro m 
Chicago — n o m a tte r ho w co m p letely it is 
c a p t u r e d 
by 
D a l e y ’s 
D e m o c r a tic 
o rgan izatio n — n o lo n ger is the decisiv e 
facto r it o n ce w as 


An an aly sis o f v o tin g figu res sho ws 
that Daley p ro du ced fo r Jim m y C arter a 
higher p erce n tage o f the Chicago v o te 
than he did fo r Jo hn F. Ken n edy in 19 6 0. 
It w as that electio n , widely regarded as a 
m a ste rp ie ce o f p o litical m an ip u latio n by 
Daley , which established him as o n e o f 
the n atio n ’s m o st in flu en tial p o litician s. ' 


C arter go t 6 7.5 p er cen t o f the Chicago 
v o te in 19 76 , co m p ared with the 6 3 .6 p er 
cen t that w en t to Ken n edy in 19 6 0. 


Grave situation 


Shades of luck hovered over two men who crash- 
landed a light plane into a cemetery in south Chicago 
Friday. The pilot, Henry Syzmanowski, and passenger, 


Bob Orlando, escaped with minor inj uries. The plane 
crashed into St. Casim ir’s Lithuonian Cemetery after 
taking off from Chicago's Midwoy airport. 
( UPl) 


GM C final 
target of 
UAW union 


D E T R O IT (A P) - The Un ited Au to 
W o rk ers will set a strik e deadlin e at 
G en eral M o to rs Co rp . this week after 
r e a c hi n g 
a 
l a s t - m i n u t e 
t e n t a t i v e 
a gre em en t 
fo r 
ho u rly 
em p lo y es 
at 
C hry sler. 
UAW an d C hry sler n ego tiato rs m et 
Satu rday to discu ss a se p a ra te p act 
co v erin g 9 ,000 salaried w o rk ers. The 
deadlin e fo r that co n tract has been ex ­ 
ten ded in defin itely . 
The ten tativ e a gre e m e n t fo r the No . 3 
au to m a k e r ’s 109 ,000 U.S. an d C an adian 
ho u rly em p lo y es w as an n o u n ced ju st 
befo re the deadlin e Friday . 
The UAW stru ck the F o rd Mo to r Co . 
fo r n early a mo n th earlier this fall befo re 
reachin g an in du stry -p attern settlem en t. 
In n ego tiatio n s with in du stry gian t 
GM, the u n io n will be try in g to win a 
sim ilar p act fo r 3 9 0,000 w o rk ers. UAW 
P residen t L eo n ard Wo o dco ck said o f­ 
ficials wo u ld set the strik e deadlin e early 
in the week . 
The 
UAW 
n ego tiatin g 
c o m m itte e 
schedu led a m eetin g o f the u n io n ’s 
Chry sler 
Co u n cil 
o n 
W edn esday 
to 
discu ss an d v o te o n the ten tativ e a gre e ­ 
men t. If the p act is ap p ro v ed by the 
co u n cil, it wo u ld then go to lo cal u n its 
aro u n d the co u n try fo r a v o te. 
T hr e e 
p l a n t s 
r e p o r t e d 
w ildc a t 
walk o u ts S atu rday o v er lo cal issu es, bu t 
two retu rn ed to n o rm al 
Co m p an y o f­ 
ficials said o n ly the Eto bico k e, On t., 
castin g p lan t n ear To ro n to rem ain ed 
clo sed with p ick ets k eep in g the 3 56 
w o rk ers o ff the jo b. 
Other brief w ildcat strik es o v er lo cal 
issu es w ere also rep o rted at the Tren to n , 
M ich., 
e n gin e 
p la n t 
an d 
a t 
the 
Tw in sbu rg, Ohio , stam p in g p lan t. Bu t 
bo th p lan ts had retu rn ed to n o rm al by 
midday . 
Sev en 
D etro it-area Chry s^ler p lan ts 
were shu t 
do wn 
F riday 
an d 
25 ,000 
w o rk ers sen t ho m e as tho u san ds o f UAW 
m em b ers ju m p ed the gu n by stagin g e a r­ 
ly walk o u ts Nin e p erso n s w ere arrested 
du rin g p ick etin g F riday n ight o u tside a 
w areho u se 
in 
Bro wn sto wn 
To wn ship 
n e a r 
D etro it. 
T hey 
w ere 
re lea se d 
p en din g 
he a rin gs 
o n 
m isde m e a n o r 
charges. 
UAW Vice P residen t Do u glas F ra s e r 
said 
F rida y 
he 
was 
co n fiden t 
the 
C hry sler a gre e m e n t wo u ld be ap p ro v ed 
by the ra nk an d file. 
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Horsehair plaster et al 
W orkm en restoring JFK's birthplace 


By LARRY LAUGHLIN 
Associated P re ss W riter 


BROOKLINE. Mass 
(AP) 
- From the horsehair plaster 
in the kitchen to the w allpaper 
in the bedroom, w orkm en are 
pu tting the finishing tou ches 
on repairs at the birthplace of 
the late John F. Kennedy to 
get it ready to reopen to the 
pu blic. 
The restored home on Beals 
Street was dam aged the night 
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of Sept 
9 . 
19 7 5. 
the 
day 
Boston’s pu blic schools open­ 
ed for a second y ear of cou rt- 
ordered bu sing An arsonist’s 
firebomb crashed throu gh the 
kitchen door at the rear of the 
hou se 
Nov 15 is the target date for 
the reopening of the two-story 
hou se as a historic site 
The 
phy sical 
restoration 
continu ed into October, a c ­ 
cording to John Heath, the N a­ 
tional P ark Serv ice ranger 
ov erseeing the work 
Then 
cam e the hou secleaning 
The fire left the kitchen a 
charred ru in The rest of the 
hou se, spared from flam es by 
the 
qu i c k 
r e s p on s e 
of 
firefighters, was d am aged by 
heat and smoke 
The arsonist apparently also 
spray -painted the words “ Bu s 
Teddy ” on a sidewalk in front 
of the hou se, in a reference to 
the late president’s brother. 


U S 
Sen 
Edw ard M 
Ken­ 
nedy , a su pporter of the bu s­ 
ing 
prog ram 
Heath 
said 
chem icals were u sed to erase 
the slogan. 
The president’s parents — 
Rose and Joseph Kennedy - 
mov ed into the hou se in 1914 
Fou r of their children, in­ 
clu ding the fu tu re president, 
were born there. The family 
mov ed to New York in 1921. 
The hou se passed throu gh 
abou t six owners before the 
Kennedy 
family 
bou ght 
it 
back in 1966 and deeded it to 
the federal gov ernment. The 
park serv ice dedicated the site 
in 1969. 
The 
kitchen 
fu rnishings, 
selected with Rose K ennedy ’s 
adv ice in order to recreate 
conditions when the family liv ­ 
ed there, were not au thentic 
pieces Heath said none of the 
genu ine Kennedy fu rnishings 
were lost in the fire. 


SUBSCRIPTION RATES 


Effectiv e September 1.19 7 4 
By carrier in Sedalia; Democrat, 
ev enings and Su nday , or Capital, 
mornings and Su nd^, 13.05 per 
month 
Morning, 
Ev ening and 
Su nday , |550 per month Pay able 
in adv ance 


The Sedalia Capital, or The 
Sedalia 
Democrat, 
daily 
and 
Su nday , by mail in Pettis, Benton. 
Camden, Cooper, Johnson. Henry , 
Hickory , 
Lafay ette. 
Moniteau , 
Morgan and Saline cou nties; 1 y ear 
$22 00 ; 6 months III .SO; 3 months 
16 50, 1 month $3.05 Pay able in 
adv ance 


Bv nrv ail elsewhere: 1 y ear $32 00, 
6 months $17 .00. 3 months $1« CO, i 
month $4 00 Pav » blc ii. -av anc-e 


Tha nk 
Yo u! 


To The Voters Of Pettis County; 


wish to convey my deep gratitude for 
your support and vote of confidence for me 
in Tuesday's general election. A s your Pettis 
County Assessor, I will endeavor at all times 
to serve you efficiently and fairly and per­ 
form the duties of the office in a manner 
worthy of your trust. 
Sincerely, 


Jack M cM urdo 


YOURS FREE 


WITH THE OPENING OF YOUR 1977 
CHRISTMAS CLUB ACCOUNT AT 
FIRST STATE SAVINGS ASSOCIATION 


*TNRS - PIECE OWL TRIVET SET (Cati iron) 


You can start your account for os little 
os 
a week or as much as ^20 a week. 
This time next year youMI be looking 
forword to a cash and carry Chris rmos. 
BE A WISE SAVER 


S AVE AT; 


Fsm: 


Vow* Siv ngs 
to $40 000 
Ù Ï 


TUut S tai » 
Saui i UfA ; (Tl . 


CQUIl MOUSING 
LENDER 
THIRD AT OSAGE 
826-7878 


16th & Limit 
826-7 887 


• O I I « f B 
O 
O 
« 
* 
l 
i 
r 
t 
' 
C 
o 
m 
* 
tit s i i * r v e d 


All the articles of fu rnitu re 
had to be cleaned afterw ard, 
bu t the u nfortu nate incident 
gav e officials the ctiancc' to 
assess the land m ark fu lly . 


“ The fire gav e u s an op­ 
portu nity to hav e a profes­ 
sional f e tty r is ' of the home 
done,’*'S» d Heath. “ We went 
back to tHe original lay ers of 
paint to see ex actly what kind 
was u sed” 


“ The original plaster in the 
k itc he n 
w a s 
m a d e 
w ith 
horsehair.” 
said 
Heath 
of 
another post-fire discov ery 
"They don’t m ake it that way 
n ow a d a y s . 
In 
or d e r 
to 
replaster the kitchen, we had 
to 
go 
to 
Su ffolk 
Dow ns 
r a c e t r a c k 
to 
p u r c ha s e 
horsehair, and then we had to 
find someone old enou gh to 
hav e worked with it.” 


The fire also rev ealed a 
china hu tch in the wall bet­ 
ween the kitchen and dining 
room. “ No one ev en knew it 
was there. It mu st hav e been 
cov ered ov er y ears ago,” said 
Heath. 


A 
c r a f t s m a n 
wi t h 
e x ­ 
perience in working horsehair 
plaster, which resists c rac k ­ 
ing with the settling of walls, 
was located in Boston and 
another historic detail 
preserv ed 
was 


A word of thanks 


to the voters of P ettis C ounty w ho voted for, ond helped m e in m y losing com poign 


for re-election to the 
office of C ounty 
A sse sso r. 
’v i henT f r d’f V r T e^ U . ion” 
: ” 
f” 
i ; ow o;e of .he odds I w os facing . ^ ^ o good 


bandied about Sedolio and P ettis C ounty (m uch of it innocently done) did its w ork 


a n d 
$ 1 0 0 0 0 worth of adv ertis ing c ouldnt hove corrected 
It. 


' ' Mv congr'm ulotions to M r. M cM urdo. I w ill do ev ery thing m m y pow er to he^ 


‘^ T v loi'hone°s rw hen I took over this offic e . . . I intend to be just os honest w hen I 


leave 
i t . . . G od being m y helper. 


Sincerely. 
W illiam P. "B iii" McCune 


Everybody's Doing It— Saving 20% to 38% Throughout 
Homakers, 809 s. Limit, Sedaiio, by Picking Up Your Purchases. 


GREAT SAVINGS! GET GREAT BUYS! Spaiile Up 
Your Homes Now . . . Enjoy the Famous Lo-Z-Boy Chairs! 


BIG PRE-CHRISTMAS 
La-Z-Boy SALE! 


FULL SERVICE PRICE «270°o 


Save *111.95 a n This 
Handsom e Contem porary 
Reclina-Rocker In a Choice of 
cover Com binations 


TAKE 
ALONG 
PRICE 
H 5 8 


FULL SERVKi $304 


PICK 
$918 
up PRICE 
Æ 
Ë 9 


Pine or 
Maple 
Trim, 
Heovy 
Nylon or 
Herculon 
Tweeds. 


FULL SERVKE >2 42 


PICK 
*178 


IN 
CHOICE 
OF DURABLE 
COVERS. 


sovo a big $90 OVER FULL SERVICE PRICE... 


A TRADITIONAL STYLE ... 
TAKE 
WITH QUALITY & COMFORT 
ALO NG $ 1 O 
O 
CHOICE OF 5 PATTERNS... 
PRICE 


Irresistibly Comfortable ... Reclina-Rocker by La-Z-Boy 


PERFECT FOR HER! 
the chair that breaks itH back 
to m ake y ou eoinfortable 


(and sHiv eItt too!) 


LA-Z-BOY* 
La -Z-Ro cker 


TAKE ALONG PRICES 
START AS 
LOW 
AS: 


bach moves 
independently 
\{ \ 
\\ 
oT the seat 


L«an back — 
•t you sit d o w n .L /^ 


Th« entire bach 1 
I 
of the chaff 
/X y l 
ad|usts itself 
V ^ 
to the weight of X . 
your body. 
X 


>145 


PIU 
SIB Via 
$M I 


So C om fortable, So Stylish . . . 
So m any to select from . . . This 
is the chair that puts itself out 
of the ordinary prices . .. Come 
in— Choose your style & Save! 


The magical All-In-One Chair ! 


These relaxing choirs recline to any 
angle w ith sim ple body action. 35 
different styles to select from . 


lU ll M O O K ltN IN * 


\ £ ^d im/Tneelta Ê» i» m / 
^"7 WILWWAMTV 


A t any tim e Lo-Z-Boy’s factory w ill 
repair or, at its option, replace its 
rec lining m echanism or any port 
thereof 
w ithout 
charge, 
except 
any costs of packing and shipping. 


VISIT HOMAKERS TOMORROW! 
You'll find Novem ber Store W ide 
Savings of 2 0 % to 38% throughout. 


X±J 


A GREAT WAY TO SAVE... 
Pick up your' purchas* at 
our dock for thote low, ad- 
wortiMd 
pricot, 
or 
wa'I! 
dollwor for a chargo. Elthor 
w ay yo u MiVo at Hom okort. 
Y T ia L e n / i. 
-v m cu ^ e ^ ^ . 
F U R I V I T U R E ► 


.'tî 
n 
809 S. Lim it— Sedalia 


STORE HOURS: 
Mondoy I. Fridoy 
9:30 a.m. 'tti 8:30 p.m. 
Other Doys Including 
Sotufdoy 9:30 'til 5 


F L O W E R II 


230 S. Ohio 


M onda y th ru S a turda y 
^ ^ 


9 :3 0 a .m .to 5:<W p.m. 
A „ o u n t, M a .terc h a rg e 


I?; t 
Of B onkA m erlc a rd. 
O pen till 8 :30 p.m. 


^ 
r ia y iex 


OFIIOFF 


BICHSEL J EWELRY 
Introducing ... 
LONGINES 


Luittnauer 
P'.'rt 


when 
you buy 
the Bra 


when you 
buy any 
Briefs 


Super Look Briefs 


Super Look Bros 


R eg .'3.75 
SALE'2.72 
Reg. '6.9 5 
SALE'5.72 
BONNE BELL 
Ten-O-Six Gift Packs 


New 
Line 
of 
Watches ^ 


Now in the Flower- 
Bichsel Tradition. 
; 
>235 
FREE 
A new Longines or 
Wittnouer Watch 
50 Retail V a lue 
lYours Free 
Co me in 
an d 


\ 
■ 
/ 
X ^ s o o n . 


Pint Size T en -O -S ix with fiv e 
generous gifts . 
In clu d in g : 


1 oz Shampoo 2000 
1 oz Hones t Hair Conditioner 
Lip Glos s 
1 oz Mois ture Creme 
1 oz Fa c e Glos s 
All for the regular 
price of pints 


Pint Size 


$ A 
0 0 


Qua rt Size T en -O -S ix with s ix 
generous gifts . 


In clu d in g : 


1 oz. Good Nature Mois turizer 
1 oz. Good Nature Cleans er 
1 oz Good Nature Cream 
1 oz Good Nature Shampoo 
1 oz. Good Nature Shower & Tub 
Good Nature Lip Glos s 


All for th e reg u la r o ric e of quarts 


Quart Size 
P 
i 


I. \ 


10«® 


7ic s ^ 
I 


Introducing... 
COLORADO SAGE 


by J cHs B ell 
M as culine Men's Toiletries form ula ted from the cris p 
ea rthly s age pla nt that grows wild in the m ounta in 
fields of Colorado. 


A men's fragrance with an 
ex citing Wes tern air. Pour 
a little into the palms . 
Rub y our hands together, 
and apply ov er y our neck, 
ches t, upper arms . Inhale, 
y ou'll immediately be trans ­ 
ported to a high ridge in 
Colorado, s tanding among 
s age plants , little dwarf 
cactus , as pen trees , and 
tall pines . 


4 o z. 
7.50 
8 o z. 12 .00 


All yo u d o is re g iste r 
wh ile in Bich se l 
Je we lry se e in g th e 
n e w lin e , be twe e n 
n o w an d No v. 2 0th . 
Drawin g w ill be h e ld 
o n Mo n d ay, No v. 22, 
1 9 76 . No p u rch ase 
n e ce ssary to win . 


SPECIAL SAVE 20% 


A 
/ 


SALE 


AMERICAN LEAD CR YST AL 


Spec ia l lim ited tim e s a v ings on a s s orted giftw a re item s 


during this gift giv ing s ea s on. 
Fos toria lead c ry s ta l. 


Ca tc hing and play ing with light as only deep fa c eted 


cry s ta l can. A true lead c ry s ta l m eeting high interna tiona l 


s ta nda rds . W ith a fla ir that c ould only be born in Am eric a . 


See th em to d ay in o u r o p en -sto ck co llectio n o f F o sto ria. 


Su p p o rtin g th e ir le a d e r 


Peas ants and cadres of the Newy a ng Peoples Com­ 


mune in Feichung County , Shantung Prov ince, hang 


pos ters with la rge characters at their work s ite ex ­ 


pres s ing their determina tion to rally around the 


Chines e Communis t Party headed by Chairman Huo 


Kuo-feng. 
(y PI) 


The Sodalia Democrat, Sundav, Nov, 7.19 7f)-3A 


USE HOMETOWN 


ì u l l ì ì 'H K l l 
M I L K 


C.W RpwEr CO 


>295 
Firs t 
Day - 
Night 
Digita l 


P.M. 
Separates 


Unleas h a new 
night mood. 


Great new put 
together looks 
in block or 
white. 


Soft s heer 100% 
poly es ter chiffon tops , 
in oil the great 
holiday moods . 
Tops from *26 to *36 


To pair with 
pojomo leg pants 
or long s kirts 
to complete 
the holiday 
s eparates 
s tory . 
Pants & 
s kirts , 
*18 to *22. 


'Mis s es ' Sizes 


Second Floor, Sedalia 
— Als o M a rs ha ll 
C.W RpwEr CO 
Does It Again! 


Early Shoppe r Ac c ount \ 
OUR GIFT TO YO U— 
A "BILL FREE" CHRISTMAS 
: 
4 MONTHS TO PAY If You Do Your Shopping in NOVEMBER- 
(Only NO V EM B ER purchases subject to these terms) 
* 
READ HOW IT WORKS 
: 
Sh o p d u rin g th e 25 Sh o p p in g Days Du rin g NOVEMBER. 
* 
Ask th e Sale sp e rso n to Ch arg e o n EARLY SHOPPER ACCONT (fo r cu sto me rs wh o n o w h o ve 
^ 
a CWF acco u n t.) Th e re w ill be n o billin g in De ce mbe r o n No ve mbe r p u rch ase s wh e n yo u 
• 
sp e cify EARLY SHOPPER ACCOUNT. 
Yo u w ill h o ve 4 mo n th s to p ay with NO Se rvice Ch arg e (p ay '/a o n Jan u ary billin g , ’/a o n 
• 
Fe bru ary billin g an d '/a o n March billin g .) An y balan ce Ap ril 1st w ill be tran sfe rre d to 
Re g u lar Acco u n t an d su bje ct to Re g u lar Te rms. En tire amo u n t w ill be d u e at o n ce if o n e 
p ayme n t is n o t p ro mp t. 
Pu rch ase s mo d e in CWF sto re s in Se d alia an d Marsh all, Bich se l Je we lry an d Flo we r II in 
Se d alia may be ch arg e d o n EARLY SHOPPER ACCOUNT. 
^ 


IF YOU DON'T ENJ OY A FLOWER CHARGE OPEN YOURS NOW 
C. W. FLOWER CO. 
21 9 -2 2 3 South O h io —Seda lia 
N o rth Side o f Squa re— M a rs ha ll 
FLOWER II 
2 3 0 South O hio-Seda lia 
Two G re o t Floors of Baraains 


BICHSEL J EWELRY 
217 South O hio 
Seda lia 


Shop 
Daily 
9 :30 to 5K)0, 
Monda y & Friday 
Nights Until 8:30. 


Charge on Flower Charge, 
M a s ter c ha rge or Bank- 
Am erlc ord—or Early Shop­ 
per Account. 
Dry 
Skin? 
Slip into 
DOROTHY GRAY 
Dry Skin Lotion 
for oil-ov er 
s oothing proteaion. 


Lu sh lo n o lin -e n n ch e d cre amy 
lo tio n imp o rts vo lu o ble mo istu re 
to h e lp ke e p th irsty skm su p p le 
smo o th o n d so ft to to u ch 


Now Qt once-o-y eof prices ! 


9 oz.Sl.50 .1floz.S2 .50 


Sav e up to 
1.03 on any 
Super Look 
Brief or Hip- 
Hugger during 
this clos e-out. 


Limited quantities at this price. 
Re g . 3 .75 ta 4 .5 0 Sale: 2.72 to 3.42 


o n 
when you 
buy any 
Brief 


4 A—Th e S ed alia D em o crat, Su n d ay , No v . 
7 ,197 6 


Death Notices 


Perry B. Edde 


P erry B Ed d e, 7 0, 25 10 High lan d , d ied 
at 
Bro o kin g 
P ark 
G eriatrics Cen ter 
Frid ay aftern o o n 
He was bo rn Au g. 25 . 1906 , at Presto n , 
Mo ., so n o f th e late William J. an d Lu cille 
l.in d sey Ed d e He m arried Lau ra Yo u n g 
in 1931. wh o su rv iv es o f th e h o me 
M r 
F!d d e 
w a s 
a 
g r a d u a t e 
o f 
So u th western Misso u ri State Un iv ersity . 
He serv ed as p rin cip al an d su p erin ten ­ 
d en t o f th e fo llo win g Misso u ri sch o o l 
sy stem s 
Hu rley , W h eatlan d . Pleasan t 
Ho p e an d Cro ss Tim bers. He was later 
emp lo y ed with th e F a rm Secu rity Ad ­ 
min istratio n at Alban y , Mo , an d becam e 
su p erv iso r o f th e Fed eral Lan d Ban k o f­ 
fice at Alban y . He w as tran sferred to th e 
Sed alia o ffice o f th e lan d ban k in 1952 an d 
.serv ed h ere u n til 1963. He retired at th at 
time d u e to p o o r h ealth . Mr. Ed d e was a 
p ast m em b er o f th e Sed alia City Co u n cil 
an d serv ed as su p erv iso r o f th e Sed alia 
Co mmo d ity Fo o d s P ro gram at its in cep ­ 
tio n 
He was a m em b er o f th e First Bap tist 
Ch u rch , wh ere h e serv ed as a d eaco n an d 
Sunday sch o o l teach er. 
Oth er 
su rv iv o rs 
in clu d e 
o n e 
so n , 
Do n ald Ed d e, Bu ffalo Gro v es, III.; o n e 
d au gh ter, Betty Su e Ed d e, Lee’s Su m ­ 
mit ; an d two step -gran d ch ild ren 
F u n eral serv ices will be h eld at 2 p .m. 
Su n d ay at th e Heckart-Gillesp ie Co lo n ial 
Ch ap el 
with 
th e 
Rev 
Law ren ce 
R 
Stewart o fficiatin g. 


Activ e p allbearers will be Fred Ar­ 
bo gast. Ch arles Ho fh ein s. Pau l Lewis, 
Flo y d Prid d y , D E Sch reiber an d Ralp h 
S trad er 
Ho n o rary p allbearers will be 
d eaco n s o f th e ch u rch 
Bu rial will be in th e Fish er Cemetery , 
Presto n , Mo . 


Lee M. Thornton 


KANSAS CITY - Lee M Th o rn to n . 6 5 . 
o f h ere, d ied Satu rd ay at St 
Lu ke's 
Ho sp ital h ere 
He was bo rn M arch 10, 1911, in Pettis 
Co u n ty 
He m arried Mable Th o rn to n , 
wh o su rv iv es o f th e h o me 
.Mr Th o rn to n h ad liv ed in th e Kan sas 
City area fo r th e p ast 12 y ears. He retired 
fro m th e Ben d ix Co rp . last Ap ril. 
Fu n eral serv ices w ill be h eld at 10 a m. 
T u esd ay 
at 
th e 
B lackm an -W o rn all 
Fu n eral Ho me h ere. 
G rav esid e serv ices an d bu rial will be 
h eld at 1 p m 
Tu esd ay at High Po in t 
Cemetery . Hu gh esv ille 
F rien d s may call alter A p m Mo n d ay 
at th e fu n eral h o me. 


Floyd F. Taylor 


IN D E P E N D E N C E - Flo y d F. Tay lo r, 
6 9. o f h ere, d ied T h u rsd ay at th e In ­ 
d ep en d en ce Med ical Cen ter h ere. 
He was bo rn Dec. 25 , 1906 , in Dav ies 
Co u n ty , so n o f F red E. an d My rtle M. 
Mo rris Tay lo r. He m arried E sth er M. 
O’Neill, Sed alia, o n May 3, 195 9, in Kan ­ 
sas City , wh o su rv iv es o f th e h o me. 


Mr. Tay lo r was a c h arter m em ber an d 
tru stee o f th e Sy cam o re Hills Bap tist 
Ch u rch h ere an d w as also a m em ber o f 
th e Tex tile W o rkers Un io n . 


Oth er su rv iv o rs in clu d e o n e d au gh ter, 
Mrs. Haro ld (G retch en Co len e) Th o mas, 
W arsaw ; two so n s, Ro bert M. Tay lo r, 
P atto n sbu rg, Mo .; Dav id 0. Tay lo r, o f 
th e h o m e; eigh t gran d ch ild ren an d th ree 
great-gran d ch ild ren . 


Fu n eral serv ices will be h eld at 1 p .m. 
Mo n d ay at th e ch u rch . 


Bu rial will be at High lan d Memo rial 
Sacred G ard en s in Sed alia. 


Th e family will receiv e frien d s fro m 3 
to 5 p .m. Su n d ay at Sp eaks Fu n eral 
Ch ap el h ere. 


Otto Salzman 


T IP T O N 
- 
O tto 
S a l z m a n . 
98 . 
Bu n ceto n , d ied Frid ay at th e Tip to n 
Man o r Nu rsin g Ho me, h ere 
He 
w as 
bo rn 
Ap ril 
2, 
187 8, 
in 
Switzerlan d , 
th e 
so n 
o f 
Jo h n 
an d 
Elizabeth Mo ser Salzm an He was m a r­ 
ried 
to 
Mary 
Walter Salzman . 
wh o 
p reced ed h im in d eath . 
Su rv iv o rs in clu d e o n e n ep h ew . 
Fu n eral serv ices will be h eld at 2 p m. 
Su n d ay at th e Co n n F u n eral Ho me, h ere, 
with th e Rev Haro ld No rfleet o fficiatin g. 
Bu rial 
will 
be 
in 
th e 
Ho p ewell 
C em etery , h ere 
Carfer tested 


by Ford camp 


for 'stress' 


WASHINGTON ( AP) - Th e Fo rd c a m ­ 
p aign ch ecked tap es o f Jim m y C a rte r’s 
v o ice d u rin g th e first two p resid en tial 
d ebates with a “ v o ice stress an aly zer” to 
d eterm in e if h e w as ly in g, a Rep u blican 
o fficial said Satu rd ay . 
Bu t th e cam p aign n ev er p u blicized th e 
tests, alth o u gh C arter ex h ibited mo re 
stress th an 
Presid en t 
Fo rd in th eir 
an sw ers, 
Ed d ie 
Mah e J r., ex ecu tiv e 
d irecto r o f th e Rep u blican Natio n al Co m­ 
m ittee said . 
Th e first rep o rt o n th e v o ice stress test 
w as carried in th e Bellev u e (Wash .) Dai­ 
ly Jo u rn al A m erican o n Satu rd ay . 
Th e Fo rd cam p aign d id n o t p ay fo r th e 
tests, wh ich were co n d u cted by Rick 
Ben n ett, o f Issaq u ah , Wash ., wh o m ad e 
th e m ach in e, an d an asso ciate, Ro ger 
McLo u gh lin , o f Den v er, Co lo . 
M cLo u gh lin 
co n tacted 
M ah e 
an d 
v o lu n teered to an aly ze th e d ebate tap es, 
acco rd in g to Mah e. 
McLo u gh lin h ad tested C a rte r’s v o ice 
d u rin g th e first telev ised d ebate. “ He 
said C arter was u n d er trem en d o u s stress 
d u rin g th e d ebate, an d it wo u ld be v ery 
h elp fu l if we kn ew th e areas wh ere h e 
was feelin g stress,” Mah e said in a 
telep h o n e in terv iew. 
Israeli boats 


sink, capture 
enemy vessels 


T EL AVIV, Israel (AP) — Israeli n av y 
v essels san k a bo at carry in g Palestin ian 
gu errillas an d cap tu red two o th er craft 
in a firefigh t Satu rd ay , th e m ilitary co m ­ 
m an d said . 
Th e in cid en t h ap p en ed “ in th e n o rth ... 
o u tsid e territo rial w aters,” a co m m u n i­ 
q u e said . Th is m ean t it o ccu rred n ear 
Israel’s 
fro n tier 
with 
Leban o n , 
Th e 
co m m u n iq u e said o n e gu errilla was kill­ 
ed an d 12 were cap tu red , two o f th em 
wo u n d ed . It said th ey w ere bro u gh t to an 
Israeli n av y base. 
Palestin ian gu errillas in Beiru t earlier 
rep o rted th at Israeli gu n bo ats rescu ed a 
p air o f Ch ristian p atro l bo ats Satu rd ay 
after a firefigh t with a Palestin ian sh o re 
p atro l. Th ere was n o im m ed iate in d ica­ 
tio n w h eth er it was th e sam e in cid en t, 
bu t bo th rep o rts w ere fro m th e sam e 
gen eral area. 
Th e o fficial Palestin e n ews agen cy 
WAFA said th e co n fro n tatio n began 
wh en two Ch ristian bo ats in tercep ted a 
freigh ter 
p u llin g 
in to 
th e 
so u th ern 
Leban ese p o rt o f Sid o n . 
Th e h arbo r is u n d er Mo slem co n tro l. It 
freq u en tly is u sed fo r a rm s an d o th er 
su p p lies to th e M o slem -Palestin ian sid e 
in th e Leban ese war. 


Student prisoner killed in 
ROTC fraternity 'game' 


Second section of 
city mural okayed 


Th e seco n d p an el o f th e m u ral bein g 
created to ad o rn th e en tran ce to th e City 
Co u n cil ch am b ers h as been ap p ro v ed by 
a 10-member screen in g co m m ittee fro m 
Sed alia 
Th e Mu n icip al Bu ild in g Art C o m m is­ 
sio n ap p ro v ed th e p an el Frid ay n igh t at 
artist Eric B ran sby ’s stu d io in Kan sas 
City 
Th e m u ral will co n sist o f two 14 -by -16 
fo o t p an els, d ep ictin g d ifferen t stages o f 
Sed alia's d ev elo p m en t, an d a th ird p an el 
illu stratin g p re-Sed alia h isto ry 
Th e first two p an els will flan k eith er 
sid e o f th e co u n cil en tran ce, wh ile th e 
th ird will be d isp lay ed abo v e th e en ­ 
tran ce 
Th e th ird p an el h as been co n ­ 
s tru c te d , 
a c c o rd in g 
to 
c o m m itte e 
m em ber 
.Mrs 
Ro bert 
Qu igg. 
an d 
a 
p relim in ary d raw mg h as been ap p ro v ed 
A d ecisio n co n cern in g th e fin al size o f th e 
th ird p an el h as y et to be m ad e, sh e said 
Th e p ro ject o rigin ally w as to h av e been 
co mp leted in Octo ber 
Mrs Qu igg ex ­ 
p lain ed . h o wev er, th at th e n ew d ate o f 
co mp letio n is in early sp rin g Sh e said it 
co u ld n o t be estim ated wh en th e th ird 
p an el w o u ld be d eliv ered to Sed alia 
Asked if B ran sby 's co n sid eratio n by 
Kan sas o fficials to co mp lete m u rals in 
th e Kan sas State Cap ital. To p eka, will 
d elay co mp letio n o f th e Sed alia p ro ject, 


LINDENH URST, N.Y. ( AP) — A co llege ju n io r was stabb­ 
ed in th e ch est an d killed wh ile p lay in g th e ro le o f a p riso n er 
o f war in an ROTC h o n o r fratern ity h azin g an d train in g p ro ­ 
gram , p o lice said . 
Su ffo lk Co u n ty Po lice said a fratern ity m em ber stabbed 
Th o m as Fitzgerald , 19, in th e ch est early Satu rd ay mo rn in g 
with an u n sh eath ed weap o n — id en tiUed v ario u sly as a 
bay o n et an d a h u n tin g kn ife. 
Th e weap o n cu t th ro u gh a wo o d en p lacard th at was h an g­ 
in g fro m h is n eck, o fficers said . Th e p lacard read , “ p riso n er 
o f w a r.” 
J a m e s Sav in o , 21, a cad et first lieu ten an t, was arrested 
an d ch arged with seco n d -d egree m u rd er. He was p lay in g th e 
p art o f a So v iet in q u isito r try in g to get “ secret” in fo rmatio n 
fro m Fitzgerald , wh o rep o rted ly was seekin g m em bersh ip in 
th e fratern ity kn o wn as th e Persh in g Rifles. 
Sav in o wo re an Army -ty p e u n ifo m d u rin g h is arraign m en t 
Satu rd ay He m arch ed to th e ben ch an d sn ap p ed to atten tio n 


“ I d id n ’t m u rd er h im ,” h e to ld m em bers o f h is family in 
th e co u rtro o m . 
His atto rn ey , Haro ld Bo rg, said , “ T h ere’s n o d o u bt th e 
d eath was accid en tal.” 
Ou tsid e th e co u rtro o m , Bo rg ad d ed a d en ial th at th e killin g 
o ccu rred d u rin g a fratern ity h azin g. “ It co u ld h av e been a 
regu lar ROTC train in g ex ercise,” h e said . 
Po lice said th e d eath o ccu rred d u rin g wh at th ey called a 
train in g an d h azin g p ro gram o n In d ian Islan d o ff th e so u th 
sh o re o f Lo n g Islan d an d in v o lv ed 12 to 14 p led ges. 
“ It 
w as 
a 
terrible 
traged y ,” 
said 
Margin 
Healy , 
sp o kesm an fo r St, Jo h n ’s Un iv ersity in Qu een s, wh ere th e 
ROTC u n it is lo cated . “ Th ey were two v ery go o d y o u n g men , 
Sav in o is a th ree-y ear sch o larsh ip stu d en t.” 
Th e ROTC is an Army p ro gram , th e Reserv e Officers 
Train in g P ro gram , set u p fo r stu d en ts at n o n -military 
co lleges. 
Fitzgerald , y o u n gest o f 10 ch ild ren , was a stu d en t at 
Qu een s Co llege an d Sav in o go es to Stev en s In stitu te in 
Ho bo ken , N.J. Bo th h ad jo in ed th e ROTC at St. Jo h n ’s 
becau se th eir o wn sch o o ls h av e n o ROTC p ro gram s. 
Healy said th e ex ercise “ was n o t an activ ity sp o n so red by 
th e ROTC. It was n o t su p erv ised . Th e bo y s h ad ju st co me 


back fro m fo u r d ay s o f sp o n so red train in g at Fo rt Dix in New 
Jersey an d go t to geth er fo r m o re train in g in ro le-p lay in g.” 
He said th e ROTC d id n o t p erm it th e u se o f u n sh eath ed 
weap o n s in su ch ex ercises an d d o es n o t issu e bay o n ets. 
Lt. Co l. J a m e s Rafferty , ROTC co m m an d er an d a p ro ­ 
fesso r o f m ilitary scien ce, said h e was u n aw are o f th e frater­ 
n ity ’s activ ities o n th e islan d u n til n o tifed by th e co llege 
Satu rd ay . 
He said th e ROTC wo u ld co n d u ct a fu ll in v estigatio n o f th e 
in cid en t. 
Acco rd in g to h is sister, No reen Reiser, Fitzgerald was a 
ju n io r at Qu een s Co llege, p art o f th e City Un iv ersity o f New 
Yo rk. He wo rked at th e sch o o l library to h elp p ay fo r h is 
ed u catio n . 
“ He w an ted to go to law sch o o l an d my wid o wed m o th er d id 
n o t h av e th e mo n ey to sen d h im ,” sh e said . “ He jo in ed th e 
ROTC becau se h e th o u gh t th at u n d er th e Army p ro gram h e 
co u ld get so m e so rt o f sch o larsh ip . He was v ery , v ery 


s m a rt.” 
A sp o kesm an fo r St. J o h n ’s Un iv ersity h ad n o im m ed iate 
statem en t o n th e d eath bu t said h e was try in g to reach th e 
co lo n el in ch arge o f th e ROTC u n it fo r co mm en t. He d escrib­ 
ed th e Persh in g Rifles as a m ilitary p ro fessio n al fratern ity . 
Th e sp o kesm an said h e d id n o t kn o w wh eth er th e fratern ity 
o u tin g w as o rgan ized by th e ROTC u n it o r n o t. “ So metimes 
th e gu y s get to geth er an d ju st d o th in gs,” h e said . 
Po lice said Fitzgerald , a slen d er 6 -feet-2, was with th e 
o th er Persh in g Rifles p led ges wh en th e train in g an d h azin g 
p ro gram began at 11:20 p .m. o n th e islan d in G reat So u th 


Bay . 
Po lice said th e u n in h abited islan d , abo u t 50 acres in size, is 
accessible o n ly by water. It w as believ ed th e fratern ity u sed 
a ru bber raft to get to th e islan d , lo cated ju st o ff sh o re. 
“ Th e h azin g to o k th e fo rm o f ro le p lay in g wh ereby 12 to 14 
p led ges were p riso n ers o f w ar an d th e fratern ity m em bers 
were th e in q u isito rs,” p o lice said in a statem en t. . 
“ Du rin g th e q u estio n in g o f th e p led ge, Th o m as Fitzgerald , 
p lay in g th e ro le o f p riso n er o f w ar, Fitzgerald was stabbed in 
th e ch est by fratern ity m em b er J a m e s Sav in o p lay in g th e 
ro le o f a So v iet in terro gato r,” th ey said . 
Th e bay o n et, wh ich w as n o t affix ed to a rifle, was later 
reco v ered at th e scen e. 
Chinese inaction may be sign 
of friendship towards Russia 


Mrs. Qu igg rep lied . “ No , it will n o t It 
was n o t go in g to affect it fro m th e begin n ­ 
in g," 


Bran sby . h o wev er, is n o lo n ger u n d er 
co n sid eratio n fo r th at p ro ject, sin ce th e 
co n tract was aw ard ed last week to a New 
Yo rk artist wh o fo rm erly liv ed in K an ­ 
sas 


Mrs. Qu igg said Bran sby is " a v ery - 
m eticu lo u s p erso n . He d o es fan tastically 
articu late research .” Sh e ad d ed th at 
su ch 
clo se 
atten tio n 
to 
d etail 
an d 
research are time-co n su min g. 
So me d isagreem en t between th e artist 
an d th e screen in g co m m ittee ex isted 
o v er th e stru ctu re o f th e th ird p an el. 
Mrs Qu igg said 
, 
Sh e ex p lain ed . “ He (B ran sby ) h ad 
been go in g a little h o rizo n tal 
we 
th o u gh t h e cu t o ff th e feelin g o f go in g u p 
■ th at h ad been a stru ctu ral trait o f th e 
p an els 
Bran sby re-wo rked h is o rigin al sket­ 
ch es to co n fo rm with th e v ertical feel o f 
th e first two p an els by ch an gin g fro m sit­ 
tin g to stan d in g p o sitio n s fo u r fro n tier 
figu res d ep icted in th e sketch es 
Th e th ird p an el in clu d es th e figu res o f 
a fro n tier wo man , h er ch ild an d an In ­ 
d ian . wh ile th e o th er two p an els in clu d e 
scen es o f a railro ad an d a wago n -wo rks. 


MOSCOW (AP) — Simp ly by d o in g 
n o th in g, th e to p Ch in ese (lip lo mat in 
Mo sco w h as ad d ed to sp ecu latio n o v er 
ch an gin g Pekin g-So v iet relatio n s sin ce 
th e 
d eath 
two 
m o n th s 
ago o f 
Mao 
Tse-tu n g. 
Th e d ip lo m at. C h arge d ’Affaires Wan g 
Ch in -ch in g, rem ain ed imp assiv ely in h is 
seat F rid ay at th e K rem lin ’s Palace o f 
Co n gresses th ro u gh o u t an an n u al sp eech 
by a m em b er o f th e So v iet Co mmu n ist 
p arty lead ersh ip m arkin g th e an n iv er­ 
sary o f th e R u ssian Rev o lu tio n . 
It was th e first tim e sin ce 197 0 th at 
P ekin g’s rep resen tativ e at th e celebra­ 
tio n d id n o t walk o u t wh en th e So v iet 
sp eaker to u ch ed o n Ch in a in h is rem arks. 
In 
th is 
y e a r ’s 
sp eech , 
Po litbu ro 
m em b er Fed o r D. Ku lako v u sed mu ch 
m ild er lan gu age regard in g Ch in a th an in 
Man hurt 
following 
shooting 


A Sed alia m an was treated fo r a 
laceratio n abo v e h is left ey ebro w at 
Bo th well Ho sp ital an d released after an 
ap p aren t sh o o tin g in cid en t at 6 :07 p .m. 
Satu rd ay at th e in tersectio n o f Pettis an d 
Lamin e. 
Ch arles 
N. 
Tay lo r, 
27 , 
5 06 
No rth 
Misso u ri, to ld p o lice h e was walkin g west 
o f L am in e o n Pettis wh en h e h eard a gu n ­ 
sh o t an d felt so m eth in g h it h is face. 
Tay lo r to ld au th o rities h e started ru n ­ 
n in g west o n Pettis, an d fell d o wn o n ce, 
strikin g h is mo u th o n th e p av em en t. 
Tay lo r rep o rted ly was ap p ro ach ed by 
h is bro th er at th e in tersectio n o f Oh io an d 
Pettis, an d a p asserby tran sp o rted th em 
to Bo th well Ho sp ital, 
Two witn esses rep o rted to p o lice th ey 
h eard 4 o r 5 gu n sh o ts in th e area o f Pettis 
an d Lam in e aro u n d th e tim e o f th e in ci­ 
d en t. Tay lo r to ld au th o rities h e d id n o t 
see an y o n e fire th e sh o ts. 
A h o sp ital sp o kesm an said th ere was 
n o ev id en ce to in d icate Tay lo r was 
wo u n d ed by a bu llet. 
In 
o th er 
p o lice 
n ews, 
Co n n ie 
D. 
P ren ger, 5 17 E ast Ten th , rep o rted to 
p o lice th at $7 6 0 in aq u ariu m eq u ip men t 
an d 
$4 20 
in 
h o me 
fu rn ish in gs 
were 
d estro y ed by a m ale acq u ain tan ce at 3:37 
p .m. Satu rd ay . 
Po lice w ere search in g fo r th e su sp ect 
Satu rd ay , wh o rep o rted ly h ad an a rgu ­ 
men t with Miss P ren ger an d p ro ceed ed 
to d estro y th e fu rn ish in gs. 
Mike 
Hu mfield , 217 So u th Gen try , 
rep o rted th e th eft o f two go -carts fro m 
h is y ard between Oct. 31 an d Satu rd ay . 
On e o f th e go -carts was reco v ered by 
Sed alia p o lice Satu rd ay in a wo o d ed area 
beh in d th e KMOS-TV bu ild in g, 2100 West 
Bro ad way . No v alu e h as been set o n th e 
o th er v eh icle, wh ich was still missin g 
Satu rd ay n igh t. 
A 
citizen s ban d 
rad io 
was 
sto len 
so m etim e o v ern igh t Frid ay fro m a c ar 
o wn ed by Op el K err, Co le Camp . Th e car 
was p arked at Mid -Mo Datsu n , 36 00 
So u th High way 6 5 , fo r rep airs. 
E n try w as rep o rted ly gain ed by b reak­ 
in g th e righ t fro n t win d o w. No v alu e was 
set o n th e lo ss. 


recen t y ears, reflectin g th e co n ciliato ry 
lin e Mo sco w h as taken to ward Pekin g 
sin ce Mao ’s d eath Sep t. 9. 
Wan g in d icated accep tan ce o f th is by 
stay in g p u t. 
“ Th is sp eech was th e first tim e th e 
Ch in ese were fo rced to react d irectly o n e 
way o r an o th er to th e n ew So v iet ap ­ 
p ro ach ,” said a W estern d ip lo mat in 
Mo sco w. “ Up to n o w, th e R u ssian s h av e 
been m akin g all th e mo v es in try in g to 
get a co n ciliatio n sta rte d .” 
Th e Western o bserv er was n o t in clin ed 
to ex p ect an y im m ed iate, tan gible w a rm ­ 
in g o f relatio n s wh ich h av e been strain ed 
by m o re th an a d ecad e o f bittern ess. Bu t 
h e su ggested th at th e Ch in ese m ay be 
gettin g “ a bit less sen sitiv e” in th eir 
relatio n s with Mo sco w an d m o re in clin ed 
to listen to So v iet p o sitio n s. 
Th e So v iet attitu d e as o u tlin ed by 
Ku lako v is th at “ we co n sid er u n ju stified 
an d u n n atu ral th e fact th at frien d ly rela­ 
tio n s between th e So v iet Un io n an d th e 


Peo p le’s Rep u blic o f Ch in a h av e been 
d isru p ted , th ro u gh n o fau lt o f o u r o wn , 
fo r alm o st 15 y ears n o w.” 


Ku lako v referred to re m a rks o n Ch in a 
v o iced th e week befo re by So v iet lead er 
Leo n id I. Brezh n ev , wh o to ld a m eetin g 
o f 
th e 
C o m m u n is t 
p a r ty 
C e n tra l 
Co m m ittee: “ In o u r o p in io n , th ere are n o 
issu es in relatio n s between th e U.S.S.R. 
an d th e Peo p le’s Rep u blic o f Ch in a th at 
co u ld n o t be reso lv ed in th e sp irit o f 
go o d -n eigh bo rlin ess.” 


Th ro u gh o u t Ku lako v ’s rem arks, Wan g 
— a crew-cu t, besp ectacled m an w earin g 
a Mao su it — sat with o u t ex p ressio n , 
d eclin in g to jo in th e freq u en t ap p lau se 
th at in terru p ted th e sp eech . 


A well-in fo rmed Asian so u rce h ere 
cau tio n ed again st read in g to o mu ch in to 
W an g’s d ecisio n to rem ain seated , p o in ­ 
tin g o u t th at Ku lako v ’s brief an d mild 
re m a rks 
gav e 
h im 
little 
p retex t 
to 
p ro test. 
Cities to Carter: 
'Welcome aboard!' 


WASHINGTON (AP) - As th e v o tes 
cam e in Tu esd ay n igh t, Abe B eam e sto o d 
u p an d en th u siastically sh red d ed th e 
fro n t p age o f an o ld n ewsp ap er. Th e 
h ead lin e, “ Fo rd to New Yo rk; Dro p 
D ead .” 
Th e scen e at C arter h ead q u arters in 
New Yo rk was eu p h o ric. Jim m y C arter 
h ad wo n th e city an d th e state. An d 
May o r B eam e felt h is city — an d all o f 
u rban A m erica — h ad wo n a frien d at th e 
Wh ite Ho u se. 
Oth ers agree, bu t a lo o k at C arter c a m ­ 
p aign co m m iti^en ts leav es th e p recise 
n atu re o f h is u rban battle p lan u n clear. 
On e C arter ad v iser cau tio n s, “ H e’ll wo rk 
h ard , bu t h e’s n o t San ta Clau s.” 
Urban ex p erts an d city o fficials lo o k 
fo r C arter to mo v e in a n u m ber o f areas 
im p o rtan t to city life: d ebt fin an cin g, 
em p lo y m en t an d h o u sin g, bu reau cratic 
reo rgan izatio n an d w elfare o v erh au l. 
Carter, wh o criticized Presid en t Fo rd 
fo r n ev er d ev elo p in g an u rban p o licy , h as 
been wo rkin g o n o n e o f h is o wn sin ce last 
May . By all acco u n ts, h e h as co me to n o 
firm d ecisio n o n ju st w h at sh o u ld be d o n e 
to h elp cities o u t o f th eir fin an cial mire. 
To m T atu m , d irecto r o f u rban affairs 
d u rin g th e C arter cam p aign , say s a fo r­ 
mal tran sitio n gro u p fo r u rban areas is in 
th e wo rks. 
Ch arles H aar, an assistan t secretary o f 
Ho u sin g an d Urban Dev elo p men t u n d er 
Presid en t Ly n d o n Jo h n so n wh o h as been 
wo rkin g with C arter o n u rban issu es, 
say s C arter h as m ad e n o fin al d ecisio n s 
o n h o w to mo ld an u rban p o licy . 
“ Th e Presid en t-elect is co n sid erin g in ­ 
stitu tio n al ch an ges so cities can m eet 


th eir d ebt o bligatio n s an d can d eal with 


FLOWERS 
for any 
occasion! 
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Bothwell 


Hospital 


Dism issed 


Mrs 
Len o ra 
Silberstein . 
Fairv iew 
Nu rsin g Ho me; Stev en Heap ter, M ar­ 
sh all; Elro y Vo n Ho lten , Co le Cam p ; 
Mrs 
Albert An d erso n , Fo rtu n a; Mrs 
Su san G reer. 6 15 E ast 24 th ; 
Walter 
Fricke. Ho u sto n ia; Mrs 
Ken n eth Har- 
tu n g. 2014 Fairv iew Co u rt; Miss Lo u ise 
Dillo n . 612 West Wilkerso n ; Mrs. Ev ely n 
Po in ter, M arsh all; Mrs. Debra Ed w ard s, 
909 East 11th ; Mrs 
Min n ie Sp eaker, 
F lo r e n c e ; 
M iss 
K ris ty 
S c h r o d e r, 
Smith to n ; Mrs 
Bessie C arp en ter, 1301 
East 14 th ; Miss Sarah Haseltin e, 24 04 
So u th Stewart; Jo h n Zu lau f, Ro u te 6 ; 
Mrs Fran k Ev an s. 152 W aterbu ry ; Mrs, 
Jo sep h Ko ester, 805 So u th Sn eed ; Mrs 
Beu lah Need y . Lin co ln ; 
Miss Peggy 
Palm er. R o u te 4 ; J a m e s Ro ark. 5 10 E ast 
Th ird ; Mrs. Geo rge W alker, 24 00 So u th 
Stewart; Mich ael Step h en so n , 514 So u th 
Su m m it; 
Albert 
Lu tjen , Co le Cam p ; 
Mrs Earl Allee. Win d so r; Ray m o n d Ely . 
Sto v er; Mrs Sid n ey Baker. Sto v er; Miss 
Dein a Ad ams. 163 W aterbu ry Rid ge; 
Mrs Amber Hagen . Cain sv ille; Ro bert 
H agen . 
C a in s v ille . 
M iss 
F r a n c e s 
Vau gh t. 
6 11 
So u th 
Misso u ri; 
Mrs 
William H am m erly . 827 No rth E m m ett; 
Mrs. Bill Carv er. Sto v er; 
Miss Lo ry 
Yo u n ce. 918 East 14 th ; Mrs. Do n ald 
Keller an d so n . Ro u te 2; Mrs. Calv in Co l­ 
lier, 1213 So u th Lam in e, Mrs. Iv y Van 
Zetti, 
2803 
C laren d o n 
R o ad . 
M rs 
Rich ard Hin sh aw an d so n . Ro u te 1; Mrs. 
Glen n Kemp er. Ro u te 2; Miss Max in e 
Ho en sh ell. 802 .Man o r Co u rt. Mrs Olia 
Nich o lso n , 6 08 So u th New Yo rk; Mrs A r­ 
th u r Eckh o ff. Versailles; Ch arles Gray . 
813 East 16 th ; .Mrs Mary Dav id . Ro u te 3; 
.Miss Su san Ken n ey . 1604 West 13th : Mrs 
Ben jamin 
M u selm an , 
2908 
Mo n sees 
Driv e; Mrs. Do n ald Co o n ce, 14 01 East 
15 th ; Mrs. William Gro ep p er. 7 19 East 
16 th ; Mrs Caro ly n Beau d ette. Ro u te 6. 


A rea H ospitals 


Do ro th y Wells. 2905 Mo n sees Driv e, 
d ism issed 
fro m 
Med ical Cen ter 


Births 


K an sas 
U n iv ersity 


th eir in ability to bo rro w at a reaso n able 
rate o f in terest,” said H aar, n o w a p ro ­ 
fesso r at H arv ard Law Sch o o l 
C a rte r 
m ay 
p u sh 
fo r 
a 
fed eral 
gu aran tee o f mu n icip al bo n d s, a mo v e 
Fo rd refu sed to make. “ It’s clear h e sees 
a ro le fo r th e fed eral go v ern m en t in 
d ealin g with mu n icip al fin an ce,” say s 
Alan Beals o f th e Natio n al Leagu e o f 
Cities. 


Dau gh ter, 
to 
Mr 
an d 
Mrs 
Hu gh 
W ay m an , 
M arsh all, 
at 
11:21 
p m 
Th u rsd ay at Bo th well Ho sp ital Weigh t, 7 
p o u n d s, 10 o u n ces. 
So n . to .Mr an d .Mrs. Flo y d Kro n k. 238 
So u th Harriso n , at 5 .4 3 a m Frid ay at 
Bo th well Ho sp ital 
Weigh t, 5 p o u n d s, 4 
o u n ces. 
Bad chimney causes 


$2,500 house fire 


An estim ated $2,5 00 in d am age by fire 
was su stain ed by th e Clay Ulmer h o me 
abo u t o n e-h alf mile west o f High way 65 
n ear th e Bo th well Lo d ge Frid ay ev en in g. 
Pettis Co u n ty v o lu n teer firemen were 
called to th e scen e at 5 :23 p .m. by a 
n eigh bo r, Vicki Po well, au th o rities said . 
Up o n arriv al, firem en fo u n d sm o ke 
co min g fro m aro u n d th e ro o f o f th e 
h o u se. Th e fire, co n tain ed to th e flo o r, 
o n e wall, an d a sm all p o rtio n o f th e ceil­ 
in g o f th e h all, was ap p aren tly started 
wh en 
a 
fau lty 
ch imn ey 
ign ited 
th e 
wo o d en flo o r. No o n e was in ju red in th e 
blaze. 
Th e fire h ad ap p aren tly been bu rn in g 
fo r so me tim e befo re it was d isco v ered . 
Ulm er to ld firemen h e h ad left h is h o me 
abo u t 11:4 5 a.m. Frid ay . 


é 
lk 
r ê 
tr fk 
V liS S S S S 


Fourth and Pork 
Phon« S26-«000 


u e s t io h 
What are the dates of wars in which 
the United States has engaged which 
qualify veterans for funeral benefits? 


nsiv e r 


Spanish - American War 


April 21, 1898, through July 4, 1902. 
Mexican Border Period 
M ay 9, 1916, through April 5, 19i 
World War I 


April 6, 1917, through November 1. 
"*18. 
World War II 


December 7,1941, through Decembe. 
, 1946. 
Korean Conflict 
June 27,1950, through January 31, 1955. 
Viet Nam Era 


August 4, 1964, through May 5,1975. 


M cl ou^hl i i i B m . 


FUNERAL CHAPEL 


8 2 6 -8 0 0 0 
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Firemen inj ured 


KANSAS CITY (AIM - A 
threo-alarm blaze at a Kansas 
City warehouse filled with 
stuffed toy animals injured 13 
firemen Friday. 
The warehouse of Superior 
Toy and Novelty Corp. was 
bulging with a holiday inven­ 
tory when the Sioo.ono blaze 
broke out, 
Seven of the injured were 
admitted to area hospitals. 
Most of the injured suffered 
from smoke inhalation 


THANK YOU PEHIS COUNTY 


I sincerely thank the voters 
of Pettis County for their 
expression of confidence 
by re-electing me to serve 
os Pettis County Treasurer. 


MARY HELEN GRIMES 


GEniNG THE NEW 
CAR FEVER? 


Invasion planned 


Shriners will "invade" Sedalia Nov. 26 
in preparation tor a parade to be held 
Nov. 27. The event is part of the bi­ 
annual Shriner's Ceremonial, when 
new members are inducted. One of 
the highlights of the affair will be the 


participation of the Ararat Oriental 
Band, a unit of the Ararat Shrine Tem­ 
ple, headquartered in Kansas City. 
The band has been winner of the Cen­ 
tral States Championship compete- 
tion from 1971-74. 


TO THOSE WHO WORKED & SUPPORTED US IN 
THE RECENT ELECTION, PARTICULARLY THE 
RURAL PETTIS COUNTIANS, PLEASE ACCEPT 
OUR SINCERE THANKS, ALTHOUGH WE DID'NT 
WIN THIS TIME, WE'RE SURE THE TIME, MONEY 
& EFFORT SPENT IN THE INTEREST OF BETTER 
LAW ENFORCEMENT WAS NOT IN VAIN. 


Mr. & Mrs. John E. "Bod " Brown 


LET US 
COOL IT 


With Bonk Financing! 


WE A L SO F IN A N C E 
USED CARS. 
SO COME SEE US. 


A LOCALLY OWNED BANK 


Phone:8 16-34 3 -5 32 1 


ALL ACCOUNTS I NSURED TO 
MO.OOO By FD/C 
SM ITH TO N . M O . 


Early bird scheduled fo return 


KANSAS CITY (AIM - The 
Earlys lost their bird three 
years ago. 
It was a myna they had 
taught 
to 
say, 
“ Hello, 
S w e e t h e a r t , ’ ’ 
‘ ‘ I 
am 
beautiful’’ and "I am the 
Earlys’ Bird,” among other 
things 
Last April. Ross F. Early- 
testified Friday in Jackson 
County Circuit Court, he and 
his w'ife, Susan, found the 
missing myna in a suburban 
pet shop, and recognized the 
bird from its phraseology. 
Early went to court, he said, 
because the store refused to 
give him the bird. 


Judge Paul E. Vardeman 
awarded the Earlys the bird 
on a default judgment because 
the 
pet 
shop 
was 
not 
represented in court The bird, 
still in possession of the pet 
shop, did not appear, 
“ I suppose an appropriate 
judgment in this case would be 
for me to say, ‘Give them the 
bird,’ but that’s really not 
very judicious," the judge 
commented 


If all the fluid milk sold in the 
United States 
in 
1975 was 
poured into quart milk bottles, 
the bottles would stretch some 
1.264,200 miles long 


Sturdy durable uphclstry. • • 
Scfa s from $ 2 9 9 


Now 


Was MBO 
389A 


PARK FREE 


On our sixth street lot 
behind store and u.se 
our back door. 


A. K roehler C on te m p orary sty lin g shapes this 
sofa for first class luxury. Perform ance tested 
100 % V ectra O le fin fabric, d e luxe p o lyu re ­ 
thane foam cushioning. R e a lly a g re a t buy. 


R. G e n e ro u sly pro p ortio ne d an d cushioned 
e legan cel 9 4 inch so fa m ade by Stratford. 
Tuxedo style. Reversible cushions, self cov­ 
ered seat dock...arm caps included. N o t e x ­ 
actly as pictured. 


C. K roe h le r ia r ly A m erican sofa. iO Inches 
long, has h igh back la rge gracefu l w ings, so ft­ 
ly m olded fo am roll arm s. W id e box pleat 
skirt, reversible cushions. Choice of p laid or 
tw eed Herculon. N ot e x actly as pictured. 


t) 
li' 


Q r » — 


N ow 


(Not exactly as pictured) 


Was <350 
S ' 
N ow 


(Not exactly as pictured) 


Immediate Free Delivery 
We Do our own Financing 


M cLa u g h lin b r o s. 


è T u r n it u r e 
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R o o tw o rm in fe s tatio n fe ar e d 


URBANA, 
111 
(AP) 
- 
Midwest 
farmers 
in 
1976 
p lan ted mo re co rn th an ever 
befo re, and now th e likelih o o d 
o f co rn ro o two rm in festatio n s 
IS so 
serio u s 
Illin o is 
en ­ 
to mo lo gists are reco mmen ­ 
din g th at fields p lan ted in co rn 
be sw itch ed to so ybean s 
Th e p ro sp ects are esp ecially 
critical in th e n o rth ern h alf o f 
Illin o is, wh ich traditio n ally 
relies o n 
h eavy 
u se 
o f 
p esticides and n itro gen fer- ‘ 


m * 
Rabbis s aid 


Sov iet tour 


denial object 
% 
* # 
••NEW YORK (APi - An in ­ 
terreligio u s delegatio n o f 
eigh t 
American Ch ristian s 
ajid six Jews, wh ich 
had 
sch edu led a stu dy to u r n ext 
mo n th to th e So viet Un io n , h as 
been refu sed en try becau se o f 
rabbis in it 
Leaders o f th e 
Naio n al 
Co u n cil o f Ch u rch es and th e 
American Jewish Co mmittee, 
sp o n so rs fo r th e trip , called it 
a "flagran t vio latio n ” o f th e 
Helsin ki agreemen t, asu rin g 
freer mo vemen t an d co n tact. 
Citin g n o tice 
by 
So viet 
au th o rities th at visas wo u ld 
n o t be gran ted to th ree rabbis 
in th e gro u p , th e Rev 
Dr, 
Nath an H Van derWerf o f th e 
ch u rch co u n cil, called it “ a 
blatan t 
an ti-Sem itic 
act 
again st frien ds an d fello w 
citizen s.” 
"As Ch ristian s, we can n o t 
p articip ate in su ch a trip wh ile 
some are den ied eq u al treat­ 
men t,” he added 


E v t r y f h i n g to B u i ld W i t h ” 
82 6-3 5 90 
2 1 0 Tho mpso n Ro o d 


tilizer in gro win g co rn year 
after year. 


En to mo lo gists also fear th at 
th e h ardy ro o two rm. th e ma­ 
jo r pest wh ittlin g at Midwest 
co rn cro p s, 
is 
bu ildin g 
r es i st an c e to 
mo dern 
p esticides 
as it 
did 
to 
h ydro carbo n bug killers in th e 
mid 1960s 


Co rn ro o two rm p o p u latio n s 
are "th e h igh est we've ever 
h ad." said Un iversity o f Il­ 
lin o is en to mo lo gist 
Do n ald 


High allotm ents 


DENVER. Col (AP) - Th e 
Un ited Meth o dist Co mmittee 
on Relief, at a meetin g h ere, 
vo ted a reco rd $3 millio n in 
allo tmen ts to a variety o f p ro ­ 
jects 
ran gin g 
fro m 
wo rld 
h u n ger to disaster relief and 
reh abilitatio n 
to refu gee 
service 


Ku h lman in an in terview. 
Aerial 
sp rayin g 
p reven ted 
widesp read cro p 
lo ss, 
Ku h lman said, bu t th e pest 
n ibbled 3 p er cen t o f the 
h arvest and a few u n treated 
fields "were devastated," 
Io wa. 
Nebraska. 
In dian a 
and Oh io also are rep o rtin g 
u p su rges in ro o two rm p o p u la­ 
tio n s. Ku h lman said, and th e 
immediate cause was th e ear­ 
ly p lan tin g and p esticide ap ­ 
p licatio n made p o ssible by dry 
sp rin g weath er, 
"Th e in secticides h ad eigh t 
weeks to break do wn befo re 
th e larva h atch began in 
May.” 
he 
added, 
Illin o is 
p lan ted 11.8 millio n acres of 
co rn in 1976. mu ch o f it fo r at 
least th e secon d straigh t year. 
Co rn ro o two rms h ave been 
with th e farmer sin ce p io n eer 
days. Ku h lman n o ted, bu t th e 
p ractice o f aban do n in g cro p 
ro tatio n fo r straigh t co rn has 
made th e in sect extremely dif- 
Hcu lt to co n tro l. 


The mo st effective way of 
dealin g with th e p est is to sh ift 
fro m co rn to so ybean s. "Th e 
p o ten tial fo r ro o two rm in co rn 
after so ybean s is virtu ally 
n il." Ku h lman said. 
Larva laid in 1976 will h atch 
n ext May and begin feastin g 
on co rn ro o t systems in Ju n e 
and Ju ly. Ku h lman said, bu t 
th ey fin d bean p lan ts in edible 
and' simp ly die with o u t co rn . 
Not everyo n e's go in g to be 
able to ro tate cro p s, Ku h lman 
said. He reco mmen ds selec­ 
tin g 
a 
ro o two rm-resistan t 
variety o f co rn and p lan tin g 
last th o se fields wh ich had 
h igh p o p u latio n s o f ro o two rm 
beetles in Au gu st. 


WATCH NEARTLINE 
Ev«ry Monday Night 
Channel 6 at 6:30 
827-3580 


!!<>ooooooooooooooooooooooooeoooooooo< 
>OOOOOOOOOOOOOOQ< 


M ARK 
TWAIN 


Now at M ark Twain 
Our Popular 
RIB EYE SPECIAL 


$ ^ 4 
9 


m m wn 
sTuinnB Includes : • USDA RIB EYE STEAK 


29 01 Wes t 
jBroadway 


Sedalia 
• BAKED POTATO 


• RIVERBOAT TOAST 


O ffer Good Ev ery Monday & Tues day 


tOOCf 


» ! 
We have a pla 
to help you save 
on your 
income taxes 


It's Called IRA. That's right. With an Indiv idual Retirement 
Account, the Federal gov ernment allows y ou to depos it as 
much as 15% of y our annual earned income (up to a max ­ 
imum of $ 1,500) into a tax ex empt sav ings account for 


y our retirement y ears . 


If y ou're not currently cov ered by an employ er- 
s pons ored retirement plan, this is an ideal plan 
to prov ide y ours elf with a financially -s ecure 
future tomorrow while s av ing on y our y ear­ 


ly tax es todcy . 


See us s oon for all the details . 


ATTINGLYS 
LAY- 
AWAY 
NOW 
State Fair Shopping Center 218 South Ohio-Downtown 
NOVEMBER SPECIALS 


Brach's 
CHOC. COVERED 
CHERRIES 
88 
Reg. 9 9 « 


2 Lb. Box 
IRREGULAR 
CHOCOLATES 
$127 


® 
Lim it 
1 
Reg. 1.48 
Box 


Family Size 
TIDE 
91 
» 1 


Reg. 2.45 
Lim it 2 bx. 


2/ 1.00 
CHRISTMAS 
CARDS 
43* 


3 PACK 
PLA DOUGH 
81 


Reg. 1.00 


M attel 
RICOCHET 
RACER 
MO” 
Reg. 12.9 9 


9 Cup-Auto. 
POLY DRIP 
COFFEE MAKER 
M944 


Kenner 
CLOSE & PLAY 
PHONOGRAPH 
$g 9i 


Reg. 9 .9 9 


HOT WHEELS 
LOCOMOTION 
*457 


Reg. 5.47 


MARCHING 
MICKEY MOUSE 
MO 
Reg. 12.9 9 
77 


LIL SPORT 
BASKETBALL 
SET 


EVEL KNIEVEL 
STUNT CYCLE 
$1117 
^ 1 0 2 7 


Reg. 18 .8 8 


25 Count Bag 
CHRISTMAS 
BOWS 
43* 


ZIP 
CAMERA 
by Polaroid 
M6“ 


Large As s ortment 
DECORATIVE 
CLOCKS 


* 6 17 


Memb er Fed ert! Dep o sit tn su ren ce Co rp o ren o n 


Reg.67^ 
Limit2Bags. I Reg. 19 .9 9 
Reg. 7 .9 7 


J umbo Roll 
CHRISTMAS 
WRAP 
M13 


Reg. 1.59 


SILLY 
STRING 
96* 
Reg. 1.7 7 


LIVING 
BIBLE 
9 9 
» 6 
Reg. 8 .8 8 


FLAT HEADS 
The Safe Dart Set! 


MATTEL 


9 4 
» 2 
Reg. 3.7 7 


MY VERY OWN 
PHGNE 
* 3 9 » 


SUPERMAX II 
By G ille tte 
$15 
4 4 


Reg. 4.7 7 
Reg. 19 .8 7 


T /i/fÿ 
¿Nat i onal 


‘^ a n k . 


LARGE 
ASSORTMEHT 
LADIES 
SLACKS 


V 3 OFF 


7 Foot 
Scotch Pine 
CHRISTMAS 
TREE 
Reg. 24.9 5 


Young - H ealthy 


PARAKEETS 


M996 


Reg. 9 .9 6 


Where y ou come firs t" 


Prices Good Nov . 
8 th thru 11th 
Mon., Tues ., Wed., Thur. 
HTMOIYS 
Two Loc a tions to 
Se rv e You! 


what they won' t hock in Reno 


The Sedalia Democrat, Sunday, Nov. 7,1 9 76— 7A 


ca d a ve rs, a p e rso n sh o u ld be 
a b le 10 p a wn h is b o d y ' 
Ho w mu ch d id h e wa n t*’ 


■'We n e ve r g o t th a t la r 
1 
wa sn 't in te re ste d .' Sa n d e rs 
sa id 


RKNO. 
No v 
'.A Hi 
- 
Pa wn sh o p o wn e r Ho n Ma ck 
sa ys h e 's see n p a tro n s je rk o u t 
th e ir g o ld te e th with p '-e rs to 
h o ck f o r $10 to g a mb le with . 
Bu t he sa \s th a t's n o t th e 
b e st sto r\ 
■ On e g u y h o cke d h is g la ss 
e ye in a p a w n sh o p h e re — th e 
sto re o wn e r b o u g h t it a s a 
jo ke 
Th is city ot 120.000 is b u ilt 
a ro u n d g a mb lin g . La st ye a r 
mo re th a n 8 5 millio n visito rs 
p o u re d in to Re n o a n d ma n y 
co n trib u te d 
to 
Ne va d a s 


re p o rte d g a min g e a rn in g s ot 
$193 millio n 
Re n o 's d o wn to wn ca sin o s 
o n ly ta ke mo n e y, b u t th e six 
n e a rb y p a w n sh o p s ta ke te le vi­ 
sio n se ts, je we lry, g u n s, to o ls 
a n d mo re in e xch a n g e lo r 
mo n e y 
.And mu ch o f th a t 
mo n e y, sh o p o wn e rs sa y. g o e s 
imme d ia te ly in to th e ca sin o s 
Sh o p o wn e rs a lso h e a r a lot 
ot h a rd lu ck sto rie s, b u t th o se 
a re n t e xch a n g e d to r mo n e y. 
■•It's 
fu n n y 
So me time s 
p e o p le co me to Re n o w ith S5oo 
to lo se Tb e v lo se th a t a n d th e y 


ca n t sto p p la yin g Th e y lo se a 
se n se o t va lu e s a n d ma yb e 
h o ck a d ia mo n d rin g a n d p la y 
so me mo re Ma yb e th e \ win 
a n d co me b a ck fo r th e rin g , 
ma yb e 
th e y 
d o n t. 
Ma ck 
sa id 
He e mp h a size d th a t n o t a ll 
h is 
p a tro n s 
a re 
g a mb lin g 
lo se rs wh o wo u ld h o ck th e ir 
la st p o sse ssu m fo r mo n e y Bu t 
he a lso ma d e it cle a r th e re a re 
time s wh e n p e o p le co me to 
Re n o a n d le a ve b e h in d mo st, if 
n o t a ll, ot th e ir b e lo n g in g s in 
p a w n sh o p s 


His 
sh o p 
IS 
tille d 
with 
mu sica l 
in stru m e n ts 
ih is 
sp e cia ltN 
. 
a p p lia n c e s , 
je we lry, sp o rtin g g o o d s a n d 
p e rh a p s th e le ss ma rke ta b le 
ite ms su ch as a stu ffe d b e a r 
I sma ll . a mo o se h e a d ( la rg e i 
a n d a stu ffe d g o a t 
me d iu m 
size ■ 
.An o th e r sh o p o wn e r. Ch e t 
Sa n d e rs, sa id a ma n e n te re d 
h is sto re re ce n tly tryin g to 
h o ck h is b o d y fo r me d ica l 
scie n ce 
• He wa s a rg u in g th a t sin ce 
th e 
h o sp ita l 
h e re 
b u ys 


GRIFf'S 
Sunday Special! 
Hot D o g s ............................each 
Chill Dogs.................... 2 5 * each 
at 
GRIFF'S 
209 E. Broadway 
OPEN: 10 a.m. til 12 Midnight 


DON'S DIVE SHOP 
and 
HOLIDAY LIQUORS, Inc. 


• Scuba & Skin Diving 
Equipment 


Bait and Fis hing Supplies 
Beer - Liquor • Chilled Wines 


* Self-Contained Underwoter Breathing Apportus 
"NEW FALL & WINTER STORE HOURS" 
O pen 9 a.m .-9 p.m. Mon.*Thurs . 
9 a.m .-12 m idnight FrI. & Sat. 
331 2 S. H w y . 6 5 . S edalia 
8 2 6 -4 6 8 4 


WEEK 
‘ ' ’ o 
OTF 
Our Entire Stock of 
Brand New 
SAVE! 
Apparel 


BROADWAY CLOTHINI 
1716 WEST BROADWAY MONDAY AT 9 A.M. 
Sedalia's Newes t Men's Wear Store with brand now s tocks , 
brand new s ty les • >. all at popular prices . 


Come In and 
Regis ter 


GRAND OPENING SPECIAL 
PVC JACKET 


The s eas on's mos t popular 
jacket of 
100% v iny l. It's 
s martly tailared with patch 
pockets 
and 
is 
dauble 
Stitched. 


Regular 
' 
$3500 


Budget Price 


Choos e from a great 
s election of hands ome 
s port coots in regular 
and 
blazer 
s ty les . 
Great budget buy s in 
s olids , 
checks 
and 
plaids . 


sO 


\ 


Budget Priced at 
jS Q 
Smart New 
SLACKS 


Great buy s for the budget 
prices . New poly es ter and 
poly es ter and wool blend 
s lacks . Lots of patterns and 
colors . 
Budget Priced 
at 


Smart New 
VESTED 
SUITS 


We s how a wide choice of 
popular v es ted s uits by 
well known makers , in a 
big 
v ariety 
of 
s tripes , 
checks , plaid and s olid 
colors . Sizes 36 to 48 . 
*85»! 15 


to 


■Ì 


.V ® 
c° 


Great Selection of 


They 're America's fav orite 
jeans and we hov e a fine 
s ellection 
of 
Big 
Bells , 
Regular 
Bells 
and other 
fas hion s ty les in denim 
and other fabrics . 


Sty le Shown 
*19 


\ 0 
\o 
REGISTER , ’ ^i r« 
FREE PRIZES 


\ o ' 


9 9 ' 
PLENTY OF 
FREE PARKING 


Hours 9 to 9 Daily , 
9 to 5 Saturday 
BROADWAY 
aOIMNfi 
17 16 W. Broadway 


• Man's Suit (ChoUe) 
• Sport Coat (ChoUe) 
• s lacks 
• Slacks 
• Pair of J eans 
NO PURCHASE NECESSARY-JUST REGISTER 


Drawing For Prizes Saturday , Nov . 13 


• Pair of J eans 
• Sw eater 
• Dres s Shirt 
• 6 Pr. Socks 
• Vz Doz. Unders horts 
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Treats come back home 


By D O U G K N E IB E R T 
Recycling really comes 
into its own around Hallo­ 
ween. You'd be surprised 
how much money you can 
save 
For several Halloweens 
now 
our 
fa m ily 
has 
operated an entirely closed 
system when it comes to 
trick or treat candy and 
other tidbits. And I know 
for a fact that we aren't the 
only ones. 
It 
is simplicity 
itself. 
Whatever is left over from 
your 
kids' 
outing 
last 
Halloweeen becomes the 
treats vou hand out at the 
door this year. The system 
can go on ad infinitum. 
The great advantage, of 
course, is economic. But 
there are other spinoffs as 
w ell. 
Even 
the 
most 
glutinous kid can't begin to 
eat all the junk he nets on a 


long Halloween outing, and 
for the sake of your dental 
bills you wouldn't w ant him 
to. There's also the eco­ 
logical angle, what with 


by 


less litter, fewer trees that 
must be felled to make can­ 
dy wrappers, etc, etc 
Admittedly there are cer­ 
tain disadvantages. One of 
these is staleness. While 
testing the contents of my 
kid's sack for razor blades 
one year, 1 ate a peanut 
butter cup that was four 
years old if it was a day 
I also got hold of a box of 
Milk 
Duds 
that 
looked 
suspiciously like the one I 
had fished out from under 
the carseat after a night at 
the drive-in two years ago. 


How we got it back 1 didn't 
know, but 1 suspected the 
family a few doors up the 
street 1 got even last year 
by slipping their kids two 
packs of congealed Candy 
Corn and a Mounds bar 
that was a chalky white 
around the edges. 
Then 
there 
were 
the 
carmel cupcakes my wife 
made as treats three Hallo­ 
weens 
ago 
(" It 
means 
more to make something 
with your own hands." I 
can recall her saying at the 
time), one of which came 
back this year. It looked 
like something that had 
been 
excavated 
from 
a 
Stone Age peatbog 
Other returns our kids 
have brought home include 
most of my wife's special 
n u tritio n al 
H allow een 
treats. Such as chocolate- 
covered cauliflower bits, 
brussel sprout balls, and 
my 
own 
favorite, 
liver 
jerky. 
Kids 
just 
don't 
know 
what’s good for them 


CBS considering 


lengthier news 


B y JA Y S H A R B U TT 
AP Television Writer 


LOS A N G ELES (APt - The 
idea of an expanded evening 
news show is dead at NBC and 
ABC. But it still is kicking 
around at CBS, a top cor­ 
porate official at that em­ 
porium says 
“ We re not printing banners 
or campaigning, but it's still 
a l i v e . " 
s a y s 
J ohn 
A 
. 
Schneider, head of the CBS 
Broadcast Oroup. which runs 
the company's radio and TV 
networks and the CBS-owned 
stations 
He spoke by phone . from 
New York this week shortly 
after ABC became the second 
of the three television net­ 
works to shelve the idea of 
lengthening 
its 
half-hour 
nightly newcasts to 45 minutes 
or an hour 
NBC shelved its plans on 
Oct. 21 
NBC and ABC both 
cited near-unanimous affiliate 
opposition as the main reason 
for their actions 


Schneider, 
in saying the 
idea of a longer “ CBS Evening 
News" still was under con­ 
sideration. said no decision 
has been made on whether 
CBS actually will or won't 
adopt a longer format 
He 
said 
any 
decision 
depends 
a 
number 
of 
things, a 
vhat I m doing is 
keeping 
my 
own 
counsel 
because with the other two 
(networks) 
already 
having 
committed 
themselves 
to 
something, it leaves me with 
all 
kinds 
of 
competitive 
latitude here." 
But to do a 45-minute or 
hour-long network news show, 
he added, one has to consider 
the Federal Communications 
Commission's prime-time ac­ 
cess rule limiting what net­ 
works can air in the early 
evening 
For example, he said, the 
rule says “ the only way you 
can go beyond 7 p m 
(EST) 
for a news broadcast is if it's 
preceded by a one-hour local 
newscast 
Cotton, wool demands may be easing 


WASHINGTON (AP) - The 
Resurgence of natural fibers in 
American fashion, led by the 
demand for denim, may be 
over for a while, according to 
a new look at the cotton and 
wool 
m a r k e t s 
by 
the 
Agriculture Department. 
For farmers, the Outlook 
and Situation Board's analysis 
found bright spots. 
E a rly 
this 
month, 
the 
market price of the basic 
grade of cotton was nearly 80 
cents a pound, more than 25 
cents higher than 
a 
year 
earlier The return to farmers 
was a strong 62.5 cents in 
October. 
The average farm price for 
wool at the same time last 
month was 77 cents a pound, 
up eight cents in a month and 
24 cents more than the year 
before. 
Moderate 
increases 
are 
expected 
through 
the 
spring. 
But for consumers now and 
farmers and ranchers later, 
the prospects are not so good, 
as the board saw them. 
“ The recent pause in G.S. 
general economic recovery is 
having 
repercussions 
on 
domestic 
textile 
activity. 
Fiber consumption has been 
adversely affected by sluggish 
retail textile sales during re­ 
cent months and resulting pro­ 
duction cutbacks,” the report 
said. 
U.S. mill consumption of all 
fibers is expected to reach 11.5 
billion pounds for 1976, from 10 
per cent from 1975’s depressed 
levels. But growth in real in­ 
come for consumers and a bet­ 
ter 
unemployment 
picture 
would 
be 
necessary 
for 
moderate gains next year, it 
added. 


The tightest cotton supply in 
53 years, a 24 to 40 per cent 
expected jump in foreign de­ 
mand for raw U.S. cotton and 
a price level for synthetic 
fibers that is running about 50 
per cent below cotton prices 
are pushing the mills more 
toward artificial fibers and 
imports once again, the board 
said. 
The analysts said they ex­ 
pect more cotton to be planted 
for the marketing year that 
begins next Aug. 1 because its 
prices 
are competitive for 
farmers 
who 
might 
think 
about soybeans or corn But. 
they said, “ the exact level of 
production is very uncertain." 
The 
1976 crop 
was 
last 
estimated 
at 
10.25 
million 
bales, sharply higher than last 
season’s 
abnormally 
small 
harvest. But next week’s crop- 
production report is expected 
to reflect bad weather last 
month in the Mississippi Delta 
and Southwest growing areas. 
Record imports of cotton 
textiles are coming to U.S. 
mills, the board said. They are 
expected to use only about 6,6 
million bales this season, a 
decline of almost 9 per cent. 
Consumption of wool for 
clothing was up 25 per cent 
this year, through August, but 
the amount going into carpets 
is slipping. 
For the first eight months, 
some 52.7 million pounds more 
wool textiles have been im­ 
ported than have been ex­ 
ported, 
double 
the 
trade 
deficit of a year ago. 


‘ 
WASHINGTON (AP) - The 
National Endowment for the 
Humanities recently handed 


out more than $50,000 in grants 
for studies and exhibitions on 
farming and rural life — most­ 
ly as museum pieces 
Last year, a $54,000 NEH 
grant went to the five-year-old 
A ppalachian 
Museum 
in 
Berea. Ky., to develop a slide­ 
show, taped-oral history ex 
hibit on “ traditional lifestyles 
of classical Appalachia," It 
has received an additional 
$1 0,0 0 0. 
Hope College in Holland. 
Mich., received $20,000 in this 
series of grants. It is develop­ 
ing 
five 
summer-school 
courses in a “ rural humanities 
seminar” that will involve 
both work and study. 


Apparently it’s for city folk, 
since a spokesman described 
its purpose as the integration 
of 
“ humanistic 
intellectual 
heritage with some of its cen­ 
tral 
questions, 
with 
the 
means, locale and challenges 
of life in an earlier, predom­ 
inantly rural America." 


The Florida department of 
stale got up to $4 ,6 4 8 for 
travelling exhibit on the rela­ 
tionship of the citrus industry 
to the state’s history. 


The Accokeek Foundation of 
Washington, 
DC., 
received 
$7,500 for a program at the 
National Colonial Farm at Ac­ 
cokeek. Md., that is to em­ 
phasize the relationships bet­ 
ween history, the humanities, 
genetics, animal husbandry 
and crop yields. 


A grant of $4,920 went to the 
John G. Neihardt Center at 
Wayne. Neb., State College for 
a program on the culture of 


rural northeastern Nebraska, 
and up to $4,970 was earmark­ 
ed for Ferrum College in Fer- 
rum, Va.. to help plan a Blue 
Ridge Farm Museum on a 20- 
acre tract near the school 


WA SHI NGTON 
(A P ) 
- 
Like 
the 
fees 
for 
other 
Agriculture Department 
in­ 
spection and grading services, 
those involving dairy products 
are going up Nov. 2Î to reflect 
pay 
raises 
for 
federal 


employes and hikes in travel 
allowances. 
A spokesman said that the 
surcharge of 25 per cent that is 
added to travel expenses to 
cover office 
administrative 


costs wil 
however 
be cut to 10 per cent. 


NEED HELP? 
Call from 6 P.M. 
to 1 1 P.M. 
827 35 80 
HEARTLINE 


FALL FABRIC 
SAVINGS 


1 0 0 % POLYESTER 
M U LT I-C O LO R 
FANCY 
KNITS 


2 


60 " WIDE 
FULL BOLTS 


1 s t QUALITY 
»2.49 yd. 
VALUE 


YARDS 


FOR 


STATE FAIR SHOPPING CENTER — SEDALIA 


STORE HOURS: M on d ay thru Friday, 9:00 a.m . to 9:00 p.m.; 
S aturd ay. 9:00 a.m . to 5 :30 p.m. 
JCPenney 
Monday Surprise 


THANK 
YOU 


FOR THE SUPPORT AND IN 
TRUST YOU HAVE SHOWN 
RE-ELECTING ME AS YOUR 
STATE REPRESENTATIVE, I 
WILL MAKE EVERY EFFORT 
TO FULFILL THIS 
OBLIGATION 
JI M MATHEWSON 
Your 1 1 3th District State Representative 


Paid for by Jim AAathewson 


Special 13.88 


Carry-on flight bag tits neatly under a plane 
seat. Has large pocket and 2 smaller 
pockets on sides Packs 1 or more suits 
plus all accessories. In durable brown or 
tan sponge vinyl. Lock and keys included 


CHARGE IT! 
SHOP J.C. PENNEY MON. THRU SAT. 9:30 A.M. 'Til 9:00 P.M. 
SHOP J.C. PENNEY CATALOG CENTER THESE SAME HOURS OR PHONE 827 -35 00 
THOMPSON HILLS SHOPPING CENTER 


PHONE 827 -2880 


T ht‘ St'diilia D e m o c r a t . Su iKiay . No v , 7. 
9 A 
M ost reiect em ergency room staffing 


Sound O ff 


QUESTION 
— 
This 
y ea r’s 
clo se 
presidentia l 
electio n 
ra ised 
a new 
questio ns a bo ut the electo ra l co lleg e 
sy stem, with so me o bserv ers fea ring 
tha t o ne ca ndida te mig ht po ssibly 
ha v e wo n the po pula r v o te but no t the 
electo ra l v o te. Ba sed o n wha t y o u 
kno w a bo ut the electo ra l co lleg e, do 
y o u fa v o r its a bo lishment? 


Comments and signed letters are appreciated. 


Na m e » ill no t be used il checked here. 


Y E S 
NO 


Soud Oli • regalar featare of Tl» Democrat-Oipital io 
w li« ^ readtrs na iy eipma tÌKlr views o d topici of carrent 
ialemt. Cip aad retara balkA to TIe Democnt<}apital, 7M 
Soath Manackaaem, Sedala. Ma., ISStl. 


Sev en o f the n in e p erso n s 
resp o n d in g 
to 
last 
w e e k’s 
“ So u n d 
O ff" 
q u estio n 
said 
they do n o t thin k the n eed fo r 
24 -ho u r-a-day E m e rg en cy s ta f ­ 
fin g 
at 
B o thw ell 
H o sp ital 
ju stifies the p ro je c te d co st an d 
p a ssin g the ex p e n s e o n to p a ­ 
tien ts. 
The q u estio n asked : “ A p lan 
to p ro v id e e m e r g e n c y ro o m 
staffin g b y a p hy s ic ia n ’s s e r ­ 
v ice 
at 
Bo thwell 
H o sp ital 
w o u ld 
c o s t 
a n 
e s t i m a t e d 
$25 0.000 a y e a r , if a p p ro v ed . 
The ho s p ita l’s p re se n t p lan , 
altho u g h te n ta tiv e , c a lls fo r 
p a ssin g this co st o n to ho sp ital 
p atien ts. B a sed o n w ha t y o u 
kn o w, do y o u feel the n eed fo r 
24 -ho u r-a-day e m e r g e n c y sta f ­ 
fin g 
ju stifies 
the 
p ro jected 
co st a n d the w ay the e x p en se 
wo u ld b e m e t ’’ ’’ 
“ I thin k the d o cto rs sho u ld 
m a in ta in the e m e r g e n c y ro o m 
o n w eeke n d s o r p ay so m eo n e 
o u t o f their o wn p o ckets to do 
w hat they d o n ’t w an t to d o ," 
w ro te o n e r e a d e r w ho c a s t a 
“ n o " v o te 
“ A fter all, 80 p er 
cen t o f the do cto rs ta ke fu ll 
d e d u c tio n s 
fo r 
the ir 
c a r s 
w hich they c la im they u se fo r 
ho u se 
calls 
— 
w hich 
they 
se ld o m do . T hey co u ld u se 
the se s a m e c a r s to m a ke the 
trip b ack an d fo rth to the 
ho sp ital o n w e eke n d s to m a in ­ 
tain the e m e r g e n c y r o o m .” 
A n o t h e r 
u n i d e n t i f i e d 
r e a d e r , 
re sp o n d in g 
with 
a 
“ y e s ” v o te, had this b it o f a d ­ 
v ice; “ Y o u r q u estio n c o n c e r n ­ 
in g e m e r g e n c y ro o m staffin g 
at B o thw ell H o sp ital is p o o rly 
s ta te d to sa y the least. The 
q u estio n s e e m s to lead o n e to 


b eliev e tha t n o fu n ds will b e 
co llected fro m p atien ts who 
u tilize the e m e r g e n c y ro o m 
This o f co u rse is u n tru e 
“ 1 wo u ld stro n g ly su g g est 
tha t The D e m o c ra t-C a p ita l e x ­ 
p lo re the n eed s o f Bo thwell 
H o sp ital an d the lo cal health 
c a r e s y s t e m ." 
(H o sp ital o fficials in dicate 
t h a t 
o f 
the 
a p p r o x i m a t e 
$25 0,000 a n n u a l co st fo r the 
e m e r g e n c y 
r o o m 
s e rv ic e , 
ab o u t $200,000 o f this wo u ld 
c o m e fro m hig her e m e rg e n c y 


ro o m c ha r g e s . The re m a in in g 
$5 0,000 
w o u ld 
c o m e 
fro m 
hig he r 
ro o m 
c h a r g e s 
fo r 
g e n e r a l 
p a t i e n t s 
p lu s 
in ­ 
c r e a s e s in an c illa ry s e r v i c e s 
. ) 
Mrs. R u e G o n zalez o f Co le 
C a m p c a s t a “ n o " v o te. “ 1 
do n 't thin k it is fair to tax the 
p atien t ju st b e c a u s e so m e o f 
the d o cto rs who a re do in g well 
do 'n o t like to do their sha re o f 
t h e 
e m e r g 
e n c y 
r o o m 
co v e ra g e 
“ E n o u g h o f hav in g the fo x es 
g u a rd in g the c hic ke n s !" 
Vo icin g a s im ila r o p in io n 
w as this r e a d e r : “ No in deed. 1 
am n o t in fav o r o f an e m e r g e n 
cy ro o m c ha r g e o f $25 0,000 p er 
y e a r 
fo r 
a 
do cto r 
in 
the 
e m e r g e n c y 
r o o m 
a t 
the 
h o s p i t a l . 
I 
w e n t 
to 
the 
e m e r g e n c y 
ro o m 
ab o u t six 
m o n ths ag o with a b ad so re 
thro a t. T he do cto r c ha r g e d m e 
$10 an d the ho sp ital c ha rg e d 
m e $10 an d it to o k 10 m in u tes. 
So tha t w as $2 a m in u te. I 
thin k t h a t ’s hig h en o u g h fo r 
their rip -o ff.” 
“ Is their really a n eed fo r a 
24 -ho u r-a-day e m e r g e n c y staf 
fin g *’ " 
a s ke d 
a 
B o o n v ille 


r e a d e r . " I t s e e m s to m e that if 
the 
d o c to r s 
w ho 
will 
b e 
e m p lo y ed 
fo r 
this p ro g ra m 
wo u ld hav e the ir o wn p ra c tic e 
in to w n s that n eed a d o cto r so 
b adly , it wo u ld b e o f g r e a te r 
se rv ice to the c o m m u n itie s 
an d 
their 
p eo p le 
Also , 
b y 
o p en in g a p r a c tic e it wo u ld 
ea s e the lo ad o n the d o cto rs 
who a re n o w p ra c tic in g , who 
in tu rn wo u ld hav e m o re tim e 
av a ila b le fo r e m e rg e n c ie s . 
“ 1 realize 1 a m n o t a r e s i ­ 
den t o f S ed alia b u t 1 do liv e in 
the t r a d e a r e a an d m y n eeds 
fo r a do cto r a r e the s a m e 
w’he r e v e r I liv e” 
P a t an d B lake T u rn e r . .503 
So u th 
G ra n d , 
s tre s se . 
the 
p rio rity o f su ch a se rv ice in 
the ir “ y e s " rep ly 
’T he p eo p le 
o f S ed alia — all o f u s p ro s p e c ­ 
tiv e p a tie n ts — can n o t affo rd 
to 
b e 
w itho u t 
a 
ho sp ital 
e m e r g e n c y ro o m se rv ic e , s ta f ­ 
fed b y a q u alified p hy sician 24 
ho u rs a d a y ," the ir letter said 
“ By the v ery n a tu r e o f an 
e m e r g e n c y , im m e d ia te t r e a t ­ 
m en t is o f critic a l im p o rta n c e , 
an d at su ch tim e s co st m u st 
n o t b e c o u n ted It is difficu lt to 
im a g in e an y g r e a t e r p rio rity 
fo r S e d a lia ” 
T he 
fin al 
r e sp o n s e 
c a m e 
fro m this eld erly co u n ty r e s i­ 
den t: “ 1 do u b t tha t a n y thin g 
ju stifies hig her ho sp ital r a te s 
at Bo thwell 
“ I d o n ’t kn o w w hat 1 wo u ld 
do if 1 did n o t ha v e M e d ic a re 
an d Blu e C ro ss at the ho sp ital 
H o w ev er, Blu e C ro ss is g o in g 
hig her an d hig her 
. 
“ Ho w can the a v e r a g e p e r ­ 
so n g et m ed ical c a r e when 
ho sp itals, d ru g s, d o cto rs an d 
in su ra n c e keep g o in g u p ’’ My 
o n ly in co m e is So cial S ecu rity 
"! w en t to o n e lo cal do cto r 


. . fo r an e x a m in a tio n . 1 
M e d icare p ay s it.’ 1 to ld him 
tho u g fit he w as g o in g to ag ain 
that w as the re a so n M e d icare 
c ha rg e m e $4 0. W hen 1 said 1 
an d in su ra n c e keep s g o in g u p 
c a n ’t p ay su ch a p rice, he 
I do u b t the e x tr a sta ffin g is 
r e p l i e d . 
• W h y 
w o r r y . 
n e c e s sa rv 


Q uinlan m other 


to help others 


LA N D IN G . 
N J 
l AP i 
- 
K aren An n e Q u in lan 's m o the r, 
who p lead ed w ith the c o u rts to 
• p u ll the p lu g 
o n her c o m ­ 
ato se d a u g hte r s r e s p ir a to r so 
she co u ld die with dig n ity , has 
been inducted into a n 
o r g a n i z a t i o n 
t h a t 
g i \ e s 
p sy cho lo g ical 
co u n selin g 
to 
p eo p le dy in g o f c a n c e r 
After m o n ths o f litig atio n , 
the 
New 
J e r s e y 
S u p re m e 
Co u rt in M a rch g a v e Ju lia an d 
Jo sep h Q u in lan the rig ht to 
re m o v e 
a 
r e s p ir a to r 
fro m 
their 
22-y ear-o ld 
d a u g hte r. 
She ha s b een g iv en n o c ha n c e 
o f 
re g a in in g 
co n scio u sn ess, 
b u t she ha s su rv iv ed . 
Her m o the r recen tly e a r n e d 
a c e r tific a te a a m e m b e r o f 
the n ewly e s ta b lis he d R iv e r ­ 
side Ho sp ice V o lu n teer Co rp s, 
w h i c h 
i n c l u d e s 
d o c t o r s , 
n u rses, p sy c ho lo g ists, so cial 
w o rkers, clerg y 
an d p eo p le 
like M rs Q u in lan with u sefu l 
p erso n al e x p e rie n c e 


xxs T T T ! 


The Coat 


fo r y o u r 


every w inter 


need! 


LonD on 
FOC* 


ALL-WEAfHER 
COATS 


Fur Collars 
Plain Collars 
Liners 
FR O M 


B u y ú^ 0 2> esé’‘/c a > Z ¿ s s * 


O U A l l l Y 
C I O T M E S 
S H O P 


214 So. Ohio — Downtown 


I i 1 i i i j i i i i i i i i i i i f ^ ti l l 1 i i i f i m 


The Sign 
of 
Good Food 
SUNDAY 
FAMILY BUFFET 
Served 11 A.M. to 3 P.M. 
• BARO N OF BEEF 
• STAN D IN G H A M 
• FRIED CHICKEN 
• LARGE SALAD BAR 
3 
65 


EVERY THURS. & SU N . E V E N IN G 
COUNTRY STYLE BUFFET 


A u o r t s d M ^a ts 
T o M «d S a lo d -C o l^ S lo w 
V »g ^t a b l^-P o ta t o 


Served 5 00 9 30 p m 
195 


For the Best in Music it's the 
lONG BRANCH BAR 
, 
, 
, 
THE G R O U P 
teotunng 
MUZIK” 
a top rock band from 
Louisville, Kentucky 


D A N C IN G 9 p.m. to 1 a.m. 
WEST 5 0 H IG H W A Y 


t 


O u a i l e ^ 
Seasoir» 
NOVEMBER 10 
Through Novem ber 13th 
DEER SEASO N 
NOVEM BER 13th 
Deer togs ond hunting licenses here! 


I 


FEDERAL 
FIELD 
LOADS 
Brouin Duck 
WORK WEAR 
SPORTSWEAR- 
c a r h a p t r 
SINCE 1889 
ill B r o u 11 I l u c k 
as rugged as ttie men 
All 
who wear them 
Sizes 
20% OFF Regular 
Prices on 12 -16 - 20 Ga. 
SAVEI SAVE! 


Downtown 
Store 
Only 


DOUBLE BARRELS 
OVER & UNDER 
SHOTGUNS 


• Zippered Jackets 
• Bib O veralls 
• Button Jackets 


• S n a p -O n H oo ds 
• Pile-lined Vests 


• Insulated Coveralls 


HUNTING CLOTHES 
Rubber Boots, Pants, Coats, Vests, Sox, 
Gloves, Hats, Ponchos, Electric Sox, 
C am ouflage Suits, Etc. 


All-n eu 


VViiithester 


Siip er-X M o del 1 


Fiv e-sho t, 


sem i-au to m atic, 


g as-o p erated 


sho tg u n . 
Made in U.S.A. 


AUTO & PUMP 
SHOTGUNS 


• Winchester 
• Rem ington 
• Franchi 


• Ithaca 
• Brow ning 
• W eatherby 


• M ossberg 


• High Standard 


SHOTGUN SHELLS 


STEEL 
TRAPS 


ATTENTION DEER HUNTERS 
Downtown Sporting Goods 
Departm ent 


Open Until 8:30 P.M. FrI., Nov. 12th, 
for Your Convenience. 


The Southw est location is open 'til 9 P.AA. 
six nights a weelt. 


I 


1 06-1 6 W est M ain 
O pen 8-5 — 6 Days a W eek 


14th St. and S. 65 Hwy. 
O pen 8-9 
6 Days a W eek 


The Sedaiia Democral, Sunday, Nov. 7 ,197 6 
Couples learn communications pays off 


MADISON, Wis. lAP' - 
Most married couples don t 
listen to each other, and many 
get into fights as a result, says 
a professor who helps couples 
learn to communicate better 
■‘The one thing that's real 
important is accuracy." said 
Jeff Edelson. a University of 
Wisconsin social scientist 
Very often one person will 
say something to the other 
when the other is busy, they'll 
both assume something on 
that basis, and as a result 
nobody did the shopping when 
each of them thought the other 
would do it.' he said 
Edelson. 
who 
oversees 


••couple 
communication" 
classes 
aimed 
at 
easing 
marital strife, said husbands 
and wives often misunders­ 
tand each other by trying to 
work out major decisions in 
piece meal conversations, 
•You should not try to 
decide whether to buy a new 
car or something like that by 
talking about it a little bit. now 
and then." he said, “ You 
should set aside a time to talk 
about it. like after dinner, to 
spend as much time as you 
need going over all the details 
involved in the decision" 
Edelson recommends basic 
steps 
toward 
better 
com­ 


munication. such as calling 
your spouse's name before 
you begin talking, and making 
sure you and your spouse are 
looking at each other during 
conversations 
"Make sure everything you 
said was accurate and it was 
understood." he said “ If you 
both know why you're doing it, 
then it's okay to ask if they 
understood what you were 
saying" 
just as the speaker has to 
concentrate on saying exactly 
w hat is meant, the listener has 
to ask; "Am 1 hearing that 
right*” ’ he said 
Understanding each other’s 


words, how ever, is only part of 
the 
battle. 
Edelson 
said 
"W'hat you say is important, 
but how you say it is even 
more important," he said. "A 
reasonable 
request 
in 
the 
wrong tone dr with the wrong 
expression can be a disaster" 


For instance, one of the 
worst thing you can say. ac­ 
cording to Edelson. is. 
You 
alwavs leave the music up too 
loud " He suggested instead; 
• I'm sorry. I'm trying to com 
centrate on this right now and 
the music is bothering me." 


79-year-old Nevada castle 
once a monu ment to wealth 


Paying tribute to Miss Baker 


Celebrities gathered in New York City 
lost week to begin paying tribute to 
the late Josephine Baker. Among 
those at on open house were Jackie^ 
Onossis, co-chairman of the tribute, 


and 93-year-old jazz pianist Eubie 
Bloke. Celebrities from around the 
world were scheduled to attend a 
performance in her honor today at 
the Metropolitan Opera house. (UPl) 


Academy Awards in view 


of major film studios 


•LOS ANGELES ( AP) - The 
lil76 
Os cars 
won't 
be 
pfesented until March 28,1977, 
but already the film studios 
are gearing up their awards 
campaigns 
Sales chiefs are booking 
choice 
sites 
for 
their 
December 
re le ases 
— 
theaters in 
Westwood 
and 
Beverly Hills are preferred 
because most academy voters 
live near the area. Publicity 
departments have reserved 
the deluxe private screening 
rooms through January. (The 
nominations will be announc­ 
ed on St Valentine's Day > 
Many of the Oscar hopefuls 
will receive mass releases 
throughout, the country this 
month 
and 
in 
December 
Thus, if they catch on with the 
general public, a steamroller 
effect 
could 
influence 
Academy voters; 
monetary 
success is often equated with 
quality m their eyes. 
The race cannot yet be 
judged, since some of the 
last-minute releases have not 
been previewed At this point 
in the race, "All The Presi­ 
dent’s Men," now in rerelease 
throughout the country, ap­ 
pears the front-runner 
Warner Brothers is making 
sure the Watergate film main­ 
tains its visibility; it’s cur­ 
rently playing in more than 
600 theaters and will be play­ 
ing in some metro areas, in­ 
cluding Los Angeles, well into 
1977. 
“ When a film is released 
earlier in the year, you’ve got 
to book it locally to remind the 
voters," explains a publicity 
executive 
the year's releases so far 
offer few possible contenders. 
"All The President’s Men" is 


likely to be nominated in most 
major categories, including 
stars Dustin Hoffman and 
Robert Redford, and Jason 
Robards and Jane Alexander 
in support 
"The Omen" was a surprise 
blockbuster 
for 
20th 
Cen- 
tury-Fox. and il may draw 
nominations for star Gregory 
Peck and director Clive Don- 
ner 
The company’s fiscal 
health was also revived by 
“ Silent Movie,” and it could 
be 
among 
the 
nominees, 
although the academy often 
overlooks comedy. Both films 
are in first release around the 
nation, 
John Wayne appears a sure 
nominee for his dying gunsl­ 
inger in "The Shootist,” easily 
his best role since "True 
Grit " Although the film was 
not 
well 
received, 
"W.C. 
Fields and Me" could reward 
Rod Steiger with a nomina­ 
tion Another repeater could 
be Walter Matthau for "Bad 
News Bears." 


As in recent years, the field 
for best 
actress and sup­ 
porting 
actress 
appears 
slender There may be sen­ 
timental votes for the returns 
of Lauren Bacall in "The 
Sho otis t” 
and 
Audrey 
Hepburn 
in 
"Robin 
and 
Marian " Sarah Miles could 
get a mention for "The Sailor 
Who Fell from Grace with the 
Sea " 


Shelley Winters, already a. 
double winner, seems likely to 
be in the supporting-actress 
race again with her Jewish 
mother of "Next Stop. Green­ 
wich Village ’’ Young Jodie 
Foster is another good choice 
for "Taxi Driver." 
Robert DeNiro, winner as 


supporting actor in "The God­ 
father, Part 11.” may be com­ 
peting w ith himself as best ac­ 
tor He could be nominated for 
"Taxi Driver." "The Last Ty­ 
coon" or "1900," although it’s 
undecided whether the latter 
will be released in 1976. 


Another 
self-competitor; 
Faye Dunaway She is being 
mentioned 
for 
both 
“ Net­ 
work" and "Voyage of the 
Damned" 
"Marathon 
Man" 
might 
score for Dustin Hoffman in­ 
stead of "All The President’s 
M en" And “ Network” is be­ 
ing touted for the star per­ 
formances of William Holden 
and Peter Finch, and support 
by Robert Duvall. 
December 
releases 
with 
high hopes include. "Bound 
for Glory," David Carradine; 
"The Last Tycoon” ; 
“ The 
Seven 
per 
cent 
Solution,” 
Nicol Williamson, Alan Arkin; 
“ Voyage of the Damned,” 
Dunaway, Oskar Werner, Max 
Von Sydow, etc.; "A Star is 
Born.” 
Barbra 
Streisand; 
"Silver 
Streak"; 
"Nickelo­ 
deon” ; "Rockv.” 


And don’t forget another 
Christmas release. If "Jaws" 
can be nominated as best pic­ 
ture, why not "King Kong"? 


AUSTIN, Nev. (AP) - It 
sits high on a cliff on the 
western edge of town, a monu­ 
ment to what money can do. 
Seventy-nine years after it 
was built, Stokes Castle re­ 
mains proud and watchful, 
even though it has been gutted 
by the forces of time and ef­ 
forts of visitors and vandals. 
The three-story replica of a 
building in Rome perches on a 
brink of the Toiyabe Range, 
yielding a panoramic view of a 
sprawling 
valley 
and 
the 
Desatoya Mountains far to the 
west. 
Eastern 
financier 
Anson 
Phelps Stokes had the struc­ 
ture built in 1897 when Austin 
was still flourishing as a silver 
mining town. It was a summer 
home for him and his sons. But 
they used it only briefly before 
it fell into disrepair and was 
sold. It has changed hands 
several times. It is still clearly 
visible on Highway 50 near 
Austin. 


The first floor contained a 
kitchen and dining area. The 
second floor was the living 
area while the third was oc­ 
cupied by bedrooms. The roof 
was designed as an outdoor 
sleeping area 
There were 
cantilevered porches on the 
south side, but they, too, have 
weathered away. 
Old-timers say the castle 
was plush, royally appointed 
with refinements from around 
the world. Its narrow windows 
were designed to offer a spec­ 
tacular view of the surround­ 
ing 
countryside 
from 
the 
6,600-foot elevation overlook. 
Notches of wedges which 
parted the native granite from 
Nevada 
quarries 
are 
still 
plainly visible on the odd-sized 
blocks. They have been chink­ 
ed to keep out the wind. 
The front doors lay face 
down at the main and only en­ 
trance. Grafitti on interior 
plaster 
walls 
record 
the 
multitude of visitors over the 


MAY QUEEN 
99 
2 o r< 
eOFF 


Reg. *1 


Reg. 9« 


O p e n 9 :30-9 Mon.-Sat. 
INOMPSON HILLS 
SHOPPING CiNTIR 
The Store For All Seatons 


DEER 
L 
PROCESSING 
ROSELAND MEAT, 2506 W. Main 
W ill be processing (deer this year beginning 
Novem ber 1 3 th. 


For more information coll 826-61 3 0, 


if no answ er call 


827-2218 or 826-7023 . 


GOURMET HOUSE 
200 Industrial Drive - Sedalia 


Served 
SU N DA Y N O O N 
and 
FRIDAY EVENING $3 « 


1 
LIVE ENTERTWNMtNT IN THt lOUNGt 


M ake Reservations Now For 
Your Christmas Party 


Sa v e up to 32 % o n 
hea ting co sts with 
the In-Sider sto rm 
windo w. 
The first storm window that 
goes on from the INSIDE! The In-Sider is the do-it-yourself 
storm window that costs less to buy because you put it 
together yourself. So easy to do, even a granny can 
snap the In-Sider together in minutes! 
Simple to insta ll! 


Se e W histler's Mother on 
TV for the In-Sider. 


Just cut the In-Sider frame 
and window to size . . , 
snap the window into the 
frame and press ... 
Com es out Just as easily, too! 


the In-Sider' Storm Window 


The In-Sider is inside your window.. .where it 
belongs for easy maintenance and easy removal. 


ACE HARDWARE 
* _ 
1010 Thompson Boulevard 
i f 
Open 8-9, Monday - Soturday__________________ 


years. Stairwells have been 
removed to prevent injuries. 
The roof has rotted away. 
Looking upward through the 
building is like being in a deep 
shaft, gazing at the sky. 


Stokes contracted the struc­ 
ture to be built as a summer 
retreat. Crews using a hand 
winch laboriously placed the 
heavy blocks. 


Sea rs 


SEA RS, RO EBUCK AND CO. 
Hearing Aids 
Straining to hear? 
Sears Directional Hearing Aids 
can help reduce background noise 
Hearing Aid Consultant will be at 
Sears Sedalia store, 120 W. 3rd St. 
EVERY MONDAY 
TO A.Nl. to 3 :3 0 P.M. 
FREE Hearing Aid T est... 
In our office or the privocy of your hoiQ% 
Call or Write for an appointment. 


Satisfaction gu a ra n te e d or your m on ey back. 


MARANTZ 


S2SOB AM /FM STEREO RECEIVER 
20 WATTS M IM . PER CHANNEL 


MARANTZ 2220 RECEIVER 
.... Reg. *3 29 ** 


BIC 920 TURNTABLE................R«g. *79** 


SOLID WALNUT BASE.............. Reg. * 1 4* * 


DUST COVER.........................................Reg . *9** 


SHURE M 75 CARTRIDGE 
Reg. * 3 4* * 


2-25" NIGH 3-WAY SPEAKERS 
12" WOOFER ................... 
R e g * 3 8 0 ~ 


TOTAL PRICE IF 
PURCHASED SEPARHELY 
* 8 4 9 ’ * 


SAVE 
263 75 


“„ i. 
* 5 8 
6 
“ 
PLAZA STRREO 
TH O M PSO N HILLS SH O PP IN G CENTER 
SEDALIA, M O . 
HWY. WEST 50 
PHONE 836 -019 9 
OPEN 9 A.M. - 9 P.M. 
Mon. - Sat. 


2 0 Lb. 
TURKEY 


W ith Purchase of A ny 
CONSOLE TV 
O r A ny 
STEREO SYSTEM 


OFFER EXPIRES • 
NOVEMBER 24 


WITH APPROVED CREDIT 


»1 0 0°® OFF on Any Trade-in on 
M odels No. CL6233K, CL6238P, CL6237P, CL5246DA 
SYLVANIA 
FOUR CHANNEL MODEL No. CQ3732 
AM -FM Stereo Receiver vrith Built-in 8 Track and 4 Speakers 


Reg. ^3 69.95-Save nzO.OC 


SALE 
PRICE 
$ ^ 9 9 9 5 


N O T H IN G D O W N — FREE DELIVERY — TERMS 
PLAZA STEREO 
T H O M P SO N HILLS SH O P P IN G CENTER 
Sedalia. Mo. 
H igh w ay 50 W est 
826 -019 7 
O pen 9 A.m. to 9 P.M. M on d ay Thru Saturday 
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Television blitz gets credit from Teasdale 


.JEFFERSON 
CITY, 
Mo. 
(AP) — Joseph P. Teasdale 
was running for the U.S. 
Senate 
and 
Congressman 
Jerry Litton was planning to 
join him. Gov. Christopher S. 
Bond was being mentioned as 
a possible vice presidential 
nominee, 
while 
Auditor 
George Lehr was weighing his 
chances 
of 
running 
for 
governor. 
That's the way it was 12 long 
months ago before fate and 
rapidly changing political and 
personal fortunes entered the 
lives of these four ambitious 
men 
Considered 
a 
political 
lightweight 
from 
the very 
beginning. Teasdale has since 
proven himself the “ giant 
killer" of Missouri politics 
with upset victories over state 
Senate President Pro Tern 
W i l l i a m 
Cason 
in 
the 
Democratic 
gubernatorial 
primary 
and 
his 
mind- 
boggling squeaker over in­ 
cumbent Bond last Tuesday. 
In 
ea ch 
c a s e , 
s ay s 
Teasdale's media man, Pat 
O'Neill of Kansas City, last- 
minute television blitzes in the 
state’s two major metropoli­ 
tan areas were what made the 
former Jackson County pro­ 
secutor a winner. 
“ Our 
strategy 
from 
the 
beginning was to rely heavily 
on 
J o e ’ s 
t e l e v i s i o n 
capabilities," said O’Neill, a 
Kansas City media consultant 
for the last 20 years. 
“ The one thing you have to 
keep in mind in analyzing the 
general 
election 
was 
that 
while the Bond camp had 
more money earlier than we 
did, five of the six major 
television stations in St Louis 
and Kansas City limited the 
amount of time you could pur­ 
chase for any one candidate," 
he said “ Since Bond had his 
money early, this meant he 
could contract for time over a 
longer period than we could, 
hut that he could not outspend 
us in the final two or three 
weeks. Therefore our initial 
strategy was to try to buy the 
two urban markets in the last 
three weeks of the campaign. 
Commercials produced for 
Bond 
by 
a 
well-known 
Washington D C. firm showed 


the 37-year-old governor cam­ 
paigning on his record, work­ 
ing late in his Capitol office, 
discussing 
accomplishments 
of his office with small groups 
of people and smiling and 
shaking hands at party rallies 
and parades. 
O’Neill’s depicted Teasdale 
walking through the woods 
with his family, chatting with 
his father, jogging through a 
park and socializing at pic­ 
nics. Others claimed Bond had 
not doae enough to prevent the 
movij^ of Lambert Airport 
and Richards Gebaur Airport 
to Illinois, 
“ 1 think that one of the ma­ 
jor differences in the cam­ 
paign was the philosophical 
approach to the production of 
the television spots," O’Neill 
said. “ I think the other side us­ 
ed a rather traditional ap­ 
proach to production and con­ 
tent whereas we attempted to 
be totally different and do 
things which had ' not been 


done within the context of a 
political campaign” 
Geoffrey McCarron, Bond’s 
campaign manager, says a 
“ whole bunch of things” led to 
the incumbent’s 
12,400-vote 
defeat. 
He 
noted 
there 
was 
a 
heavier turnout this election 
than in 1972 when Richard 
Nixon carried the state by 
455,000 votes and Bond beat 
Democrat Edward L Dowd by 
196,700. 
Bond won majorities in 67 
counties 
Tuesday, 
while 
Teasdale was chosen in 47 and 
the city of St. Louis. 
McCarron noted that Bond 
lost big in Jackson and Clay 
counties where he had won 
handily in 1972. 
“ I don’t know if it was the 
issues or that Joe Teasdale 
was the hometown person, but 
it made a considerable dif­ 
ference," McCarron said. 
Another 
hole 
in 
Bond’s 
forces was St. Louis County. 


The state’s largest voUng 
unit gave Bond a 75.000-vole 
victory 
margin four years 
ago, but could muster only a 
38,700 vole margin for him on 
Tuesday. 
“ It’s a Democratic state," 
McCarron added. “ A kind of 
Democratic tradition reached 
out and grabbed us.” 
He also said that some 
Republicans may have been 
too confident of victory, and 
that they may have worked 
harder had they thought Bond 
had a chance of losing He said 
polls taken prior to the elec­ 
tion gave no indication that 
the incumbent might be in 
trouble. 
Although Lehr, the state 
auditor, had predicted public­ 
ly throughout the campaign 
that Teasdale had a good 
chance of winning, he really 
believed Bond would come out 
on top. In an inter-Capitol pool 
before the election, Lehr pick­ 
ed Bond to win by 86.000 votes. 


Just what voters were think­ 
ing about when they cast their 
ballots Tuesday might best be 
found in a 3,006-jierson survey 
conducted in Boone County by 
Dr. David Leuthold, associate 
professor of political science 
at the University of Missouri, 
Bond carried Boone County 
by only 567 of the 34,705 cast. 
Dr. Leuthold said his writ­ 
ten questionnaire filled out by 
voters as they left the polls 
showed 
them 
supporting 
Teasdale because of his rais­ 


ing of issues “ considered im­ 
portant by the voters.” such 
as the constitutional amend­ 
ment 
exempting 
food 
and 
drugs from the state sales tax 
and the proposition preventing 
electric 
companies 
from 
charging customers for con­ 
struction work in progress. 
“ Supporters of those pro­ 
posals gave him a majority of 
their 
vote. 
The 
majorUies 
were not outstanding but in a 
close election every little bit 
helps." Dr. Leuthold said. 


MALE 
SHOW 
SniAS 


N ow thru Nov 9th 


DeHaven's Tropical Fish 


7 1 0 W . 1 6 t h 
11-6 Tues.. Wed.. Thurs. & Sat., 11>8 M on. & Fri. 
Su n d ay 1*4 P.M. 


826-0933 
TOTAL TELEVISION, Lid 
600 South O sage 


DO IT NOW! 
FALL SPECIAL 


For Limited Time Only-New Sedalia Cable TV Subscribers* 


PAY 4 MONTHS SERVICE IN ADVANCE («24.60) 


and gel INSTALLATION FREE 
Save up to *15.00 


Call Office Monday thru Friday 8:30 - 5:00 for details. 
826-0933 
So much for so little-2 0 Cents o Day for 24 Hours of Entertainment. 


*O ffer ends Nov. J 5, 1976. *Sorry, no refunds. 


* O ffer extended to new residential subscribers only and includes one outlet only. 


HOU. 
fF fí B ñ n 


SOUD COLOR 
PINWAlf CORDUROY 
• 45 " wide, 1st quality 
• 100% Cotton 
• Assorted fall fashion colors 
• Top fashion looks for fall 
• Machine washable 


IMPORTED 
WOOL COORDINATES 
• 54 " wide, on bolts 
• Plaids, checks, heathers in coordinating 
solid color and fancy fall fashion 
shades. 
• Wool and nylon blends and 100% wools 


REGUUR 2.99 YARD 
SmE1.55TAni 


AUTHBUTIC LOOK 
WASHARLE SUEDE 


• 5 0% Polyester/50% Rayon face 
& 100% cotton back 
• 45 " wide, on bolts 
• Dark and transitional colors t 
^ 


REGULAR 4.99 YARD 
SAVE 2.12 YARD 


REGULAR 3.99 YARD 
SAVE 1.77 YARD 


NOVELTY PRINTED 
FASHION QUILTS 


• A great look for ’76 • Large selection 
• Fall & winter fancy quilts on bolts 
• 100% cotton face/100% acetate 
^ 
tricot back, polyester filled 
• Machine washable • 45 " wide 
177 
I YARD 


RKULAR 2.99 TO 3.49 YARD 
SAVE 1.11 T01.72 YARD 


VÂLEPlÜSnHROUGH WEDNESDAY.NOV. 10th 
2 13-2 15 SOUTH OHIO 
B 
OPEN: Mon. & Fri. 'til 8:30; Tu g s.. Wod., Thurs., & Sat. 9-5 


TOP BRANDS § 
DISTRIBDTORS-M 
SHIPJ C A T A L O G S H O W R O O M . . W H E R E Y O U B U Y N A M E B R A N D S F O R L E S S ! 
2003 S. LIMIT 
826-9450 
O PEN 9 to 9 
LOWEST 
PRICES EVER! 
S o rt— No LaT-A-Ways At These Priced 


IDL.AND 
Our 
Reg. $104*7 


23-Channe! 
Mobile CB 


Styled for Easy 
Operation 


Save M5 


$ 5 9 » 7 


00 
While 20 Last 


*139" 


Save *25 00 


F u ll- P o w e r m o b ile in c lu d e s p o rta b le 
c a rry c a s e w ith b a tte ry p a ck . . . o p e ra te s 
on c a r a n te n n a & b o tte ry , or its o w n 


M o u n ts u n d e r c a r 
tru c k o r b o o l d a s h , in o r o u t of 


p o r t a b le c o s e 
e a s ily r e m o v e d to c o r ry w ith yo u 


fo r c a m p in g h ik in g o r s e c u r ity 
ModeM3-861 
$114» 


W h ile 10 last 


IDLANO 


M o d e l 13-857 


our 
Reg. 
*119" 


• 
F u ll- p o w e r 
23 
c h a n n e l 


m o b ile u nit 


• 
S w itc h o b le 
a u t o m a tic 


n o is e lim ite r 
e x t e r n a l C B 
s w itc h 


• D e lta tu n in g 
a u t o m a tic 


g a in c o n tro l 


• M a x im u m le g a l p o w e r 


• O m n i p o w e r 12 v o lt D C , 


p o s i t i v e 
o r 
n e g a t i v e 


g ro u n d . 
$ 6 9 9 7 


w h ile 10 Lost 


A idlanp 


Single Side-Bond 


M id land 's n»w «$t. tìn g i* $id*-band 


69 o p erotiono l ch a n n els ot m oxim um 


legal output p o w er — 4 0 w otts on A M , 


12 0 w atts P.E P 
on single sidebond 
Duol A M ond SSB d etectors for sup erior 


recep tion dual co nversion re ce iv e r w ith 


outom otic goin control 
od|ustoble RF 


goin 
co ntri 
and 
sw itch o b le 
noise 


b lan k er 
P A sw itch 
hi/lo tone sw itch 


and lighted S R FO m eter. For oil 12 V 


system s 
pos 
or neg 
ground 
M O D EL 


13 892 13 893 


Our 
Reg. 
*239“ 
$170» 


Save ^6000 
While 10 Lost 


A 
i 
d 
l 
a 
n 
p 
BASE 


M id land s Most Po p u lar A M b o te sta ­ 


tion 
has 
m axim um 
le g al 
output 


pow er, 23 channels. 


C o m p lete for basic o p e ratin g needs 


4 wQtt output p ow er tra n sm itter w ith 


high le ve l m o d uloiion system 
Dual 


co nversion 
re ce iv e r 
w ith 
active 


outom otic goin control O p e ra te s on 


115 
volt 
A C or 
12 volt 
DC 
(neg 


ground ) 
Lighted 
chonnel 
se lector 
and 
S R FO 
m eter 
P A 
sw itch 


W o o d g ro in accen ted cobinet 41/8 
x 


125 8 
M O D EL 13897 B 


Save 


Our 
Reg. *149*7 
109“ 


W h ile 10 Last 


A 
i 
d 
l 
a 
n 
d 
M odel 13-882C 
Proven one of the quietest and most rug­ 
ged 
full-power, 
23-channel 
mobiles 
Midland's ever offered. 


High le ve l m odulotion system 
• Duol co n version re ce iv e r ond d elto toning. 


• Sw itch o b le noise lim ited an d noise blonker 
• A n te n n o w o r n in g ligh t flo sh e r 


Our 
Reg. 
*134“ 
$9288 


Save M2 00 
While 25 Last 


IDL.ANP 


M O D EL I3 S88 (M idlo nd s B est) 


M id la n d ’s best e q uip ped }3 channel A M 


m obile includ es a u x ilia ry volu m e control 


on m ike for o p eroting e ase . 


Every 
p ro fessio n al 
o p e ratin g feo ture 


including duol volum e controls — on 
control ponel ond on m icro p hone Highly 


sen sitive dual co n version re ce ive r olso 


hos RF gain control d elto tug,ing sw it 


choble A N L and noise blonker 
Built-in 
SW R b rid ge and co lib ro lo r ontenno w o r ­ 


ning light 
TX light 
5 RFO SW R m eter 


ex tern o l CB ond P A sw itches 2 ', x 8 'i 


M O D EL 13 888 


Our 
Reg. •1 S~I 


$ 1 1 4 9 9 


Save MS 00 
while 18 Last 
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Polly's pointers 


Art gum eraser 
cleans leather 


By POLLY CRAMER 
DEAR PO L L Y - My Pet Peeve is with monthly bills that 


do not give the expiration date, rather than just saying 
they are due in 10,25, or 30 or whatever number of days 
from the closing date to avoid penalty—BETTY. 
DEAR P O L L Y —and Mary R who wants to know how to 


spool crochet 
Put four small nails evenly around the top 


of a medium size wooden thread spool Bring yarn up 
through hole in spool and leaving an end long enough to 
pull. Start on first nail and wrap yarn around all nails 
twice. Then use a small pointed needle and pick up the bot­ 
tom yarn and slip over the top one. Continue wrapping 
around nails and slipping the bottom stitch over the top 
one at the same time Pull the yarn from the bottom as 
you go along until you have the desired length —EVA. 


DEAR READERS—Ilene wrote to say that when she 
learned this years ago it was called “ horse rein,” as it 
comes out in a small tube that looks crocheted or knitted. 
Dorothy puts brads in the top of the spool rather than 
nails Thanks to you many readers who not only sent 
directions, but also samples of the finished product. You 
can always be counted on to share with our friends. — 
POLLY. 
DEAR POLLY—When the holes in the basket to my per­ 
colator become stopped-up and prevent the coffee from 
running through, I just wpsh and dry the basket and then 
place it on the stove burner for just a few seconds. Tap and 
the small holes will be free of the dried coffee. If all does 
not come out the first time, repeat,—MRS. L,H. 
DEAR POLLY - Scraps of unusual wallpaper make 
great gift wrappings. Use contrasting color ribbon and 
have a beautiful package Many of your Pointers are not 
only helpful but a boon to the budget. — MRS J B S. 
Polly’« problem 
DEAR POLLY—I would like to know how to clean a tan, 
genuine leather clutch purse. I do not want to experiment 
with it. 
My Pointer is that I put cheese in the freezer section of 
my refrigerator to keep it from molding. When I need a lit­ 
tle I grate it on a metal grater and then return the rest to 
the freezer —LUCILLE. 
DEAR LUCILLE—You have probably discovered that 
processed cheese takes to freezing better than natural 
cheese which dries out more quickly. Wrap well. 
You did not mention any stains on your purse, so I 
presume it is only surface dirt you wish to remove. 
Sometimes an art gum eraser will remove such soil. You 
might buy a leather cleaning and conditioning dressing at 
your local shoe repair shop and follow directions. If this is 
not available thick “ dry” suds made with SOAP could be 
wiped on and then off quickly with a dry cloth so as not to 
spot the leather. Baby powder rubbed in could be rubbed 
to shine when purse is dry. Try a small spot first. — POL­ 
LY. 
Polly will send you one of her “ peachy" thank you 
cards, ideal for framing or placing in your family scrap­ 
book, if she uses your favorite Pointer, Peeve, or Problem 
in her column. Write Polly’s Pointers in care of this 
newspaper. (NEA) 


Ploy to be staged 
[ 


by SFCC's students 


The State Fair Community 


College 
drama 
department 


will 
present 
“ The 
Curious 


Savage” 
at 
8 
p.m. 
daily 


Wednesday through Saturday 
at the Youth Building on the 
Missouri State Fairgrounds. 
An 
adm ission 
w ill 
be 


charged, but SFCC students 
may view the production free 
upon 
presentation 
of 
their 


identification 
cards, 
a c­ 
cording to 
Ron Wineinger, 


director of theatre. 
Additional information may 


be obtained by calling the col­ 
lege at 826-7100. 


1-STOP 
SERVICE 
% 
For your 
Life Health 
Home Car 
Farm 
Business 
Lewis C. Taylor 
Now located at: 
Broadway and 
State Fair Blvd. 
826-1622 


Serving M FA pol icyhol ders 


for 20 years 


Real 
Cowhide 


100% Cotton Jeans uniquely 
trimmed in leather for that in­ 
dividual look from who else 
but... 


This W eek's Special 


M ale & Faded G lo ry 
Leather trim Jeans 
and matching Jacket 


2 0 °/ « 


MON.-WED. 9-8 
TUES.-THURS.-SAT. 9-5 
FRIDAY 9-8:30 


O OFF 


Master Charge 
Bank Am ericard 


107 E. 4th D ow ntow n 


PRICES GO O D M ONDAY, TUESDAY & WEDNESDAY, 
INOVEMBER 8, 9 and TO . 


I 5 C O U N T S T O R E 
OPEN FOR BREAKFAST 
18:00 A.M. MON. - SAT. 


JUPITER'S ADVERTISED 
MERCHANDISE POIICY 


Our firm intention it to heve every edvertned item 
in itock on our ihelvet. If en edvertited item it not 
available lor purchase due to any unforeteen ree 
ton. Jupiter will ntue a Rein Check on requett tor 
the merchandise to be purchated at the tale price 
whentvet available or will tell you e comparable 
quality item at a comparable reduction in price Our 
policy it to give our cuttomeri tatitfection always. 


S. S. KRESGE CO. 
SAVINGS SPECIAL 
.^ 
SHOP JUPITER AND SAVE 
EVERY DAY 


LAY-A-WAY HOLDS fIL DEC. 22nd 
No Extra Charge 


OUR REGULAR ASSORTMENT 
PACKAGED COOKIES 


- , d / * l ° ° 
JCI.00 
■ 


MISSES SPIDER W EB STITCH 
PRE-WASHED JEANS 


Reg SA88 
‘13.97 


BOY'S CREW SOCKS ( 
3 Pair to Pkg. 


s 0 : $ 1 0 0 1 
V i 
1 


ORLON YARN 


4-Oz. Skein Mill Ends 


Reg- 
*,'00 
* § T 


PICTURE STORIES OF THE BIBLE 


Children's 
HARDBACK BOOK 


$ 1 77 


son VINYL HASSOCK | 


W ith Carrying Handle 


Reg. 


Amer-glas» FILTERS 
A AF for Furnaces & Central Air 
Reg. 58c 
10x20x1 
9 


16x25x1 
V 


20x25x1 
ÆÊÊm ÊÊ 
Ea* 


Buy A Cose of 12 and Save *3.48 


BO Y S LONG SLEEVE 
SHIRT & PANTS SETS 


$A66 
■ff 


GILLETTE TRAC II. 1 
TWIN SH A VIN G CARTRIDGES 
9 Blades 


» $| 7 4 


GARDEN PATTERN 4-SLICE 
POP-UP TOASTER 


Ü&7 
A 
8 
8 


IRREGULAR 
DISH CLOTHS 


1 
7 
* 
. 
* 
. 
t 


CHRISTMAS 
KITCHEN TOWELS | 


6 8 c 


CHRISTMAS 
TABLE CLOTHS 
Vinyl Surface—Flannel Back 


Reg- 
$^898 
‘3.77 
* * A 


LADIES'S LONG 
VELOUR ROBE 


. . . 
$ 1 1 98 
S15.99 
^ 1 
■ 


LADIES'S 
CARDIGAN SWEATERS 1 
Tie B e ltf W rap Around Style 


Reg- 
$J|6 6 
‘4.57 


MISSES' FASHION 
( PULLOVER SWEATERS 


*e9 
$ C 
O 
O 
$7.97 
^ 


MISSES' & LADIES' 
MOCK 2-PC. BLOUSE 


100% 
S 
1 
9 
9 
Polyester 
■ 


CLEARANCE 
GIRL'S DRESSES 
| 


Sizes 4-6x 
£ 
Perm Press 
V 
Reg. s7.97 
^ |g f 


MEN'S 
j 
THERMAL SOCKS 


1 A 
$104 
n 
l 
m i . 
| 


BOY'S LEISURE SUITS 
1 0 0 % Cotton Blue Denim 


$79 7 


LADIES'S 
HOUSE SLIPPERS 
| 


Reg- 
$ V 9 8 
‘2.97 
^ 1 


MONDAY EVENING NOV. 8 SPECIALS 
PRICES 
GOOD 
5-8:30 P.M. ONLY 


IRREGULAR 
BATH TOWELS 


Reg 
$ 1 0 0 
• r 7 
H 


9x12 ROOM SIZE RUGS 
100% PLUSH NYLO N PILE 
» s 1500 


METAL FOLDING CHAIRS 


HEAVY DUTY 
Refl 
■ tt 


M EN ’S 


CORDUROY SLIPPERS 


Reg. 


HOCKEY STICKS 
50* 


MEN S DOUBLE KNIT 
DRESS SLACKS 
100% PERFECTS 


Reg. 
$ 
•7” 


EFFERDENT 
DENTURE CLEANSER 
G IAN T SIZE 


Re9 S 1 73 
*2M 
^ 
§ 


FANCY FULL 
CREME RINSE 
59* 


OLD SPICE COLOGNE 


4V« ounce 


keg 
$159 


*214 
I 


GREEN MACHINE 
LAY-A-WAY TIL CHRISTM AS 


Reg $ 1 
T O 
O 


*22" 
g g 


Monday 
HOT BEEF SANDWICH 


W ith Potatoes, G ravy. 
97 


Tuesday 
CHEESBURGER DELUXE 
PLATE 
French Fries, Cheeseburger 


C 
97 


Wednesday 
CHICKEN DINNER 
Includes potatoes, gravy & Vegetables. 
1.25 


OPEN 9 -5 
Mon.. Tues. & Sat. 
3 0 4-3 1 0 S. OHIO 
OPEN 9 -8:30 
Weds.. Thurs. & Fri. 


THE SEDALIA DEMOCRAT 


III llom hinntion W ith l h e S u iu la y 
(UipUoi 


Sed alia, Misso u ri, Su n d ay , No v . 7 ,1 97 6—Sectio n B 


8 ,000 miles from St. Louis 


Fa mily re tra c e s e x plore rs ' route 


NKW()RLt:ANS(AF)--On 
Ju ly 2 5,1 8 06. ex p lo rer William 
Clark carv ed h is n ame an d me 
d ate in to a ro ck besid e th e 
Yello wsto n e Riv er in wh at is 
n o w 
Yello wsto n e 
Co u n ty , 
Wy o min g 
Th e 
ca rv in g , 
th e 
o n ly 
p h y sical ev id en ce o f th e Lewis 
an d Clark ex p ed itio n , was still 
th ere 
th is 
su m m er 
wh en 
mo d ern trav eler Dr 
Stev en 
Ambro se retraced th e 8 ,000- 
mile ro u te. 
Bu t th e ro ck is n o w lo ck ed 
in sid e a g lass case an d mar k ­ 
ed o n to u rist map s o f ter­ 
rito ries 
th at 
were 
o n ce 
wild ern ess. 


Ambro se, a New Orlean s 
au th o r an d o u td o o rsman . said 
h e was so metimes th rilled , 
so metimes d ismay ed by th e 
ch an g es th at h av e o ccu rred 
sin ce th e two ex p lo rers an d an 
In d ian g u id e jo u rn ey ed at th e 
beh est 
o f 
th en -Pre sid en t 
Th o mas Jefferso n . 
Fertile 
fa rm s 
lin e 
th e 
Misso u ri Riv er in Mid western 
states th at Lewis an d Clark , in 
t h e i r 
c o p i o u s 
j o u r n a l s , 
p re d ic ted 
wo u ld 
beco me 
“ p rime farm lan d ." 
Bu t th e Co lu mbia Riv er, 
wh ich th e ex p ed itio n fo llo wed 
to th e Pacific, “ is a d isaster. 
All its rap id s an d waterfalls 


are g o n e. 
“ We can o ed wh ere Lewis 
an d Clark d id , we back p ack ed 
o v er th e mo u n tain s an d sp en t 
Fo u rth o f Ju ly o n th e Co n ­ 
tin en tal Div id e at th e sp o t 
wh ere Lewis first cro ssed it," 
Ambro se said . 
“ We h ik ed th ro u g h th e Bit­ 
terro o t Mo u n tain s an d v isited 
th eir win ter q u arters at Fo rt 
Clatso p o n th e Pacific." 
Th e Ambro ses set o u t fro m 
St. Lo u is May 1 4 , ex actly 1 72 
y ears after th e ex p ed itio n , an d 
q u ick ly learn ed resp ect fo r th e 
h earty fro n tiersmen . 
“ We d id n ’t ex p ect to fin d th e 
Misso u ri 
Riv er cu rren t 
so 


stro n g 
With two o f u s in a 
small can o e, we co u ld mak e 
o n ly a mile an h o u r u p riv er 
an d th at was h ard wo rk An d 
th e h ik in g ! Th ey mad e as 
man y as 28 miles a d ay — th e 
best we co u ld man ag e was 
1 4 .“ 
Th e Ambro ses reso rted to 
th eir v an an d p ick u p tru ck 
p erio d ically . Bu t th ey were o n 
th e trail lo n g en o u g h to sp o t 
250 sp ecies o f bird s, sev eral 
Ro ck y Mo u n tain g o ats an d 
big h o rn 
sh eep , 
a 
bear, 
a 
mo o se, “ mo re d eer th an we 
co u ld 
co u n t," 
an d 
mo re 
sn ak es 
th an 
th ey 
care 
to 
remember 


Th ey to o k alo n g th e Lewis 
an d Clark jo u rn als to co mp are 
n o tes, an d mad e n o tes o f th eir 
o w n fo r a p lan n ed bo o k 


“ It d eep en ed my resp ect fo r 
Lew is an d h is men , " said .Am 


bro se, a Cmv ersity o f New 
Orlean s h isto ry p ro lesso r an d 
e d i t o r of 
P r e s i d e n t 
F. i s e n h 0 w e r ' s 
w a r t i m e 
p ap ers 
“ We h av e fallen in lo v e with 
America all o v er ag ain ’ 


End-Of-Seas on 
SALE 


A ll M ex ican Im ports 
C oncrete & M a rb le Yard Goods 
3 0% OFF 
P.O. Co's 
South 6 5 H ighw ay 
N ex t to Dick ie Doo 


A touc hing e x pe rie nc e 


A y oung girl ex am ines "Venus with a Neck lace" by 


Aris tide M aillol 
during a s pecial ex hibition of 
s culpture for the blind and partially s ighted at the 


Tate G allery in London. Vis itors are prov ided with 


braille catalogues and ex hibits hav e s pecial braille 


labels . Vis itors are als o encouraged to "feel" the 


ex hibits . 
(UPl) 


® 
In 
^ 
rank s m 


Airman James B Lo tterer, 
so n o f Jo h n F Lo tterer 111 o f 
Warsaw, h as co mp leted Air 
Fo rce 
tiasic 
tr a in in g 
at 
Lack lan d 
Air 
Fo rce 
Base, 
Tex A 1 97 5 g rad u ate o f War­ 
saw Hig h .Sch o o l, Lo tterer will 
u n d erg o fu rth er train in g at 
Lack lan d 
fo r 
d u ty 
as 
a 
medical 
adminis trativ e 
sp ecialist 


Sg t William L Flam, so n o f 
.Mr, an d .Mrs C.A Flam Sr o f 
1 4 00 
Fast 
Bo o n v ille, 
h as 
g rad u ated fro m th e Air Fo rce 
Lo g istics Co mman d No n co m­ 
missio n ed Officer Lead ersh ip 
Sch o o l at Ro bin s Air Fo rce 
Base, 
Ga. 
Flam, 
a 
1 968 
g rad u ate 
o f 
Smith -Co tto n 
Hig h Sch o o l, receiv ed train in g 
in military man ag emen t an d 
su p erv isio n 
He is a h eav y 
eq u ip men t o p erato r at Tin k er 
Air Fo rce Base, Ok la. 


Airman Gay A Zu rbu ck en , 
d au g h ter o f Mrs 
Jerri 
L 
Newby , Ro u te 2, h as been 
assig n ed to Ch an u te Air Fo rce 
Base, 111., after co mp letin g 
Air Fo rce basic train in g at 
Lack lan d 
Air 
Fo rce 
Base, 
Tex . Sh e n o w 
will receiv e 
sp ecialized train in g in th e air­ 
craft eq u ip men t main ten an ce 
field Sh e atten d ed Smith to n 
Hig h Sch o o l. 


Marin e Lan ce Co rp 
Ken ­ 
n eth P Lan g e, so n o f Mrs, Er- 
n a Lan g e. Lin co ln , recen tly 
was p ro mo ted to h is p resen t 
ran k wh ile serv in g at th e 
.Marin e 
Co rp s 
Air 
Statio n . 
Ch erry Po in t, N.C 
He is a 19 7 4 g rad u ate o f Lin ­ 
co ln 
R-2 
Hig h 
Sch o o l 
an d 
jo in ed th e Co rp s in 
19 7 5 . 


.Marty L. Th o mas, so n o f 
Mrs. Do ro th y Th o mas, Kn o b 
No ster, h as been p ro mo ted to 
th e ran k o f airman first class. 
Th o mas is a 19 7 5 g rad u ate o f 
Smith -Co tto n 
Hig h 
Sch o o l. 
T h o m a s ’s 
f a t h e r , 
Do n 
Th o mas, liv es in Otterv ille 
an d is p resen tly serv in g as a 
weap o n s mech an ic at Gran d 
Fo rk s Air Fo rce Base, N.D 
Bus ines s 
news 


Haro ld 
L. 
Perk in s, 14 21 
West 
Main , 
recen tly 
co m­ 
p leted a co u rse in au ctio n eer­ 
in g an d au ctio n sales man ag e­ 
men t 
at 
Misso u ri 
Au cito n 
Sch o o l, Kan sas City . Perk in s 
was award ed a d ip lo ma an d 
th e h o n o rary title o f co lo n al 
after co mp letin g th e two -week 
co u rse. 


c w FcpwEr c o 
219 s . O hio, Sadalia — N o rth $ldo of $« |uaro, M o rth o ll 
in tro d u cin g th e n e w Un -Ca n d le ^^ 
Co lle ctio n o f flo a tin g ca n d le s 
b y Co rn in g . 


9 Un-Candle Slick 


7 • Un-Candie Suck 


Candled Apple 


Chimney Flick 


5 ' Un-Candle Stick _ 
No w th e re 's a n Un -Ca n d le fo r e ve ry ta ste 
a n d e ve ry b u d g e t. In ve n tive , in trig u in g n e w wa ys 
o f a d d in g a g litte rin g g lo w to g ift g ivin g a n d 
e ve n in g e n te rta in in g . 
With Un -Ca n d le s, yo u g e t a ll th e b e a u ty o f 
ca n d le lig h t with o u t th e b o th e r o r e xp e n se o f 
ca n d le s. An d yo u g e t co mp lime n ts fo r yo u r cle ve r 
ch o ice o f g ifts a n d yo u r cre a tivity a s a g ifte d 
h o ste ss. 
5 Inch Uncandle.................. pair 3 .9 9 
7 Inch Uncandle.................. Pair 4 .9 9 
9 Inch Uncandle.............. Pair 5 .9 9 
Candled Apple .....................Each 3 .88 
Chimney F lic k .................. Each 12.88 


GOODHEART' S JEWELERS 
are celebrating th eir 
25 th Anniv ers ary and wis hes to thank their many fine 
cus tomers and friends for helping to m ak e the pas t 25 y ears 
v ery happy ones . Our promis e for the future is to s erv e y ou 
w ith the s ame hones ty , trus t and quality jew elry th at y ou 
hav e come to ex pect. 


Our anniv ers ary gift to y ou is SAVINGS UP TO 25 % on all 
y our jew elry needs . . . and jus t in tim e for Chris tmas lli 


25 ANNIVERSARY SPECIALS 


Famous Brand Watches 
14K Diamond Earrings 
14K Diamond Pendants 
Diamond Promise Rings 
Cu ff Link & Tie Tack Sets 
Ladies' & Me n 's Le a th e r Goods 
Je we lry & Earring Boxes 
All Cig a re tte Lig h te rs 
Neck Cha ins—All Lengths 
Rosaries & Crosses 
Binoculars & Le a th e r Straps 
Speidel Watch Bands 
Hun ting Case Po cke t Watches 
Id e n tifica tio n Bra ce le ts 


BULOVA 
COMPUTRON 
QUARTZ 


Fiv e function 
L.E.D. digital 
W 
w ith one-button 
control $1 7 5 .0 0 


25 AWKiVERSARY SPECIALS 


Silver, Ho llo wa re Ite ms 
Silve r Tea Sets 
Brass Gift Items 
Carving & Steak Se ti 
Imp o rte d Wine Sets 
Imp o rte d Crysta l 
Lo cke ts—All Sizes 
Bangle Bra celets 
"No th in g " Neck Chains 
Charms & Bra ce le ts 
Me n 's Je we lry Boxes 
Le athe r Tra ve l Kits 
La te st Me n 's Je we lry 
Key Holders 


Us e O ur Eas y 
Lay -Away Plan 
Mas ter Charge 
BanlcAmericard 
GOODHEART'S 


216 S. Ohio 
JEWELERS 


We are the only 
complete repair 
s hop in town. We 
s erv ice what we 
s ell. 


Sedalia. Mo. 
8 26 -06 5 9 


Engagements announced 


2 B—The Seda lia Demo cra t, Sunda y , No v . 7,1 976 


My pet peeve 


T he g o v e r n m e n t d oe s n ' t bot he r m e 


In m os t t hi n g s t ha t it d oe s 
Bill I \ ' i s h it w ou l d l(>av e iH'lid iv s 


A n d t i m e a s ‘ w. 
: 
.'I'la ll': 
iwcks 
A hieh 1 h a \ , to iollow tlu ou gh 
To hav e the sam e hou r ol day 
That other people do 
I’v e fu ssed abou t this thin g betö re, 
. Written lin es of distress, 
‘('au se settin g clocks throu ghou t my hou se 
Is reallv (ju ile a mess, 
The kitchen clock is hard to set 
I don 't like it at all. 
It lian gs abov e a eahin el 
On a big n ail in the wall 
At least, n ow, it u sed to 
Bu t Tm m ad en ou gh to fight 
So to calm me a little bit 
, 1 settled down to write 
1 tried to pu ll it oft the wall 
An d as it me it wou ld mock 
The n ail n o lon ger in the wall, 
Is n ow within the clock 
1 thou ght the clock was pretty , 
An d it really keeps good time 
Bu t when the hou rs go hack an d forth 
I’d sell it for a dime. 
An other n ail 1 ham m ered in 
The wall, it disappeared 
In to the hole an d by n ow 
My disposition seared, 
1 tried an other n ail abov e, 
1 cou ldn 't m ake a den t, 
My wall n ow was fu ll of holes. 
My en ergy was spen t,* 
A rose bowl on a fix tu re 
Of iron was below 
An d that n ail held my clock alright 
Ju st how 1 do n ot kn ow 
Bu t there abov e it n ail holes 
That 1 ju st had to hide 
Hu t hooks wou ld n ot go in at all 
An d n ails won t clear in side 
W ell,! took Su n hon n el Amy 
With her lock in fron t of gold 
Who there, as well as where she was, 
My ball of sirin g will hold 
So n ow my clock is ru n n in g 
Below my ball ot strin g 
An d my trou bles are n ow ov er 
On ce again u n til n ex t sprin g 
Bu t with all ot the cam paign in g 
In which 1 took little stock 
Td hav e v oted tor an y m an who said: 
“ Let 's don 't chan ge the c loc k" 
Hazel N. Lan g 


“ Ne.x l on the ag en d a " is 
pu blished each Su n day an d 
Wedn esday by the Dem ocrat- 
Capital. Niail’or brin g in y ou r 
written m eetin g n otices to the 
n ewsroom by n oon Friday for 
the 
S u n d a y 
c olu m n 
(for 
n otices of m eetin gs Mon day 
throu gh W edn esday ) 
or by 
n oon 
T u e s d a y 
f o r 
t h e 
W e d n e s d a y 
c olu m n 
( for 
T hu rsd ay 
throu gh 
Su n day 
n otices.' The tim e, date an d 
place of m eetin gs will be u sed. 


MONDAY 
A m erican 
War 
M others. 
7 :30 
p.m ., 
.Missou ri 
State 
Ban k 


Xi 
Beta 
I psilon 
meetin g 
an d 
win e 
tastin g, 
8 
p m . 
Pau lin e Su lliv an , 24 00 Albert 
Lee. 


Leagu e of Women Voters 
hoard 
meetin g, 
7 ::to 
p.m.. 
I'n ited 
C hu rch 
of 
Christ. 
Fou rth an d Vermon t. 


TUESDAY 
State F a ir Lion 's Clu b. 7 
p m.. K am ada In n 
Chapter 
IP of 
P E G .. 
8 
pm ., iMrs F L Liv ely , 1300 
WeO Fou rth 


[F 


M a r g a r e t 
Bohon . 
M ary 
Maddox , 
Alma 
Weikal an d 
E lla 
P e i t h m a n . 
c h a r t e r 
m em bers 
of the 
A m erican 
Bu sin ess 
W om en ’s 
Associa­ 
tion 
were 
hon ored 
at 
the 
Tu esday ev en in g meetin g at 
M ax in e’s 
The association is 
celebratin g 24 y ears of serv ice 
as an edu cation al organ ization 
of bu sin ess u om en in Sedalia. 


(7 loria Coolidge, the area 
director ot the Metro ('hapter 
of (he Kidn ey Fou n dation of 
Kan sas an d W estern .Missou ri, 
was the speaker 


Su san Bell, delegate to the 
ABW.A n ation al con v en tion in 
New Ortj*an s. gav e a report on 


69 years together 


Miss Marjorie Lynn Steen 


The en gagem en t an d approachin g m a r ­ 
riage of Miss M arjorie Ly n n Steen to Ray 
Allen Ov erton , son of Mr. an d Mrs. Way n e 
Ov erton , Oak Grov e, Mo., is an n ou n ced by 
the paren ts of the bride-elect, Mr 
an d 
Mrs D E Steen , Sedalia 
Miss Steen , a 197 6 g radu ate of Smith- 
Colton High School, is workin g toward a 
dou ble m ajor in v ocal an d in stru m en tal 
mu sic an d plan s to receiv e her Bachelor in 
Mu sic 
Edu cation 
also 
in 
pian o 
per­ 
forman ce. Her fian ce is a 197 4 gradu ate of 
Oak Grov e High School an d is also an in ­ 
stru m en tal mu sic m ajor in college 
An early win ter chapel weddin g is plan ­ 
n ed 


Miss Denise Eileen Stevenson 


Mrs. Ja m e s Stev en son . 2305 E ast 16 th, 
an n ou n ced 
the 
e n g a g e m e n t 
of 
her 
dau ghter. Den ise Eileen , to Dan iel Eu gen e 
Lowry , son of Mr an d Mrs. Ja m e s Lowry . 
608 Sou th Washin gton The bride-elect is 
the dau ghter of the late J a m e s H. Stev en ­ 
son 


Miss Stev en son is a sen ior at Smith- Cot­ 
ton High School an d is employ ed by the 
First 
Un ited 
Methodist 
Chu rch 
as 
a 
n u rsery atten dan t. Her fian ce is a 197 6 
gradu ate of S-C. He is in the Un ited States 
Nav v an d station ed in Italy . 


Mr. 
and Mrs. 
Fred 
Beard, 
Knob 
Noster, celebrated their 6 9th wed­ 
ding anniversary last Sunday. Mr. and 
Mrs. Beard, ages 90 and 87 respec­ 
tively, were married on Oct. 30, 1907, 
in Lewis, Iowa.They have lived in the 
Knob Noster area for 49 years. The 
couple has eight children, Irvin Beard, 
Mrs. James (Lela) Fockler, both of 
Knob 
Noster: 
twins 
Mrs. 
Lloyd 


(Virgie) Fockler, Mrs. R. L. (Mildred) 
Beard, of Knob Noster and Sweet Spr­ 
ings respectively; Mrs. Carl (Helen) 
Cundiff, Sweet Springs; N. W. Beard, 
1216 West 16th, Sedalia; Mrs. Shirley^ 
(Roxie) Ballew, Warrensburg; Mrs.' 
James (2eta) Boyle, Raymondville, 
Tx.; 29 grandchildren and 46 great­ 
grandchildren. 
(Democrat-Capital Photo) 


Area school lunch menus 


O v e re a te rs 
A n n on y m ou s, 
7 : 3 0 
p . m . , 
B r o a d w a y 
P resby terian Chu rch lidu ca- 
tion Bu ildin g. 
Sweet Adelin es, 7 :30 p m., 
W estley 
U n ited 
M ethodist 
Chu rch. For in formation call 
826 -004 9. 
P aren ts Withou t P a rtn ers 
gen eral 
m eetin g, 
8 
p.m .. 
F a rm 
an d 
Home 
Sav in gs, 
Fou rth an d Osage. 
Leagu e of Women Voters 
gen eral 
u n it 
meetin g. 
7 :30 
p.m .. 
room 
121, 
Y e a te r 
Bu ildin g. 
State 
F a ir 
Com ­ 
m u n ity 
College. 
P rog ra m 
item: hou sin g an d demolition 


WEDNESDAY 
E x pectan t P a re n ts Classes, 
7 :30 p m.. Children ’s Therapy 
Cen ter 


Sou th Abell Ex ten sion , 11:30 
a m.. 
M rs 
J e ss e 
M artin . 
Rou te 2. 


Helen G. Steele Mu sic Clu b. 
2 p.m.. H eard M emorial Clu b 
Hou se. Leslie P ettey s will be 
gu est artist 


Sedalia Christian W omen ’s 
Clu b salad bu ffet an d pro­ 
g ram . 12:30 p m.. Holiday In n . 


the activ ities an d election s 
held. 
Plan s were m ade for the an ­ 
n u al an tiqu e show an d bazaar 
to be held Nov . 20 at Con v en ­ 
tion Hall. 


Mu Iota chapter of Beta 
Sigma 
Phi 
m et 
T hu rsday 
ev en in g at the home of Mrs 
Mike H arris 
It was an n ou n ced at the 
m eetin g that 
a check 
was 
p r e s e n 
t e d 
to 
B o t h w e l l 
Memorial 
Hospital 
to 
pu r­ 
chase a crib for the pediatrics 
ward 
New pledges a re R osem ary 
W are, Jean n ie An derson an d 
Con n ie DePu e. 


Grade school 


MONDAY 
>2 Pt Milk 
Corn Dog on a Stick 
Macaron i an d Cheese 
Bu ttered Peas 
Sliced P e a rs 
Bu ttered Bread 
TUESDAY 
Milk 
Meat Loaf 
Mashed Potatoes 
Cabbage Slaw 
Pin eapple-rice Pu ddin g 
Bu ttered Bread 
WEDNESDAY 
Milk 
Sau sage Pizza 
Bu ttered Corn 
Lettu ce Salad 
Fru it Cocktail 
Bu ttered Bread 
THURSDAY 
Milk 
Tu rkey an d Noodles 
Green Bean s 
C ran berry Slice 
Oran ge Ju ice 
Cookies 
Bu ttered Bread 
FRIDAY 
Milk 
Vegetable Sou p w ith Beef 


>2 Pean u t Bu tter San dwich 
Celery Sticks 
Pu rple P lu m s 
C rackers 


St. Paul's 


MONDAY 
Bean s an d Bacon 
Lettu ce Salad 
Corn Bread 
Peaches 
Milk 
TUESDAY 
Vegetable Sou p an d C rackers 
Cheese Slices 
Pean u t Bu tter San dw iches 
Oran ge Slices 
Milk 
WEDNESDAY 
H am bu rg er 
an d 
M acaron i 
Casserole 
Green Bean s 
Pean u t Bu tter Cake 
Bread an d Bu tler 


Bread w orkshop 


to be Tuesday 


A train in g session on how to 
m ake y east bread will be held 
from 9:30 a.m . to 2:30 p.m. 
Tu esday at the Ru ral Electric 
Coop, Highway 65. 
Carol C astan er, area food 
an d n u trition specialist for the 
Un iv ersity of Missou ri E x ten ­ 
sion . will be con du ctin g the 
class. 
Mix in g 
methods 
an d 
in ­ 
formation on in gredien ts will 
be giv en in the morn in g. Shap­ 
in g an d shoppin g tips will be 
giv en in the aftern oon 
The 
session s are open to an y on e in ­ 
terested 
in 
learn in g 
abou t 
y east bread. 


Milk 
THURSDAY 
Barbecu e Beef on Bu n 
Mashed Potaotes 
Peas 
Jello 
Milk 
• 
FRIDAY 
No School 


Otterville 


MONDAY 
Pizzabu rger on Bu n 
Pin to Bean s 
Mix ed Vegetables 
Pu ddin g 
Bread an d M argarin e 
Pean u t Bu tter 
Milk 
TUESDAY 
Tu rkey an d Noodles 
Slaw 
Applesau ce 
Bread an d M argarin e 
Pean u t Bu tter 
Milk 
WEDNESDAY 
'Chili Dog on Bu n 
Corn 
P ears 
Milk 
Pean u ts 
THURSDAY 
Fish an d T artar Sau ce 
Macaron i an d Cheese 
Green Bean s 
Fru it Cocktail 
Bread an d M argarin e 
Pean u t Bu tter 
Milk 
FRIDAY 
Chili an d C rackers 
Chocolate Cake 
Peaches 
Milk 


Smithton 


MONDAY 
H a m bu rg e r 
on 
Bu n 
pickles 
Fren ch Fries 
Carrot Sticks 
Peaches 


with 


Milk 
TUESDAY 
Chicken an d Noodles 
Green Bean s 
Pean u ts 
Fru it 
Cake 
Brown Bread 
Milk 


W EDNESDAY 
Tacos with Cheese, Lettu ce 
an d Tomatoes 
Brown Bean s 
P ears 
Bread 
Milk 
THURSDAY 
Vegetable Beef Stew 
Beet Pickle 
Applesau ce 
Hon ev B u tter Bread 
Milk ■ 
FRIDAY 
Fish Sticks with T arter 
Sau ce 
Bu ttered Peas 
Jello-Fru it Salad 
Bread 
Milk 


Tailored top 


The n arrow-hipped woman 
who carries her weight abov e 
the waist will get a more 
balan ced look wearin g clothes 
that are tailored an d hav e 
simple lin es 


Soap 0 pickup 


For a picku p m the office, 
keep a bar of perfu m ed soap in 
y ou r desk — in a plastic case, 
of cou rse 


Trim toenails 


I t 's 
e a s y 
to 
o v e r look 
toen ails, bu t 
keepin g them 
trim m ed regu larly — straight 
across the toe — can help to 
prev en t in grow n toen ails. 


Future brides 


please note 


Future brides who wish to submit their wedding stories 
to The Democrat-Capital should secure a wedding form 
from the newsroom at the n ew spaper office. Seventh and 
Massachusetts. 


There is no charge for publication of bridal stories, but 
only 
those 
forms 
submitted 
within 
the established 
deadlines and policies will be considered for publication 


W edding stories, with or without a photograph, must be 
submitted 
within 
two 
weeks 
after 
the 
ceremony 
Thu rsday noon is the deadline for all bridal stories sub 
mitted for publication in the following Sunday 's edition 


Close-up. professional photographs of the bride are to be 
black and white, 5 x 7 inch Photographs that do not meet 
quality standards will not be used 


Photographs m a y be picked up following publication, 
but none will be returned by mail unless accom panied by 
a stamped, self-addressed envelope 
The Democrat- 
Capital will not be responsible for dam age which m ay oc­ 
cur to photographs submitted 


Guest artist to 


play for club 


Miss Leslie Pettey s, pian ist, 
will presen t the first gu est a r ­ 
tist program of the y ear for 
the Helen G. Steele Mu sic Clu b 
m eetin g at 2 p m. W edn esday 
at the lleard M emorial Clu b 
Hou se. 
Miss Pettey s is a m em ber of 
the pian o facu lty at Stephen s 
College, teachin g both pian o 
an d accom pan y in g an d pa r­ 
tic ipa tin g 
in 
r e c ita l 
an d 
cham ber mu sic 
A n ativ e of Colorado, she 
receiv ed her M asters of Mu sic 
degree from the Un iv ersity of 
Colorado. She has atten ded 
the Un iv ersity of Min n esota 
a n d 
S o u t h e r n 
M e thod is t 
Un iv ersity an d has stu died 
u n der Dav id Bu rge, who is 
n ow the c hairm an of the pian o 
facu lty at E astm a n School of 
Mu sic 


When y (^u rt is u sed in a 
sau ce, the heatin g time shou ld 
be short an d the temperatu re 
low, if these precau tion s aren ’t 
taken the y ogu rt may separate 


When You Buy At 
DORA'S 
You Buy Quality! 
20 6 So. O hio 
D o w n to w n 


Park nam ed for general's kin 


S l 'N 
H K . d R I E , 
W i s 
(AP) 
— 
As 
part 
of 
the 
bicen ten n ial 
celebration , 
a 
n ew park here has been n a m ­ 
ed for T abitha Bu rgoy n e Bird, 
dau ghter 
of 
a 
n ephew 
of 
“ G e n 
t l e m a n 
J o h n 
n 
y ” 
Bu rgoy n e, 
British 
gen eral 
defeated at Saratoga in the 
Rev olu tion . 
On e 
of 
her 
great-great- 
g r a n d d a u g h t e r s . 
C a rolin e 
Bird, New York au thor, spoke 
at the dedication ceremon ies. 
The n ephew. Dr. Au gu stu s 
Horatio Bu rgoy n e. a m edical 
officer 
with 
the 
in v adin g 
British, was captu red at the 
Battle of Ben n in gton in 17 7 7 
an d m arried An n ie Rice, on e 
of the local women w ho fed the 
prison ers there. 
Tabitha. on e of their fou r 
d a u g hte rs, 
m a rrie d 
Zen as 
Bird of Con n ecticu t an d after 


his death mov ed with sev eral 
of her son s from Mu n n sv ille, 
N Y . to Wiscon sin . 
They fou n ded an d n am ed 
this com m u n ity an d Tabitha is 
bu ried here. Some of her son s 
also helped fou n d Madison an d 
on e was the con tractor on con ­ 
stru ction of the first territorial 
capitol. 
Elev en 
of 
her 
12 
children liv ed to adu lthood 


Sorority gives 


m oney for bed 


The Mu lota chapter of Beta 
Sigma Phi sorority presen ted 
a check to Bohtwell M emorial 
Hosoital to be u sed for the pu r­ 
chase of a crib bed for the 
Pediatrics D epartm en t. The 
check 
w as 
giv en 
to 
Don 
F e e ba c k, 
h o s p i t a l 
a d ­ 
m in istrator. 


Sev eral 
of 
the 
m em bers 
presen tin g 
the 
check 
were 
d r e s s e d 
i n 
H a l l o w e e n 
costu m es 
an d 
v isited 
the 
children in P ediatrics to giv e 
them toy s an d wish them a 
speedy 
recov ery . 
A 
large 
pu m pkin Jack-O -Lan tern was 
giv en to the w ard to brighten 
the Halloween decoration s. 


When You Buy At 
DORA'S 
You Buy Quality! 
20 6 So. O hio 
D o w n to w n 


One Week Only 


W O M E N ' S P E R M A N E N Î 
M3so 


BICHSEL JEWELRY 
2 1 7 S. O h io , S o d a lio — D iv is io n C W . F lo w o r Co. 
W rist W atching - Pew ter Brocelets. 


Offer 
G ood Thru N ov 13 
STATE FAIR BEAUTY SALON 
Phone 8 27-13 4 2 
State Fair Shopping Center 


cXVK WEDDING 
# 
LAST RAAEMBRANCEl 


Have you ever seen a SILK 
'W E D D IN G ? N ew on 
the 
market today ... 
O nly in the styling and co­ 
ordination that Kim O r ig ­ 
inals can d o ... 
Visit our sh o w room soon 
and see your wedding flow­ 
ers on display ... 


G o Formal 
The New est Rental 
Form alw ear as 
Featured in 
Bride's M aga zin e l 


i l S S E L J L 
DOWNTOWN 
SEDALIA aiNTON- 
MálSMALl- 
WARRENSBURG 


z x z z x x z T Z i z z z z r 
SZZZXCCs 


Simplicity ... 
Bold hand crafted de­ 
sign 
like 
silver 
but 
with a luster all its 
own— engraved 
with 
three initials. . . . 7.50 
Unenaraved . . . . 0.50 


250 0 East Broaday 
"The Beauty Spot of Sedalia" 


Couples unite in fall ceremonies 


Lyne-Elkins 


I 


MRS. KENNETH RAY ELKIN S 
Miss Judith Candy Lyne 


LaMONTE — Miss Judith 
Candy Lyne became the bride 
of Kenneth Ray Elkins in a 7 
p m. Oct. 22 wedding here 
The Rev. Roy C. Smith per­ 
formed 
the 
double 
ring 
ceremony for the daughter of 
Mr. and’ Mrs. Lyman Lyne, 
LaMonte, and the son of Mr. 
and 
Mrs. 
Howard 
Elkins. 
Dresden 
Bouquets of pink 
gladioli, yellow mums and 
blue daisies decorated the 
altar as Miss Gwendolyn Kap- 
pelman played the wedding 
music on the piano. 
Given in marriage by her 
father, the bride wore a floor- 
length A-line gown of poly­ 
ester knit, styled with an em­ 
pire waist, stand-up collar and 
long sleeves. The sleeves and 
bodice 
were 
accented 
by 
Venise lace and seed pearls 
Her cap. also styled with lace 
and pearls, secured a chapel- 
length veil 
Maid of honor. Miss Candy 
Denny, wore a pink floral 
print, floor-length gown of dot­ 
ted swiss. accented by white 
dotted swiss ruffles and tie 
belt 
A 
m atching 
hat, 
decorated with pink ribbon, 
completed her ensemble Miss 
Jeanette Lyne. sister of the 
bride, was’ the bridesmaid. 


She wore a yellow gown styled 
identically to that of the maid 
of 
honor. 
Lyman 
Lyne, 
brother of the bride, was the 
ringbearer. 
Earl Forbes, served the 
groom as best man. Scott 
T h o m p s o n 
w a s 
t h e 
groomsman 
Seating guests 
were Bill Monsees and Tom 
Hughes 
Following the reception, the 
bride chose a candy striped 
dress with matching scarf and 
accessories for traveling on a 
honeymoon to the Lake of the 
Ozarks. 
The rehearsal dinner was 
held Oct. 21 at the home of Mr 
and 
Mrs. 
Wade 
Forbes. 
LaMonte. 
The bride is a 1976 graduate 
of LaMonte High School and is 
e m p lo ye d 
by 
L a m y ' s 
Manufacturing, the groom, a 
1972 graduate of LHS, is also 
employed by Lamy’s. 
The couple w ill be at home 
at 314 East Fifth. Sedalia. 


Jones-Buckley 


G REEN 
RIDGE - 
The 


home of the parents of the 
groom formed the setting of 
the 7 p.m. Oct. 30 wedding of 
Shelley Elizabeth Jones and 
Donald Alfred Buckley. 
The Rev Alfred Greathouse 
performed the ceremony for 
the daughter of Mr and Mrs. 
Samuel Anderson, Route 1. 
Sedalia, and the son of Mr. and 
Mrs. Charles Buckley, Green 
Ridge. 
Given in marriage by her 
father, the bride wore a long, 
egg shell gown with long puf­ 
fed sleeves ending in large 
cuffs trimmed in lace and with 
lace on the bodice and tie at 
the midriff A head band of 
daisies completed her outfit 
Janette M. Shull, sister of 
the groom, was the matron of 
honor. She wore a long gown 
with 
flowing 
sleeves 
with 
flowers sprayed on a white 
background. Becky Buckley, 
sister of the groom, and Diana 
Vorhees, sister of the bride, 
were the bridesmaids and 
wore gowns identical to that of 
the maid of honor. Tammi 
Anne Jones, daughter of the 
bride, was the flower girl. 


James W. Shull, nephew of the 
groom, was the ringbearer 
James W Shull, brother-in 
law of the groom, was the best 
man 
The reception was held at 
the home of the 
groom's 
parents 
The bride, a graduate of 
Smith-Cotton High School, is 
employed by McGraw-Edison. 
The groom is also employed 
by McGraw-Edison. 
The couple will be at home 
at 
1210 
East 
Broadway. 
Sedalia 
Brownfield-Butler 


FA RK VILLE. Mo - Miss 
Sheri Brownfield became the 
bride of Greg Butler in an 8 
p m Oct 30 w edding here 
The Rev Van ('leave per­ 
formed the ceremony for the 
daughter of Mr and Mrs Gor­ 
don 
Brownfield. Versailles, 
and the son of Mr and Mrs. 
James Hoterbin. Farkville 
Mr 
and Mrs 
Curl Mills 
w ere the honor attendants 
The reception was held at 
the home of the 
groom's 
parents 
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Sale of plates marks events 


11^ it 
ti 


Patien t care 


Mayor 
Allen 
Hawkins, 
center, 
prepares to insert an airway into a 
dummy under the direction of J.E. 
Block, MD, left, medical director of 
the State Fair Community College 
respiratory therapy program; Jeon Er­ 
win, second from the right, director of 
the Cordio-Respirotory department of 
Bothwell 
Hospital: 
and 
Gayle 


Bellamy, director of the respiratory 
therapy program at SFCC. Erwin is 
president of the Missouri Society for 
Respiratory 
Therapy 
and 
Mrs. 
Bellamy is o board member of MSRT. 
Nov. 8 to 14 has been designated 
Respiratory Therapy Wee]^. 
(Democrat-Capital Photo) 


Special plate 


Mrs. Lucille Harts, right, president of the State Fair 
Community College Domes Club, presents the first 
commemorative plate fo Mrs. John Pelham, grand­ 
daughter of the late Gov. Charles E. Yeoter. The 
Charles E. Yeater Learning Center was built with 
money from the Yeater estate. 
(Democrot-Copitol Photo) 


Respiratory therapy week 
to be celebrated Nov. 8-14 


The year 1976 has taken on 
special meaning for State Fair 
Community College with the 
coming of the bicentennial, 
the anniversary of the col­ 
lege’s first decade of existence 
and the completion of the first 
permanent building on the 
campus. 
In commemoration of these 
events, and the year 1821, the 
year Missouri’s statehood, a 
special limited edition plate 
has been created for SFCC. 
The SFCC Dames Club, an 
organization 
of 
women 
employes 
and 
wives of 
employes, 
will 
sell 
these 
plates with the proceeds to be 
used toward landscaping the 
new Charles E. Yeater Learn­ 
ing Center. 


Only a limited number of 
plates has been ordered with a 
each having a limited edition 
number of the back. 


The plates will sell for $25. 
Each 
plate 
contains 
a 
reproduction of the main en­ 
trance to the Yeater building 
and is made in a separate 
mold. 
Each 
mold is then 
destroyed in order to remove 
the plate. The plates are made 
ofapewtar alloy. 


The first plate of the series 
was presented to Mrs. John 
Pelham, granddaughter of the 
late 
Gov. 
Yeater. 
Mrs. 
Pelham will present this plate 
to Gov. Yeater’s only living 
daughter, Lovick B. Peadce of 
Santa Barbara. Calif. 


Anyone interested in pur­ 
chasing a plate may contact 
the college or any member of 
the Dames Club. 


Gold again 


Gold is in for accessories. A 
narrow gold braided belt, or a 
touch of gold at the ear, add a 
warm attractive touch 


A pound of apples (three to 
four medium) will yield about 
Pz cups of* applesauce. A can 
of applesauce (about 16 ounces) 
yields two cups. 


The Respiratory Therapy 
Technician program at State 
Fair Community College, one 
of three in the state, and the 
Respiratory Therapy Depart­ 
ment of Bothwell Memorial 
Hospital will hold open houses 
this 
week 
to 
celebrate 
Respiratory Therapy Week in 
Missouri. 


District #3 of the Missouri 
Society 
for 
Respiratory 
Therapy will meet Friday at 
the Ramada Inn to honor R.T. 
Week in Sedalia. 


Respiratory Therapy is an 
allied 
health 
specialty 
employed 
under 
medical 
supervision in the treatment, 
m an ag em en t, 
co n tro l, 
diagnostic 
evaluation 
and 
care of patients with deficien­ 
cies 
and 
abnorm alities 
associatied with the cardio­ 
pulmonary system. 


The RTT program, in its se­ 
cond year at SFCC, is under 
the direction of J. E. Block, 
MD, medical director; Mrs. 
Amy Young, education direc 
tor; and Mrs. Gayle Bellamy, 
coordinator. 


This is a one-year program 
consisting of six months of 
classroom instruction and six 
months of clinical experience 
Students 
involved 
in 
the 
clinical 
experience 
rotate 
among 
Bothwell 
Memorial 
Hospital, 
Golden 
Valley 
Memorial Hospital, Clinton, 
and 
Fitzgibbon 
Memorial 
Hospital, Marshall. 


There are 18 students cur- 


W h e n You Buy At 
DORA'S 
You Buy Quality! 


2 0 6 So. O h io 
D o w n to w n 


U m pf*dou» 
for 
tiMpraelouoiltllogM 
Qdd-a-hecu£ 
I n e c k l a c i 


BECKY THATCHER 
BEAUTY ACADEMY 
ANNOUNCEMENT 
Ms. Connie Greshann 
has completed her 
basic training and is 
now available to 
service the public. 


Connie has a natural 
flair for haircuts and 
styling for both men 
and women. 


This Week On ly . ^ 


November 7th Thru 14th 
HAIRCUTS BY CONNIE $ A 0 0 
CUT AND BLOWN DRY " ' X 


C a ll 8 2 6 -9 3 8 0 
8 1 5 E. B ro a d w a y 
ALL WORK DONE BY STUDENTS 
UNDER PROFESSIONAL SUPERVISION 


LOADED for CHRISTMAS 


14 Karat White or Yellow 
Gold, Double Row Wedding 
Ring with 10 Diamonds. 


S&H Green Stamps—Use Your Master Charge or BonkAmeritard 
REED & SONS 
MANUFACTURING JEWELERS 


309 So. Ohio 
Ph. 826-2282 
Sedalia, Mo. 


V N E d O A C l 
Qomibio OrlenW PM Kii 
a 
K, 
nolcultiHMI 


Only naturally foriM i paaile of 
linool quality aro aaad by 
Add-a-Paart, Iba gNI tbat flroam la 
baauly and «Mua aa you add 10 It 
yaar affar yoar. Tha olartar naaMaoo 
baoooMa a If* otrani of 
baitlooai poarta 00 
« 
‘ 
daugbfor or 
gnadtfMOihtar 
raaobaa ]nruag 
oNMaaaliootL A 
flifltociiaflati 


Still 
A v a ila b le 
For 
Christm as 
19 76. 


Come in 
Now 
and order 
for your 
Favorite 
Child. 


Open Hou se plan n ed 


Mr. and Mrs. S. R. Seifert, Ot«erville, will be 
honored at an open house to celebrate their 50th 
wedding anniversary. The party, to be held next 
Sunday at the St. Joseph's Church hall, Clifton City, 
will be hosted by the couple's two children, Ed­ 
ward Seifert, Otterville; Mrs. Al Valdez, Pueblo, 
Colo.; and four grandchildren. The couple was mar­ 
ried Nov. 17, 1926, at St. Patrick’s recotry in 
Sedalia. They have lived most of their married lives 
in the Otterville community. Friends and relatives 
are invited to attend. The couple requests no gifts 


please. 


If leftover sliced roast turkey 
(from the freezer) is dry, serve 
it with a cheese .sauce The tur­ 
key may be heated in a double 
boiler or tightly wrapped in foil 
in the oven 


W h e n You Buy At 
DORA'S 
You Buy Quality! 


206 So. O h io 
D o w n to w n 


Yes, we have ... 


S-t-r-e-t-c-h Denim, 'Jean' Denim, 
'Railroad Stripe' Denim 


R u d isill F d hiics 


Thompson Hills 
Shop 9 to 9 D aily 


renlly enrolled in the RTT pro­ 
gram at SFCC. It is fully ac­ 
credited by the Joint Review 
Committee 
for 
Respiratory 
Therapy Education and the 
State Department of Educa­ 
tion To be eligible for the pro­ 
gram, a student must have a 
high 
school 
diploma 
or 
equilivancy, 
pass 
and 
en­ 
trance exam and a personal 
interview. 


r i l X K IH ) 


K K M A l. 
H K K V IC K 


• Lord 
• After,Six 
Palm Beach Available 
for Purchase 
The Store for A ll se aso n s 
T H O M t% M N HILLS SH O P P IN G CENTER 


OPEN 9:3 0-9 MO.N.-SAT. 


YES! W e are open til 9 p.m. six 
d ays a w e ek so w e can ta k e 
care of yo u r fittin g at a tim e 
th at suits yo u r busy schedule. 


c w FipwEr ca 


219 South O h io , S e d a lia — N o rth S id e of S q u a re , M a rs h a ll 


Separates 
Look Better 
than ever 
from 


o c i(le Q ß t D N r \ 


BICHSEL JEWELRY 


2 t 7 S. O h io , S e d a tio — D ivisio n C.W. Flow er Co. 
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Carter feels debates 
gave him biggest lift 


By JU L E S L O H 
Asso ciated P ress Writer 
P L A IN S , 
G a 
( A P ) 
P r e s i d e n t - e l e c t 
J i m m y 
Carter, reflectin g o n his lo n g, 
u p hill 
climb 
to 
the 
White 
Ho u se, 
believ es 
he 
n ev er 
wo u ld hav e m ade it had it n o t 
been 
fo r 
the 
p residen tial 
debates. 
He feels that the seco n d 
debate, dealin g with fo reign 
p o licy , m ade him “ a mo re 
resp ectable 
p erso n ” 
in the 
min ds o f the electo rate an d 
blu n ted the Rep u blican effo rt 
to p ain t him as an u n kn o wn 
q u an tity to be feared as a 
leader. 
That effo rt, he feels, was 
resp o n sible fo r half the v o tes 
Presiden t Fo rd p o lled an d has 
left him, ev en in v icto ry , with 
“ an 
im age 
in 
the co u n try 
which is stilt there, which I’v e 
go t to rep air ” 
“ A to t o f p eo p le still feel. 
I’m su re, a q u estio n abo u t 
what is go in g to hap p en when 
Jim m y 
C arter 
gets 
in the 
White Ho u se,” he said 
C arter has n o so re feelin gs, 
ho wev er, abo u t what he catted 
the R ep u blican s’ “ n egativ e” 
cam p aign tactics, accep tin g 
them as clean an d clev er c a m ­ 
p aign in g, 
which 
he 
n ev er 
kn ew ho w to co mbat 
He also has o n ly p raise fo r 
the “ p o sitiv e” asp ects o f the 
Fo rd cam p aign . That was the 
p o sitio n , C arter said, “ which 
is legitim ate an d I thin k a c ­ 
c u rate.” that Fo rd had do n e a 
“ reaso n ably ” 
go o d 
jo b 
at 
go v ern in g an d thu s deserv ed 
his o wn admin istratio n . 
C arter, relax in g in den im 
an d hikin g bo o ts Friday after­ 
n o o n at his m o ther's Po n d 
Ho u se back am o n g the p in es 
ju st o u tside 
Plain s, hashed 
o v er the electio n an d so me o f 
his im m ediate p lan s in an in ­ 
fo rmal discu ssio n with abo u t 
20 rep o rters gathered in the 
co m fo rtable liv in g ro o m 
“ 1 
ho n estly 
hav e 
n ev er 
do u bted that 1 wo u ld win ,” 
C arter said “ I’m n o t say in g 
that in an arro gan t way , bu t I 
had a co n fiden ce that we were 
do in g the best we co u ld an d 
the accu m u lativ e im p act o f 
my family co n stan tly c a m ­ 
p aign in g, an d the Geo rgian s 
co n stan tly cam p aign in g an d 
the 
n atu ral 
n u m erical 
ad­ 
v an tage o f o ther Dem o crats, 
wo u ld ev en tu ally w in .” 
Bu t 
he 
s a id 
te le v is io n 
co v erage fo cu sed o n his o wn 
m istakes in co n trast to “ a 
de f e r e n c e ” 
sho w n 
to 
the 
P residen t which gav e Fo rd 
u n fair adv an tage. He describ­ 
ed that as “ crip p lin g” to his 
cam p aign . 
“ 1 hav e a feelin g that had it 
n o t been fo r the debates 1 
wo u ld hav e lo st.” he said. “ 1 
thin k 
the 
debates 
let 
the 
A m erican p eo p le be kin d o f 
reassu red, weii, at least J im ­ 
my C arter has so me ju dgmen t 
abo u t 
fo reign 
affairs 
an d 
defen se an d all 
“ After the seco n d debate 1 
felt 
that 
1 
had established 
my self in the p eo p le’s min d as 
a m o re resp ectable p erso n .” 


C arter said he tho u ght his 
mo st griev o u s mi.stake in the 
cam p aign o ccu rred ju st after 
the seco n d debate “ when I e r­ 
ro n eo u sly had an o v erly a g­ 
gressiv e 
ap p ro ach 
to 
Mr. 
Fo rd Had 1 let him stew in his 
m is-statem en t abo u t E astern 
Eu ro p t' an d n o t m ade an issu e 
o f It. 1 thin k 1 wo u ld hav e been 
m u ch better o ff” 
C arter said m o re u n settlin g 
than his o wn m istake was his 
treatm en t in n ightly telev isio n 
n ews co v erage. He said he 
w atched tap es o f the n ightly 
n ews o n w eeken ds “ an d it u s­ 
ed 
to 
m a ke 
m e 
terribly 
u p set.” 
“ 1 thin k the wo rst o n e o f all 
was in the New Yo rk rally 
The ev en in g n ews was n o t 
an y thin g abo u t the size o f the 
raily o r the resp o n se to me o r 
the p o ten tial su p p o rt fo r me. 
The ev en in g n ews co v erage 
w a s 
a l m o s t 
c o m p l e t e l y 
do m in ated by the fact that the 
tru ck with the TV c am era s 
was a blo ck an d a half in fro n t 
o f my c ar ” 
He said that so rt o f co v erage 
was ty p ical. “ H w as ju st a real 
p ro blem w ith ho w to deal w ith 
it” 
Bu t 
he 
sa id 
tha t 
“ o n 
balan ce” n ew sp ap er co v erage 
o f him w as fair “ If it ha dn ’t 
been fair. 1 wo u ld n o t hav e 
wo n the electio n ,” he said 
The 
P residen t-elect 
w as 
gen ero u s in his p raise fo r the 
m an he will su cceed He said 
that when Fo rd co n ceded the 


electio n he felt co n siderable 
s y m p athy 
fo r him, 
“ p a r ­ 
ticu larly with his family there 
His family had wo rked as hard 
as they co u ld, an d 1 kn o w ho w 
mu ch my family had do n e fo r 
me. It was a p erso n al relatio n ­ 
ship between 
him 
an d his 
family as they all sto o d there 
a n d 
a s 
B e t t y 
r e a d 
the 
sta te m en t.” 
He ^aid that Fo rd co u ld 
hav e waited an o ther day to 
co n cede, 
bu t 
did 
n o t. 
“ I 
tho u ght it 
was an e x tra o r­ 
d i n a r y 
e x p r e s s i o n 
o f 
gen ero sity o n his p art .” 
To m a n y 
who 
w atched 
C a r t e r ’s 
n ew s 
co n fere n ce 
T hu rsday n ight in Plain s the 
Presiden t-elect seem ed mo re 
at case an d self-co n fiden t than 
he did du rin g the cam p aign . 
“ 1 felt m o re su re o f m y self,” 
C arter said. “ 1 was n o t gra sp ­ 
in g fo r so methin g. 1 was n o t 
try in g to p ro v e my leadership 
cap abilities an d so fo rth in a 
way to ap p eal to v o ters. 1 w as 
su re o f my selt an d felt relax ed 
an d en jo y ed the e x chan ge” 


At 
the 
n ews 
co n feren ce. 
C arter said he p lan n ed to face 
the White Ho u se p ress co rp s 
ev ery two weeks 
Lo o kin g ahead. C arter said 
he has assign ed aides to fin d 
way s to strip the p residen tial 
o ffice o f so m e o f its p o mp an d 
lo fty trap p in gs. 


“ The first dem o n stratio n o f 
it will be in the to n e o f the in ­ 
a u gu ratio n ,” he said. “ I’d like 
to m ake it as dem o cratic as 
p o ssible -- dem o cratic with a 
little ‘d ’” 
He also said that while he 
feels o bligated to m an y gro u p s 
o f A m erican s fo r his electio n 
— 
m in o ritie s , 
lab o r, 
e n ­ 
v iro n m en talists an d o thers — 
he feels beho lden to n o n e 
“ 1 do n ’t hav e an y strin gs o n 
m e,” he said 
“ The o n ly p ro m ise I hav e 
m ade, an d it was o n my o wn 
in itiativ e, was to m ake su re 
that 
as 
1 
cho o se 
Cabin et 
m em b ers an d o thers 1 will 
giv e heav y rep resen tatio n to 
min o rity gro u p s.” 
He said he was to a rran ge as 
so o n as p o ssible a two -day 
m eetin g 
in 
Washin gto n 
at 
which he an d his adv iso rs 
wo u ld m eet with fo reign af­ 
fairs leaders in Co n gress an d, 
p erhap s, m em b ers o f the h’o rd 
adm in istratio n . 
He said he w an ts to fin d o u t 
to what degree co n gressio n al 
leaders wo u ld 
like to p a r ­ 
ticip ate in trip s abro ad. White 
H o u s e 
d i s c u s s i o n s 
w i t h 
fo reign o fficials an d o ther in ­ 
tern atio n al m atters. 
“ 1 wan t to m ake su re that in 
the fu tu re. Co n gress is mu ch 
mo re deep ly in v o lv ed in q u es­ 
tio n s relatin g to fo reign af­ 
fairs than it m ay hav e been 


recen tly ,” C arter said. 
He said he also will likely 
m ake trip s to W ashin gto n fo r 
bu dget discu ssio n s when he 
has mo re access to figu res 
fro m the Office o f M an age­ 
m en t an d 
Bu dget, an d fo r 
discu ssio n s o n Cap ito l Hill o n 
his p lan s to reo rgan ized the 
ex ecu tiv e bu reau cracy . 
“ What I wan t Co n gress to do 
is n o t ju st giv e me p ermissio n 
to reo rgan ize the go v ern m en t, 
I wan t the Co n gress to giv e me 
a directio n to reo rgan ize the 
ex eu cu tiv e bran ch o f go v ern ­ 
m e n t 
in 
a n 
a f f i r m a t i v e 
ex p ressio n .” 
C arter said he has m ade an 
“ u n p re ce den te d” 
effo rt 
to 
p r e p a r e 
him s e lf 
fo r 
the 
p residen cy . 
His 
tran sitio n 
staff, he said, has p u t to gether 
a 20-to 3 0-fo o t shelf o f bo o ks 
co v erin g abo u t 5 0 issu es. He 
to o k a su m m ary o f tht stu dy , a 
two -fo o t stack o f bo o ks, with 
him 
o n 
his 
v acatio n 
this 
weeken d to the Geo rgia co ast. 


“ I do n o t hav e an y trep ida­ 
tio n abo u t the fu tu re,” 
J i m m y 
C arter 
said. 
“ 1 
feel 
v ery 
dedicated, v ery so ber, v ery 
deep ly aw are o f the resp o n ­ 
sibilities that will be o n my 
sho u lders. 
“ I ho n estly c a n ’t say . ev en 
searchin g fo r so m e ex p ressio n 
o f m o desty , that I feel afraid 
o f the jo b.” 


Teenagers are 


charged with 


m an's murder 


KANSAS CITY (AP) - Two 
Kn sas City teen agers hav e 
been charged 
with 
seco n d- 
degree m u rder an d 21 o ther 
v io len t crim es by the Jackso n 
Co u n ty gran d ju ry fo llo win g 
an Octo ber crim e sp ree that 
in clu ded the sho o tin g death o f 
a y o u n g m an wo rkin g at a 
sm all an im al ho sp ital. 
Aaro n 
B. Jo n es. 
18, an d 
Marv in Williams, 17, re m a in ­ 
ed in the co u n ty jail after their 
in dictmen t u n der bo n ds o f $1.5 
millio n each. 
They w ere charged in the 
death o f J a m e s J. Bu rkho lder 
Jr., 21, who se bo dy was fo u n d 
at the an im al ho sp ital Oct. 26 . 
They also were charged with 
kidn ap in g, rap e an d 16 co u n ts 
o f ro bbery in co n n ectio n with 
a 3 6 -ho u r crim e sp ree Oct. 25 
an d 26 . 
Jo n es an d Williams w ere a r ­ 
rested in su bu rban P rairie 
Village, Kan ., after a high 
sp eed chase thro u gh K an sas 
City . 


W eekly 


Livestock 


M aking preparations 


The heads of the Ford and Carter 
transition team 
met at the White 


House this week to begin the task of 


turning over the reins of leadership 


from President Ford's Administration 


to 
that 
of 
President-Elect 
Jimmy 


Carter. At the meeting, left to right, 


White House chief of staff Richard 


Cheney; head of the Carter transition 


team Jack Watson; and John Marsh, 


counsellor to President Ford and head 


of his team. 
(UPl) 


KANSAS CITY (A P) - C o m ­ 
p ared with last w eek’s clo se: 
C attle: S lau ghter steers an d 
heifers 5 0-1.00 lo w er. S lau ghter 
co ws 
steady 
to 
5 0 
higher. 
F eeder stee rs steady to 1.00 
higher with w eights o v er 700 lb 
m o stly steady F eeder heifers 
steady to 1.00 higher, in stan ces 
2.00 higher o n 5 00-700 lb heifers. 
S lau ghter stee rs — cho ice 9 00- 
115 01b 3 6 .7 5 -3 8.00; 877 lb 3 6 .5 0. 
S lau ghter heifers — cho ice 85 0- 
1000 lb 3 6 .00-3 7.00, Slau ghter 
co ws — u tility an d few co m ­ 
m ercial 19 .00-22,00, few high 
dressin g 
22.5 0-23 .25 
F eeder 
steers — cho ice an d p rim e 6 02 
lb 3 9 .6 0; 5 22 lb 3 9 .75 ; cho ice 
3 5 0-5 00 
lb 
3 8 00-3 9 .5 0; 
few 
fleshy kin ds do wn to 3 5 ,7 5 ; 500- 
6 00 lb 3 6 .5 0-3 8.75 ; 6 00-700 lb 
3 5 .00-3 8.00; 
700-800 
lb 
3 4 .75 - 
3 7.00; m o derately fleshed an d 
fleshy 800-9 00 lb 3 4 .25 -3 5 .75 ; 
few lo ads 9 00-1025 lb 3 4 .75 -3 5 .5 0. 
F eeder heifers —' cho ice an d 
p rim e 56 .3 -708 lb :13 ,5 0-3 4 .3 0; 
cho ice 4 00-5 00 lb 28,5 0-3 1.00; 
5 00-6 00 lb 28.75 -3 2.5 0; 6 00-700 lb 
3 0 .0 0 - 3 3 .0 0 ; 
7 0 0 -8 25 
lb 
3 1.00-3 3 .00. 
S heep : 
S la u ghte r 
la m b s 
u n der 105 lb firm to 5 0 higher, 
bu t 
he a v ie r 
w eights, 
p a r­ 
ticu larly o v er 110 lb 1,00-4 00 
lo w er 
S lau ghter 
ew es 
an d 
feeder lam bs steady . Wo o led 
slau ghter lam bs — cho ice an d 
p rim e 9 0-100 lb 4 0.5 0-4 1.5 0; 102- 
110 lb 3 7.00-3 9 .00, 
110-120 lb 
3 5 .00-3 9 .00. 
Sho rn 
slau ghter 
lam bs — cho ice an d p rim e 85- 
lOO'lb 4 1.00-4 2.5 0, 
105 -115 lb 
3 6 .00-3 9 .00. S lau ghter ew es - 
u tility an d go o d 8.00-11,00; cu ll 
5 .00-8,00. 
F e e der 
lam b s 
— 
cho ice 
an d 
fan cy 
6 5 -9 0 
lb 
3 6 .00-3 8.5 0. 
Ho gs: B arro w s an d gilts 1,75 - 
2.25 higher. So ws u n der 5 00 lb 
1.25 -1.5 0 lo w er, o v er 5 00 lb 25 -5 0 
lo wer 
B arro w s an d gilts 1-3 
210-25 5 lb 3 2 5 0-3 3 .00; 1-2 208-225 
lb 3 3 ,25 ; 2-3 24 0-26 0 lb 3 1.75 - 
3 2.5 0; 
280-3 15 
lb 
28.00-29 .5 0. 
So ws 1-3 3 25 -4 9 5 lb 23 .00; 5 00-6 00 
lb 24 00-24 ,25 . 


W E D D IN G 


i n v i t a t io n s 


$15.00 Per 100 and up 
Scott's Book Shop 
4 08 So u th Ohio 


First-Ever Full-Line 
Bali Bra Sale! 1.50 O ff 


any style in stock — choose 
underwire, plunge or scoop. 


N o w Through N ^v^^b er 13. 
CAa p Tncun's 


406 So. O h io 


3 PC. PANTSUIT 
SPECIAL 


Trios in jacquarcf poly­ 
ester 
plaids, 
checks, 
stripes. Four different 
styles; Jackets, pants, 
skirt; jacket, shell, 
pants; jacket with two 
pair of pants. 


1 T T iL 
25 .9 9 
l / * / 0 
sizes 10-20 


Several Styles Available 


Sizes 14V>-24V, 
Reg. 26.99 
N O W 1B.76 
mope cfDflv 
^ fm c i 


Discussing Carter's win 


Israeli troops discuss the U.S. election 


with Lebanese Christian troops (left) 


through 


Israel. 


border fence at Metulla, 


(UPl) 


Bank robbery 


plot faces 


two in jail 


ST 
LOUIS (AP) - Two 
y o u n g men were in jail Satu r­ 
day fo llo win g a ban k ro bbery 
p lo t p o lice said was fo iled with 
the aid o f in fo rman ts. 
The two , p o lice said, were 
giv en gu n s lo aded with blan ks 
an d w ere p ro v ided a getaway 
v ehicle which tu rn ed o u t to be 
an u n m arked p o lice car with 
an o fficer in the tru n k. 
Po lice said n arco tics detec­ 
tiv e Jo hn G. Co rro n a gain ed 
the co n fiden ce o f Ken n eth M. 
Su iter, 21, an d E dw ard E. 
Welcher, 19 , in an u n derco v er 
ro le. 
After Co rro n a dro v e the two 
Friday mo rn in g to the To wer 
Gro v e Ban k & T ru st Co . o n the 
city ’s so u th side, p o lice said, a 
battery o f m o re than 20 detec­ 
tiv es in terru p ted their ro b­ 
bery attem p t. 
An o ther p o lice o fficer, Cap t. 
Jo hn G. Walsh, p o sed as a 
ban k gu ard an d was believ ed 
by Su iter an d Welcher to be 
carry in g $4 0,000 fro m the ban k 
when acco sted. 
The gam bit wo rked so well, 
p o lice said, that Su iter seized 
W alsh’s 
u n lo aded 
rev o lv er 
an d was cap tu red as he a t­ 
tem p ted to fire o n an o ther o f­ 
ficer ap p ro achin g the scen e. 


FREE GIFT! 
with your purchase of personalized Christ­ 
mas cards before October 25 at: 
HAVEY'S CARD & PARTY SHOP 
312 Sou th O h io 
Se d alia 


HURRY! 


FACTORY WHOLESALE 
OUTLET 
1709 W. Broadway 
LEISURE SUITS 
2 5 %OFF 
ALL OUTER WEAR 
1 0 % OFF 


Pi 
S p e d a i G roup 
LEISURE JACKETS 


S u g g e s t e d 


Retail '20'^“ O N LY 
00 


U se Your A4asfer C h a r g e • Bonk A m e r ,card 
or Lay A W ay 


O p e n : 9 KK) 
5:30 . M o n . T h u r. 


9 :0 0 a .m . 8 :0 0 p .m . f r i 9 :0 0 p .m . 
5 :0 0 p m . S a t u r ^ 


O PEN: 9:30 A M . To 5:00 P.M. M O N . - SAT. 
226 S. O h io 
FRI. TILL 8:30 P.M. 
Sed alia 


• • • 
KEEP YOURSELF 
LOOKING GOOD 


with a framed mirror from Dugan's 


choose from a large 


selection of styles 


shapes and sizes. 


a qualify 
mirror will 


be appreciated 
all year and 


for many years to come. 
STORM W INDOW S 
«>^>> STORM DOORS 


DOUBLE TRACK STORM-SCREEN W INDOW S HELP 
INSULATE YOUR HOM E AGAINST HEAT OR COLD 
CUSTOM ORDERED FOR PERFECT FIT. 
•W INDOW S 
«DOORS 
$ 2 3 5 0 
$ e 0 6 5 
EACH 
(Up to 60 United Inches) 
52 EACH 
(Standard Sizes) 
D U G A N ’ S 
"we want to be your favorite paint store 
116 E. 5th 
8260142 


Nothing funny about CB hoaxes 
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Bv INK D IPP ER 


to die 
Someone is going 
because of a CB hoax. 
Maybe it will be an am­ 
bulance driver rushing to the 
scene of an auto wreck that 
doesn’t really exist. Maybe it 
will be the victim of a real 
auto wreck who can’t get help 
because the ambulance is rac­ 
ing in the other direction. 
Or maybe, if we’re lucky, it 
will be the hoaxer himself, 
beaten to death by someone 
enraged over the black eye 
that hoaxes are giving CBers. 
Unfortunately, it will pro­ 
bably be one ot the first two 
people The hoaxer is prac­ 
tically untouchable. 
The hoax problem is nation­ 
wide. Local, state and federal 
agencies spend thousands of 
dollars 
a 
year 
to 
hunt 
emergencies which exist only 
in sick minds. 
A few hoaxes have drawn 
national 
attention, 
though 
hundreds of others occur each 


Ciersdorff is 


named to go 


over-seas 


Mark Ciersdorff, son of Mr. 
and Mrs 
Armin Ciersdorff, 
1405 South Warren, has been 
selected 
the 
Am ericans 
abroad student representative 
from 
Smith-Cotton 
tligh 
School for the summer of 1977. 
His name will now he sent to 
the American Held Service 
lAFS) International in New 
York tor notification of his , 
destination. 
Ciersdorff. a junior, was 
selected on the basis of written 
and oral presentations and in­ 
terviews conducted by the 
APS screening committee in 
association with the American 
Association 
of 
University 
Women, 
according*'to Jan 
Smithson. 
APS 
chairman 
here 


Pink slip given 


to Roger M iller 


D ALLAS 
I A PI 
- 
The 
general manager of the Fair­ 
mont Hotel has fired singer- 
composer Roger .Miller in the 
middle of a two-week engage­ 
ment at the hotel’s Venetian 
Room 
Julian Abio said Thursday 
that Miller s performance had 
not been “ up to expectations ” 
He declined further comment 
It was the first time in the 
room s history that a per­ 
former was fired in the middle 
of an engagement 
Abio said singer Marilsn 
Maye would open at the hotel 
today to replace Miller 
Miller has had several hit 
records, including “ King of 
the Road " and “ Dang Me” 
He also had a short-lived net­ 
work television show 


month. One estimate is that 
out of every 100 emergency CB 
calls, eight are fake. 
Sometimes a hoax can be 
discovered early A CBer at 
the scene of an alleged acci­ 
dent, tor instance, can alert 
police that someone is putting 
out a false report. 
But 
authorities 
have 
to 
follow through on others they 
have no idea that the report is 
anything but authentic. 
One of the most widely 
reported hoaxes was in 1973 
when a California CB operator 
heard 
a 
c a ll 
from 
an 
hysterical little boy who s'aid 
that his father had been killed 
and that he was calling from 
their overturned pickup truck 
in New Mexico. 
Searchers spent five days 
and $150,000 in man-hours, 
equipment use and fuel before 
the incident was marked up as 
a prank. 
In June, U.S. Coast Guard 
and law enforcement officers 
in Marathon, Florida, spent 


Bookmobi l e 


schedul e 


The 
Boonslick 
Regional 
Library bookmobile schedule 
for this week: 
Monday; Otterville School 9 
to ll;30a m.; Smithlon School 
12:30to3:15p m. 
Tuesday: 
Striped College 
11:30 a.m. to 1 p.m.; Dresden 
School 
1:30 to 2:45 pm.; 
LaMonle3to6 p m. 
Wednesday: Prairie Home 
§chool 9 to 11 a.m.; Bunceton 
School 12:30to3p m 
Thursday: St. Joseph School 
in Pilot Grove 9 to 11:30 a.m., 
Pilot Grove School 11:45 a.m. 
to2:30p m. 
Friday: Edwards 9:30 to 10 
a.m.. Forthview 10:45 to 11 ;30 
a m ; R-9 South School noon to 
2 p.m.; Fristoe 2;:iO to 3:30 
p.m. 


four frantic hours searching 
for two boats. According to the 
urgent distress calls, one of 
the boats was sinking with 
several people aboard, and the 
second boat then took the sur­ 
vivors, Next time calls from 
the second boat that it was 
overloaded 
and 
taking 
on 
water. 
Four hours after the first 
call, 
a 
woman 
contacted 
police and said she heard 
three men in a pickup truck 
putting out a distress call 
simi'ar to the ones transmit­ 
ted by the two “ boats” 
By the time the rescue 
operation was called off. tax­ 
payers had lost $20,000, 
Putting out a false distress 
call carries a maximum tine 
of $10,000, up to a year in jail 
or the tine and jail term. Put 
authorities have little luck cat­ 
ching hoaxers. 


A hoax usually doesn’t last 
long enough for the Federal 
Communications Commission 
to bring in sophisticated direc­ 
tion - finding antennas. 
Most hoaxes are quick calls 
to 
police 
or 
emergency 
monitoring stations. It’s like 
pulling the handle on a fire box 
and then running into the 
night. 


It the hoax problem is going 
to he brought under control, it 
will have to be done by CBers 
and not by outside agencies 
Groups that set up emergency 
monitoring svstems 
such as 
REACT and* ALERT 
have 
been successful in organizing 
CBers and cutting down the 
number of false calls. The 
groups work w ith law enforce­ 
ment agencies, and the police 
and sheriffs departments rely 
on the CBers tor accurate in­ 
formation. 


But most law entorcement 
agencies 
aren't 
that 
well 
organized for dealing with 
CBers. and even the best 
organization can’t help in all 
cases The New .Mexico and 
Florida 
incidents 
are 
ex­ 
amples of having to assume 
that the call is legitimate. 
Which leads us back to 
where this began 
someone 
is going to die. Let's hope tor 
the best. 


(c) 
The{’BTinu‘s-.Journal 
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Thank You 


To a ll the voters of P e ttis 
County, vuho w orked tow ard 
supporting my candidacy for 
reeiectlon as Sheriff of Pettis 
County, m y sincere thanks. 
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Smith Corona Sterling(R 
Automatic 12 
Electric 
Typewriter 


S T E R L I N G k 
a u t o m 
a t i c 
12, 
Family electric with power return. 
8 4 c h a r a c t e r k e y b o a r d , 1 2“ 
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list Price 
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CB radios more than a toy 


Graffiti fiends 


Ever wanted to write on someone's fence? Well, 
that's what people ore able to do in Houston. The 
Bic Company put up a picket fence so everybody 
who wonts to write on a fence con do so at the Main 
Street '76 happening. This young lady gets help 
from her friends to find on open space for her graf­ 


fiti. 
(UPl) 


By W ROBERT WELLER 
Asso ciated Press Writer 
ATIGUN PASS, Alaska (AP) 
— Yo u start u p the 4 .800-lo o t 
p ass in the care o f "The Heart- 
breaker," who tu rn s y o u o v er 
to "The Pass Watcher." On ce 
o v er the to p y o u are in the 
han ds o f "The Hap p y Pap p y ." 
All three o f them driv e ro ad 
g raders o n the tran s-Alaska 
p ip elin e hau l ro ad. An d their 
rig s are eq u ip p ed with CB 
radio s, which are mu ch mo re 
than a dev ice fo r "ho llerin g " 
at frien ds when y o u are this 
far n o rth o f the Arctic Circle. 
They can make the dif­ 
feren ce 
between 
life 
an d 
death. 
The 3 5 9 -mile ro ad n o rth o f 
the Yu ko n Riv er is kep t o p en 
all y ear to g et su p p lies to the 
p ip elin e co n stru ctio n camp s. 
Ro u g hly 80 p er cen t o f the 
ro ad lies n o rth o f the Arctic 
C i r c l e , 
a n d 
w i n t e r 
temp eratu res 6 0 belo w zero 
are co mmo n , 
"The o n e an d o n ly , wo rld 
famo u s Thu n derbu g " driv es 
this two -lan e dirt ro ad like 
there was n o to mo rro w as he 
ro ars "ho me to m am a.” As he 
stan ds in fro n t o f the shin y 
Ro lls Ro y ce-like g rill o f his 18- 
wheeler he lo o ks to u g h en o u g h 
to han dle mo st o bstacles. 
Pau l Kö n ig , "the Thu n der­ 
bu g ," bo asts o f g o in g o v er 
Atig u n 
P a ss 
‘‘b a re f o o t’’ 
(witho u t chain s). As he is talk­ 
in g , this rep o rter’s o wn fo u r- 
wheel driv e wag o n is slidin g 
all o v er the icy hig hway . 
Bu t the An cho rag e tru cker 
say s, "I wo n 't g o u p this ro ad 
witho u t my CB." 
His bu ddy , Marty DeWitt o f 
Fairban ks, o r "Tin y Tim," 
tells a sto ry abo u t hau lin g a 
p ip elin e lo ad o n the stretch o f 


state-main ted ro ad so u th o f 
the Yu ko n . He was headed u p 
a hill when his rig tu mbled 
o v er a cliff 
He bro ke a rib bu t his radio 
still wo rked, an d he heard a 
frien d 
who 
was 
trav elin g 
ahead o f him ask: "Did y o u 
make it o v er the hill?” 
"I to ld him: ‘Yeah, bu t n o t 
the rig ht way .’" 
Aly eska 
Pip elin e 
Serv ice 
Co ., the co n so rtiu m o f o il co m­ 
p an ies bu ildin g the p ip elin e, 
main tain s the ro ad n o rth o f 
the Yu ko n . 
The 
tru ckers, 
like 
their 
“ g o o d bu ddies" do wn so u th, 
mo n ito r chan n el 19. Bu t they 
also can u se chan n el 11 to talk 
with the 12 p ip elin e camp s 
alo n g the ro u te. 
Each camp has a radio 
o p erato r han dlin g the co m­ 
mercial ban d freq u en cy u sed 
by Aly eska Pip elin e Serv ice 
Co .. as well as mo n ito rin g 
chan n el 11, 
The driv ers are n ev er mo re 
than 25 miles fro m a camp , so 
mo st o f the time they are 
within the trasmissio n ran g e 
o f CB radio s. An d if a tru cker 
can ’t reach the n earest camp , 
th e r e 's 
u su a lly 
a n o the r 
tru cker clo ser who can relay a 
messag e. 
Man y Aly eska co n stru ctio n 
tru cks hav e CB radio s an d can 
relay messag es to camp s v ia 
their mo re p o werfu l co mp an y 
co mmercial-han d radio s. 
The radio o p erato r in Old 
Man camp said that hardly a 
day p asses that he do esn ’t g et 
a req u est fo r so me kin d o f 
assistan ce, u su ally fro m 
a 
disabled v ehicle. 


As we talked with Old Man 
o n chan n el 19 , we p assed two 
wrecked tru cks. On e was a 
tan ker ly in g almo st u p side 


do wn bu t n eat-as-y o u -p lease 
o n the n arro w strip between 
the ro ad an d the fo rest. There 
were n o in ju ries in either 
acciden t. 


Tru ckers also can call to the 
radio o p erato rs, like 
"The 
W in e m a ke r’’ 
in 
D ietrich 
Camp , to reserv e a ro o m fo r 
the n ig ht. The driv ers are 
allo wed to sp en d the n ig ht in 
the camp s an d eat in the 
cafeterias free. 


The tru ckers o ccasio n ally 
g et ro ad in fo rmatio n fro m the 
camp s, mo re o ften fro m each 
o ther. An d there are ro ad co n ­ 
ditio n sig n s o ccasio n ally . 


On e thin g tru ckers do n ’t 
n eed to wo rry abo u t are bears 
o f 
the 
fo u r-wheel 
v ariety . 
Bears — o f the fo u r-leg g ed 
v ariety — an d wo lv es are seen 
freq u en tly alo n g the ro ad. 


The radio s also are cru cial 
to break the lo n elin ess. The 
tru ckers, man y ridin g witho u t 
p artn ers, u se them to p ass the 
time. Mo re than o n e we heard 
a static-filled an d fain t p lea: 
"Breaker 19 , is there an y bo dy 
o n this here hau l ro ad to day ’’" 


That g o es fo r the wo rkers, 
like Ro n Lu kken o f Pu y allu p , 
Wash,, to o . He sp en ds 12 to 16 
ho u rs daily miles fro m the 
camp , smo o thin g the ro ad 
with his g rader. 


Du rin g the win ter mo n ths 


there are n ig hts "when y o u ’re 
lu cky if o n e tru ck p asses." 
An d the o n ly p erso n Lu kken — 
"The Heartbreaker" — sees is 
the fo reman who brin g s him 
his lu n ch. His day is made 
when driv ers tell him he’s "- 
do in g a g reat jo b” 


LWML CHILI SUPPER 4 BAZAAR 
Choice of Chili, Sandwich or 
Chicken Noodle Soup 
M.OO 


Pie included............................................................Drink extra 
OUR SAVIOR LUTHERAN CHURCH 
3700 W. Broadw ay, Sedalia 
N o v e m b e r 13. 19 76 
11 
a.m . to 8 p.m. 


JEFFERSON 
CITY, 
Mo . 
(AP) — The Demo cratic ma­ 
jo ritie s 
o f 
the 
M isso u ri 
leg islatu re hav e selected the 
men who will g u ide the Ho u se 
an d Sen ate du rin g the n ex t 
two y ears. 
No rman Merrell o f Mo n - 
ticello , who has serv ed as ap ­ 
p ro p riatio n s chairman in the 
Sen ate fo r the p ast two y ears, 
was n o min ated o n Friday as 
p residen t p ro tern His selec­ 
tio n , which will ro u tin ely be 
ratified by the fu ll Sen ate, was 
witho u t o p p o sitio n . 
He will 
su cceed 
William 
Caso n 
o f 
Clin to n , the p residen t p resi­ 
den t p ro tern who failed in his 
bid fo r the g o v ern o r's o ffice. 
In the Ho u se, where Sp eaker 
Richard Rabbitt o f St Lo u is 
made an u n su ccessfu l bid fo r 
lieu ten an t g o v ern o r. Majo rity 


F lo o r 
L e a d e r 
K e n n e th 
Ro thman 
o f 
Clay to n 
was 
n o min ated to su cceed Rabbitt. 
His n o min atio n , alo n g with 
that o f Bo b Griffin o f Camero n 
as sp eaker p ro tern , mu st also 
be ratified bv the fu ll Ho u se. 


While the Sen ate Demo crats 
selected their leaders fo r the 
79 th Gen eral Assembly in an 
o p en 
m eetin g s 
at 
which 
cam eras an d tap e reco rders 
w e re 
p e r m i lt e d . 
H o u se 
Demo crats 
co n tin u ed 
their 
p ractice o f makin g su ch selec­ 
tio n s behin d clo sed do o rs. 


" I t’s o u trag eo u s,” said Ted 
Stein o f Co mmo n Cau se, the 
self-sty led 
citizen s 
lo bby . 
"This is a majo r p o licy deci­ 
sio n meetin g . It sho u ld be 
o p en 
to 
the 
p u blic. 
I t’s 


esp ecially an n o y in g sin ce the 
Sen ate cho se its leaders in the 
su n shin e." 
Bu t Ro thman said he felt 
p arty cau cu ses sho u ld be clo s­ 
ed ■’n ecau se they are a p arty 
fu n ctio n . 
A 
cau cu s 
is 
a 
p o litical, n o t a g o v ern men tal 
bo dy " an d therefo re n o t su b­ 
ject to the o p en meetin g s law. 
In additio n to Merrell, who 
wo n his n o min atio n witho u t 
o p p o sitio n . Jo hn Schn eider o f 
St 
L o u is 
w as 
s e le c te d 
Demo cratic flo o r leader in a 
three way race, su cceedin g 
the retirin g Lawren ce Lee o f 
St. Lo u is. 


In 
the 
H o u se , 
w he re 
Ro thman easily defeated two 
challen g ers an d Griffin was 
selected witho u t o p p o sitio n . 
Jo e Ho lt o f Fu lto n was n amed 


Attacking vending machines 
an old American tradition 


ROANOKE, Va 
(APi - 
Stick y o u r last co in s in a so ft 
drin k v en din g machin e an d it 
will emit its electro n ic chu ckl­ 
in g an d clickin g n o ises an d 
then du mp y o u r drin k do wn 
the drain as the cu p fails lo fall 
in p lace 
Dep o sit y o u r last q u arter in 
a p ay telep ho n e 40 miles fro m 
the n earest chan g e an d it will 
swallo w the co in an d reward 
y o u with silen ce 
Pick an y g u mball machin e 
an d watch it fo r fiv e min u tes 
Witho u t fail, its iitlle chro me 
chu te 
will 
su ck 
u p 
a 
3- 
y e a r - o l d ’s 
fin g e r 
thr e e 
kn u ckles deep 
When y o u g et rip p ed o ff, o r 
thin k y o u 'v e been rip p ed o ff. 
by a v en din g machin e, y o u say 
"Aw, 
s hu c ks ,” 
an d 
walk 
away . R ig htW ro n g 
Ev en the mo st mello w an d 
p acifistic g en tleman o r little 
o ld g ran dma is ap t to seek 
rev en g e, whether it be with a 
bo o t to the machin e's u n feel­ 
in g bo dy o r a dain ty lap with 
the heel o f the han d 
Ven din g machin es are su b­ 
jected to almo st ev ery p o ssi­ 
ble fo rm o f hu man abu se. Peo ­ 
p le kick them, beat them with 
so lid o bjects, ru n o v er them 
with cars an d thro w them in 
swimmin g p o o ls 
There was ev en a case in 
No rth Caro lin a where a co ffee 
machin e failed to p ro du ce an d 
g o t its n eo n brain blo wn o u t by 
a disg ru n tled cu sto mer p ack­ 
in g a 45 
Tho se who sell, serv ice an d 


sto ck v en din g machin es in this 
area say su ch v an dalism is 
tap erin g o ff. mo stly becau se 
o f 
m o re 
dep en dable 
ap ­ 
p aratu s. Bu t the p u blic still 
r e g u l a r l y 
a t t a c ks 
t he 
machin es. 
To m Gibso n , a so ft drin k 
co n tro ller, 
said 
his 
firm’s 
damag e recen tly has been 
held to abo u t $1.500 to $2.000 a 
y ear becau se the machin es 
are better n o w an d the co m­ 
p an y is mo re cho o sy abo u t 
where it p u ts them, 
"The big g est damag e n o w," 
Gibso n said, "is fro m p eo p le 
breakin g in fo r the mo n ey , bu t 
we’v e had them beat u p the 
machin es 
with 
ham m ers” 
Lewis 
Bo wy er. 
assistan t 
serv ice man ag er fo r an o ther 
so ft drin k firm here, said his 
co mp an y 's machin es g et a 
wo rko u t 
"We re ju st g ettin g o n e back 
to g ether that was in a car- 
w a s h . " 
B o w y e r 
s a i d 
"So mebo dy ran o v er it with a 
car." 
A n o t h e r 
s o f t 
d r i n k 
distribu to r said o n e o f his 
machin es had been fo u n d m 
the 
swimmin g 
p o o l 
o f 
an 
ap artmen t co mp lex . Gettin g it 
there w as q u ite a feat 
i t lakes two g o o d men an d 
a do lly to mo v e o n e o t tho se 
thin g s', " the distribu to r said 
■Yo u 'v e g o t to be p retty mad 
at a machin e lo g o to all that 
wo rk ju st becau se it didn 't 
g iv e y o u y o u r drin k ” 
Gibso n said his co mp an y u p ­ 
dates its machin es ev erv fiv e 


to six y ears n o w, an d that this 
p ractice has cu t do wn o n v an ­ 
dalism co n siderably . 


Bu t in sp ite o f all p recau ­ 
tio n s, they 're resig n ed to the 
fact that co in -dro p p ers o cca­ 
sio n ally are g o in g to win d u p 
emp ty -han ded. An d so me are 
g o in g lo attack the machin es 


Demo cratic flo o r leader in a 
fo u r-man 
race, 
su cceedin g 
Ro thman . 
The 10 Sen ate an d 51 Ho u se 
R e p u b lic a n s 
w ill 
se le c t 
leaders n ex t week. 
Merrell, 52, a Lewis Co u n ty 
farmer an d 
fo rmer scho o l 
su p erin ten den t, established a 
rep u tatio n as a tireless wo rker 
as ap p ro p riatio n s chairman . 


As the man who makes u p 
the co mmittee membership 
an d assig n s bills du rin g the 
sessio n , 
M errell 
said 
he 
w a n t e d 
to 
m e e t 
wi t h 
Demo cratic Go v . Elect Jo sep h 
T e a s d a l e 
t o 
d i s c u s s 
Teasdale’s 
leg islativ e 
p ro ­ 
g ram an d establish a "g o o d 
wo rkin g 
relatio n ship " 
with 
the in co min g chief ex ecu tiv e. 
Bu t he p o in ted o u t that n o 
g o v ern o r "g ets ev ery thin g he 
wan ts” fro m the state Sen ate. 
Ro thman , who se tasks as 
sp eaker are similar to tho se 
Merrell will assu me, said he 
made n o co mmitmen ts to win 
the sp eakership an d will n o w 
hav e a "free han d" to mo ld 
the Ho u se fo r the u p co min g 
sessio n . 
He said ru le chan g es to 
sp eed co n sideratio n o f imp o r­ 
tan t bills an d p o ssibly redu ce 
the n u mber o f Ho u se co mmit­ 
tees wo u ld be co n sidered. He 
also ex p ressed a desire to 
dev elo p a g o o d wo rkin g rela- 
t i o n s hi p 
wi t h 
t he 
n ew 
g o v ern o r. 


For the m ost im portant day of 
your life. Com plete selection 
for a truly individual go w n for 
you and your party. P ro fe ssio n ­ 
al assistan ce in selecting from 
^our com plete selection of fa b ­ 
rics, headpieces, ribbons, Jaces 
and trim m ings. 


R i i d i s i l l F a b r i c s 


FOR SALE 
GOOD USED TRACTORS 
i. Deer 8630 
J. Deere 4630 
J. Deere 4430 
J. Deere 5020 
J. Deere 4320 
J. Deere 3020 


J. Deere 50 
JrDeer A 
M. Ferguson 1155 
A.C. D-21 
A.C. W-D 
interest Free Financing 
•Til M arch 1. 19 77 


GOOD USED COMBINES 


J. Deere 4400 D 
J. Deere 95 
Case 660 


J. Deere 4400 G 
J. Deere 45 
I.H.C. 101 


Interest Free Financing ‘til Oct. 1, 19 77 


We have access to m any Tractors 
and Combines. Come see us for 
your 1977 Equipment needs. 


SEDALIA IMPLEMENT CO. 


u 
Nothingruns 
likeaDeere* 
2205 s. Lim it 
826-0466 


Sin g er has been makin g hig h q u ahtv 
sewin g machin es to r 
12b y ears. W hich 
mean s when we hav e a sale, y o u g et mo re 
than a g reat p rice. Yo u g el a g reat machin e. 


M V I I S 1 * M \ ( H I M 


I A S H I O N M \ I 
1 * . \ t \ ( H I M 
NOW 


■ 
' 
' 
' 
^ 
' 
^ 
9 
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House, Senate leaders selected 


m a r b l e 
VANITY TOPS 
30% OFF 
P.6. Co's 
South 6 5 H igh w a y 


TAMA CLAUS IS 
C0MIN6 TO TOWNI 


G ift Certificates 
Loy-Aw ay 
Free G ift W ra pp in g 
SEDALIA YAMAHA 


SAVE 
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t’KlCfS optional AT 
PAMTICIPAT INC', DF ALf MS 
• A I RADf MARK Of 
TMf SlNGf M COMPANY 


209 S. Ohio 
826-2455 SINGER 


I 


FREE! 


y I 
r i v a l 
# »T |.|{j|]C K.p|iil) 


WINTER’S ON THE WAY . . . 
NOW’S THE TIME TO INSU­ 
LATE AND BEAUTIFY WITH 
NEW 
U N ITED 
ST A T ES 
STEEL 
PRODUCTS 
NOW 
ON SALE! 


Mail this coupon below within 10 
days and you’li receive a FREE 
Rival 3 V2 
quart crock-pot. 


A j ^ U n i t e d States Steel 
\ r v Y / smpKK m 
x ii sin iN c 


Mail to: SPRINGFIELD BETTER HOMES 
3704 Glenstone Station 
Springfield, MO 65804 


Y E S ! 
I'm returning this co upo n for more information about United Stales Steel 
Siding. I understand that to qualify for my F R E E Rival Crock-Pot, 
I must be a 
hom eow ner and would co n sid e r re-siding my present hom e . . . I will give the 
representative adequate time to co nduct a dem onstration in my home, and quote 
price and terms, 
i also understand that this F R E E G IF T IS NOT an inducem ent 
to buy. 


NAME 
PHONE. 


ADDRESS. 


CITY_____ 


.COUNTY. 


STATE, 
ZIP. 


DIRECTIONS. 


♦ 


CALL IN MORNING 
( ) 
AFTERNOON 
( ) 
EVENING 


MAIL TODAY FOR CROCK-POT 


( ) 


T h e S e d a lia D e m o c r a t , S u n d a y , N o v . 7 ,19 7 6— 7 B 


Nothing cheap 
about ¡elly beans 


Back in the box 


Following President Ford's defeat in 


the 
Presidential 
election 
his 
wax 


figure 
at 
M o d o m e 
Tussoud's W ax 


M useum in London w as replaced by 


one of Jimmy Carter. Here, Ford's 


head is packed into a box to be sent 


‘to Tussoud's storeroom at W ookey 


Hole in Somerset, where it will be on 


display to the public. 
(UPl) 


LOS 
ANGELES 
<AF) 
- 
Do es th e wo rld really n eed a 
co co n u t jelly b ean ’’ 
Yes, say s Dav e Klein , a 
3 0-y ear-o ld 
la w y er 
tu rn ed 
jelly b ean 
en tre p ren e u r 
Of 
co u rse, h e also say s th e sa me 
th in g ab o u t h is tan gerin e, ro o t 
b eer, green ap p le an d co tto n 
can dy jelly b ean s. 
“ J e l l y b e a n s 
h a v e 
b een 
aro u n d fo r a lo n g time, b u t n o 
o n e's ev er do n e an y th in g with 
th em 
— 
th is 
is 
a 
b reak ­ 
t h r o u g h , ” 
s a y s 
K l e i n , 
wh o sells h is “ go u rmet jelly - 
b ean s" u n der th e n ame “ Jelly 
Bellies,'' 
At $2 a p o u n d Jelly Bellies 
are th e wo rld s mo st ex p en ­ 
siv e jelly b ean s, acco rdin g to 
Klein , wh o claims to h av e 
research ed th eir h isto ry ex 
ten siv ely Th ere are 4 17 to th e 
p o u n d, giv e o r tak e a b ean , 
an d each h as fo u r calo ries. 
Klein 
is 
mark etin g 
Jelly 
Bellies to dep artmen t an d fo o d 
sto res an d is o fferin g fran ­ 
ch ises 
in th eaters an d 
ice 
cream p arlo rs 
A p ilo t fran ­ 
ch ise 
in 
an 
Alh amb ra 
ice 
crea m p arlo r h as b een q u ite 
su ccessfu l, acco rdin g to sto re 
o wn er Bo b Fo i selman 
“ Th ey really seem to h av e 
cau gh t o n ." say d Fo sselman . 
wh o h as b een m th e ice crea m 
b u sin ess fo r 3 5 y ears 
“ Th e 
co n cep t catch es p eo p le’s im ­ 
agin atio n s. Origin ally , it was 
sales to k ids, b u t n o w th ey ’v e 
dev elo p ed p arty b u sin ess — 
sh o wers, w eddin gs an d so o n " 
In additio n to th e ab o v e 
flav o rs. Jelly Bellies co me in 
o rdin ary strain s lik e lemo n , 
lime, ch erry an d grap e 
Fo r 
th e mo re adv en tu ro u s, th ere 
are lico rice, c rea m so da an d 
co u n try melo n jelly b ean s 
Klein , wh o dev elo p ed th e 


At wit's en d 


Sand breeding 


By FK M A B O M B E C K 


B e m e m b er th o se wo n derlu l 
p eo p le v v h o b ro u gh t y o u th e 
Pet 
Ko ck ” 
in 
lime 
fo r 
Ch ristmas giv in g last y e a r ’’ 
Well, th ey 're b ack again an d 
th is 
t im e 
it 's 
tlie 
.San d 
Breedin g k it 
Th is o n e co n ­ 
tain s two glass test tu b es filled 
with “ male " an d "f emale " 
san d, 
alo n g 
with 
a 
tu lly - 
illu straled, easy -to -read train ­ 
in g man u al 
Th e man u al giv es y o u “ h o w 
to " h in ts o n h o w to get y o u r 
san d tn b reed an d gro w 
a 
b each , a desert, h ard-to -fill 
lan dfill, k itty litter, o r filler 
fo r h o tel ash tray s 
Hav (‘ y o u ev er wo n dered 
wh at it wo u ld b e lik e day after 
day to sell th ese faddies',’ It 
co u ld m ak e a real y o -y o o u t o f 
y o u 
I in terv iewed a salesp erso n 
at o n e o l th e lo eal gift sh o p s 
th at carries a co mp lete lin e o f 
th ese min d b lo wers. 
"Ho w are th e p el ro ck s mo v ­ 
in g*’ " 1 ask ed h er 
"Th ey slo wed u p a b it after 
Ch ristmas, sh e said, "b u t th e 
Stu d ro ck s are go in g well." 
“ Ho w 
do th e Stu d 
ro ck s 
wo rk '.’’ 1 ask ed. 
“ Ho w 
wo u ld a Stu d ro ck 


wo rk '’" sh e said disgu stedly . 
“ It m ate s an d h as p eb b les. 
Th en , th ere are th e Ho rn y 


s t o n e s , 
c o m p l e t e 
w i t h 
b o o k le t" 
“ 1 do n 't 
wan t 
to see it. 
Wh at’s th is k ii all ab o u t’’ ' 
Sh e sh o w ed me a glass b o wl, 
co mp lete w ith san d an d ro ck s. 
“ Th is is o u r in v isib le go ldfish 
b o wl Hey . 1 wo u ldn 't p u t my 
fin ger in th at b o wl. It co n tain s 
th e 
in v isib le 
p ira n h a," 
In ­ 
stin ctiv ely , 1 p u lled my h an d 
o u t o f th e b o wl an d felt lik e a 
fo o l. 
"Th is is n ew th is y ear. It's 
called th e Din o sau r Eggs." 
" W h er e ’.’" 
“ Here in th e n est. Yo u h av e 
to sit o n 'em fo r IIH h o u rs 
b efo re th ey h atch 
Oh . an d 
th ese are go o d th is y ear — th e 
Miracle lio ck s. Th ey ch an ge 
co lo r with y o u r mo o d lik e th e 
rin gs did last y e ar." 
.As 1 walk ed to ward th e do o r, 
1 disco v ered so meth in g. 1 was 
smilin g an d h ad b een all du r ­ 
in g th e co n v ersatio n . Fo r a 
few min u tes, 1 h ad fo rgo tten 
ab o u t U.S. fo reign p o licy , b u s­ 
in g. ab o rtio n , my so n ’s rep o rt 
card, n atu ral disasters, an d 
th e way my car sh o o k wh en I 
go t it u p to 3 5 mp h . Wo u ld I 
p ay $3 , $4 , o r ev en $5 fo r th is 


ridicu lo u s in stan t jo k e'’ Ab ­ 
so lu tely n o t. It was silly . I’m a 
fu ll-gro wn , 
m atu re 
wo man 
with mo re re ga rd fo r mo n ey 
th an th at 
Besides, wh en my p et ro ck 
ran away fro m h o me last y ear 
1 go t stu ck with a ju m p su it 
an d a water b ed fo r it! 
c, 19 76 Field En terp rises. In c. 


Thank You I 
Thank You f Thank You! 


for 
your 
confidence 
in 
m e 
to 
represent you for the next two years. I 
will 
a lw a ys 
be 
available 
for 
suggestions for a better Pettis County. 
Contact AAe. 
Gratefully, 


Russell M cFatrich 
Eastern District Ju d ge 


(Because W e A re M o v in g ) 
15 % OFF 
on all 
Trees 
Shrubs 
Bulbs 
Fertilizers 
W eed K ille rs 
Insecticides 
H and Tools 
Rock M u lch es 
A ll O th e r Item s 


C A SH A N D 
C A R R Y O N L Y 


T 
i m 
's g 
i i r d 
e t i c 
e 
n 
t e 
r 


826-4411 1000 West Main Redo lía 


GOLDEN V ALLEY 
FURNITURE 
W est Hwy. 5 0 At Broadw ay Hom e Site 
100% NYLON VELVET 
SWIVEL ROCKER By PIONEER 


S 1 9 9 9 9 
THIS WEEK 
Sug. 
Retail. 
*129 
95 


5 PIECE SOLID PINE 
BEDROOM GROUP by BASSEH 
20%P OFF 
6 PIECE SOLID MAPLE 
Martha Washington Bedroom 
Group By Bassett 


BOX SPRINGS 
and MAHRESS 
By NATIONAL 
XA 20% 


H 2 5 00 
’ - 


ALSO A FULL- 
LINE OF SEALY 
BOX SPRINGS AND 
MAHRESSES 
IN STOCK 


10% HOLDS CHRISTMAS LAYAWAY UNTIL DEC. 20th WITH NO INTEREST 
FREE DELIVERY 
GOLDEN V ALLEY 
FURNITURE 
WHERE QUALITY IS HIGHER THAN THE PRICE 


W est Hw y. 50 
8 26-9360 


BING'S 


Your Home-Owned 
Food Stores 


flav o rs with th e aid o f a fo o d 
ch emist, o rigin ally h ad co n ­ 
co cted 
a 
watermelo n 
Jelly 
Belly 
Ho wev er, h e co u ldn ’t 
decide wh eth er to co lo r it red 
o r green — two -to n e jelly ­ 
b ean s p resen t tech n ical p ro ­ 
b lems — so h e p ick ed green 
an d n am ed th e flav o r co u n try 
melo n 
Klein wen t to law sch o o l 
after wo rk in g h is way th ro u gh 
UCLA 
sellin g 
“ Big 
D av e’s 
Po p co rn " b u t decided again st 
p racticin g law 
"I h av e frien ds wh o are 
lawy ers wh o get sick in th e 
mo rn in g wh en th ey h av e to go 
to co u rt," say s Klein , wh o felt 
th e p ressu res o f th e legal field 
migh t b e a b it mu ch His s e ­ 
co n d ch o ice — th e wh o lesale 
n u t b u sin ess — led h im in to 
su p p ly in g co o k ie m ak e rs an d 
o th er fo o d m an u f act u r ers with 
cash ews, raisin s an d o th er in ­ 
gredien ts 
His dealin gs with 
can dy 
mak e rs 
go t 
h im 
to 
th in k in g ab o u t th e n eglected 
jelly b ean , h e say s, with th e 
idea fo r Jelly Bellies co min g 
to h im o n e n igh t in h is sleep 
Klein is cu rren tly wo rk in g 
o n n ew flav o rs — th ere are 14 
n o w — an d p lan n in g h is n ex t 
creatio n — a 10-p o u n d Jelly 
Belly , p o ssib ly with a p u m ­ 
p k in flav o r Fo r Th an k sgiv in g 
o f co u rse 


DR.J.B. ROACH 


Op to metrist 


Manatt Building 
1501 S. Limit 


Sedalia, Mo. 65301 
Phone 8 27-3220 


SAVES YOU MONEY EVERY DAY 
State Fair Center - Broadway & Emmet. 
FRYERS 
W hole or Fam ily Pale 
HAMS 


Rodeo Dry Cured Shank Portion 


W hole 
or 
3utt 
P ortio n 


8 9 
Pork Steak in ,89 


Ground Beef 
Hen Turkeys 
Spore Ribs 
Pork Roost 


1 0 lbs. 
o r 
m o re . Lb. 
A lw a y s G o o d 
1 0 x 1 2 A v. 
Lb. 


C o u n try 
S t y le . 


W h o le 
End 


. Lb. 


Lb. 


59* 
69* 
99* 
99* 


Sliced Bacon 


F a rm la n d 
Lb. 


C o u n try 


29 


Pork Sausage‘Tf;-7ib.69* 
Chunk Bologna 
79* 
Oldhams Chili ^2; . 89* 
Ice Cream 


M eadow Gold Rounds 


H alf 
G al. 
BISCUITS 


Corn 
Peas 
Ketchup 


Shurfresh 
Sw e e t or 
b u tte rm ilk 


8 oz. 
Can 
1 
0 


G o o d V a lu e 
W h o le K e r n e l. 


R a in b o w 
4 
4 


I S oz. 
con 


I S oz. 
can 


H e in z 
14 oz. 
P u re T o m a to , 
b tl. 


$ ] 0 0 


$ ] 0 0 


49* 


3 o z . 
5 Ctn . 
Jello Gelatin. 
Royal Gelatin 
Tomatoes Cove Creek 4 C a n 


3 oz. 
Ctn , 


$]00 


19* 


30 3 $1 00 
COFFEE ■ 


M axw ell House All Grinds 
Shasta Asst. Flavors 


1 lb. 
Can 


64 oz. 
Btl. 
Crackers 
39"^ 


Corn Flakes': ” ’?." 64* 
Wheatles.%"H.°'.. 'iv: 77* 
Rice Krispier’‘ ’?."77* 


Shortening 
Grope Jelly 
Hie Drinks 


M r s. 
42 oz. 
T u c k e r s . . C tn . 99* 


18 oz. 


49* 


Jr. 


A sst. 
F la v o rs 
46 oz. 
C on 


Golden Ripe 


Lb. 


Tomato Sauce - " 6 


Root Beer 
Baby Food 
Bleach 


12 oz. 
. 6 ca n s 


G e r b e r s 
G *'4 
S tr a in e d .. . oz. 


$] 0 9 


16* 


Flour 5 .24 85* 


Sn o 
W h ite 
ga l - A 7 
^ 
ju g. T # 


Gold Medal 
PorknBeans 
Dog Food „.„„,.« ..'.‘"14* 


V a n 
300 
C a m p s .C a n d a W 


Orange Juice 


Shurfine Frozen 
6 


6 oz. 
C an s$ 1 0 0 


Totino's Asst. 


13 oz. 
Ctn. 


8B—The Sed alia Demo crat 
Co ns» » rv a liv o v iew 
Hig h Co urt’s incredible ro a d to busing 


By JA M E S J KILPATRICK 
WASHINGTON 
- 
In 
a 
familiar 
p hrase, we o ften sp eak o f the "bo d y o f 
the law ” By metap ho rical ex ten sio n , 
o n e gets to the an ato my o f the law an d 
then ce to d issectio n o f the law In his 
recen tly p u blished bo o k . "Disaster by 
Decree," Lin o A Graglia has p erfo rmed 
a masterfu l jo b o f d issectio n o n the bo d y 
o f law co n cern ed with race an d scho o ls. 
This is a su p erlativ e wo rk 


Graglia brin gs imp eccable cred en tials 
to his p atho lo gical task 
He is a n ativ e New 
Yo rk er, a grad u ate o f 
City 
Co llege o f New 
Yo rk , a grad u ate in law 
f r o m 
C o l u m b i a , 
a 
fo rmer Dep artmen t o f 
Ju stice atto rn ey . He is 
n o w a p ro fesso r o f co n ­ 
stitu tio n al law at the 
Un iv ersity 
o f 
Tex as 
Law Scho o l His bo o k is p u blished by the 


Kilp atrick 


Co rn ell Un iv ersity Press. He su ffers n o 
So u thern stigmata 


Step by p atien t step , Graglia traces the 
co u rse o f d esegregatio n taw fro m a p o in t 
befo re the famo u s Bro wn d ecisio n o f 19 54 
to the mo st recen t d ecisio n s affectin g 
Bo sto n an d Detro it. He fin d s the co u rse 
"in cred ible " The Su p reme Co u rt, he 
o bserv es, 
began 
by 
p ro hibitin g 
an d 
d ep lo rin g 
racial 
d iscrimin atio n ; 
the 
co u rt n o w stan d s in a p o sitio n o f req u ir­ 
in g 
an d 
ap p ro v in g 
the 
v ery 
racial 
d iscrimin atio n it o n ce co n d emn ed . 


"This imp o ssible task has req u ired it 
to reso rt to metho d s — u n fair an d in ac­ 
cu rate 
statem en ts 
o f 
fact, 
p aten tly 
fallacio u s reaso n in g, an d p erv ersio n o f 
the 19 6 4 Civ il Rights Act — that wo u ld be 
co n sid ered scan d alo u s in an y o ther in ­ 
stitu tio n o r o fficial o f American go v ern ­ 
men t." 


In so me y ears o f read in g bo o k s abo u t 
the law, I can n o t recall a critiq u e mo re 
co mp rehen siv e, o r mo re d ev astatin g. 
Co mment 


THE SEDALIA DEMOCRAT 


The Sed alia Cap ital 


Published a t Seda lia , Misso uri, by The Seda lia 
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Fulltime emerg ency 
co v era g e will co st 


Head ers who resp o n d ed to this 
week ’s So u n d Off q u estio n were 
rather emp hatic in their o p p o si­ 
tio n to co n tractin g with a p hy si­ 
c ia n s’ 
serv ice 
to 
staff 
the 
emergen cy ro o m 
at Bo thwell 
Ho sp ital. 


Co st, o f co u rse, is the big fac­ 
to r, with an estimate that it will 
ru n the ho sp ital $25 0,000 a y ear 
fo r 24 -ho u r co v erage. Abo u t 80 
p er cen t o f this wo u ld be recap ­ 
tu red by the emergen cy ro o m, 
with the balan ce fro m higher 
ro o m rates an d charges fo r an ­ 
cillary serv ices at the ho sp ital. 


Asid e fro m co st, so me read ers 
also o bjected the id ea itself, 
thin k in g that lo cal p hy sician s 
s ho u ld 
b e a r 
this 
b u r d e n . 
Altho u gh 
we 
can 
u n d erstan d 
su ch a feelin g to so me ex ten t, the 
facts are that this is n o t a 
realistic p o ssibility to d ay , if it 
ev er was. If we w'an t fu lltime 
em ergen cy ro o m co v erage, we 
are go in g to hav e to p ay fo r it. 


Right n o w p hy sician co v erage 
fo r the em ergen cy ro o m is p ro ­ 
v id ed by an y d o cto r who iliight 
hap p en to be in the ho sp ital, 
main ly d u rin g the d ay , an d at 
n ight by the o n -call d o cto r. This 
c’p n 
re s u lt 
in 
d e la y s, 
an d 
p ro mp ts a lo t 
o f 
co mp lain ts. 
Altho u gh statistics sho w that 
o hly a small p ercen tage o f tho se 
who go to the emergen cy ro o m 
a c t u a l l y 
r e q u i r e 
e x t e n s i v e 
ejn ergen cy treatmen t, the fact 
remain s that these p eo p le are in 
n b mo o d to p lay the waitin g 


Berry’s World 


than Graglia’s assau lt u p o n the Su p reme 
Co u rt's twisted trail in the m atter o f 
scho o l d esegregatio n . He has n o tro u ble 
with the Bro wn d ecisio n as su ch; the 
So u th’s schem e o f co mp u lso ry se gre ga ­ 
tio n p lain ly d isad v an taged so me child ren 
an d 
therefo re d en ied 
these 
child ren 
eq u al p ro tectio n o f the law. Bu t Graglia 
has great tro u ble with Chief Ju stice W ar­ 
ren 's o p in io n su p p o rtin g that d ecisio n , 
an d he has still greater tro u ble with the 
co n trad icto ry d ecrees that hav e fo llo wed 
in its wak e. 


The Bro w n case o f 19 54 led d irectly to 
the Civ il Rights Act o f 19 6 4 In co n stru in g 
the 19 6 4 act. Graglia d emo n strates, the 
Su p reme Co u rt d isd ain ed the histo ry , the 
sp irit, 
the 
in ten tio n , 
an d 
the 
p lain 
lan gu age o f the law. 


The Civ il Rights Act sp elled o u t ex ­ 
p licitly what " d esegregatio n " 
mean s 
an d what it d o es n o t mean . Desegrega­ 
tio n , said Co n gress, " m e a n s the assign ­ 
men t o f stu d en ts to p u blic scho o ls an d 


within su ch scho o ls witho u t regard to 
their race...” Desegregatio n , said Co n ­ 
gress, "shall n o t m ean the assign men t o f 
stu d en ts to p u blic scho o ls in o rd er to 
o v erco me racial im balan ce." 


Graglia m a rsha ls irrefu table ev id en ce 
that Co n gress m ean t what it said . The 
lead in g liberals o f that time — H u m ­ 
p hrey , Jav its, Ku chel an d Celler — 
rep eated ly in sisted that the Civ il Rights 
Act co u ld n ev er be misu n d ersto o d ; it 
co u ld n o t be p erv erted in to a req u ire­ 
men t o f racial in tegratio n o r racial 
balan cin g Bu t the b u reau cracy , an d the 
co u rts, p ro ceed ed at o n ce to p erv ert the 
lan gu age all the same. 


By a feat o f d azzlin g wo rd p lay , 
Graglia o bserv es, the co u rts asserted 
that their d ecrees req u ired o n ly that 
racial 
d iscrimin atio n 
be 
elimin ated , 
they then req u ired d iscrimin atio n in the 
n a m e o f elimin atin g d iscrimin atio n . The 
co u rt " w a s thu s able to retain the en o r­ 
mo u s ad v an tage o f seemin g to co mbat 


racism while in fact imp o sin g a racist r e­ 
q u irem en t." It was law by Hu mp ty - 
Du mp ty . 


What tro u ble Graglia esp ecially is that 
the high co u rt, by its ju d icial activ ism, 
has "rein tro d u ced race as a p ermissible, 
an d 
m a d e 
it 
fo r the 
first time 
a 
so m etim es 
co n stitu tio n ally 
req u ired , 
basis o f go v ern m en t actio n .” This feat 
has been acco mp lished by ju d ges ap ­ 
p o in ted fo r life, acco u n table o n ly to 
themselv es. So far as the p u blic scho o ls 
are co n cern ed , the ju d ges hav e bro u ght 
the co u n try "to a p o sitio n in creasin gly 
reco gn ized 
as 
in to lerable.” 
An d the 
au to cracy go es o n . 


Graglia’s scho larly p o lemic m ay n o t 
in flu en ce a willfu l co u rt; bu t if his wo rk 
is su fficien tly read , it co u ld hav e great 
effect u p o n a co n stitu tio n al a m e n d m e n t 
in ten d ed to u n d o the ev ils o f racism the 
co u rt has wro u ght. 
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game. At Bo thwell between l,iu i) 
a n d 
1,200 
p e o p le 
u se 
the 
e m e r ge n c y 
r o o m 's 
serv ic es 
ev ery mo n th. 


At p resen t, Bo thwell charges 
v ario u s rates fo r the u se o f 
emergen cy 
ro o ms, 
based 
o n 
which o n e an d fo r ho w lo n g. The 
p atien t 
p ay s the d o cto r who 
treats him sep arately . Un d er the 
p hy sician s’ 
serv ice 
co v erage, 
there 
wo u ld 
be 
o n e 
charge. 
Altho u gh it w'o u ld be higher than 
at p resen t, it m ay n o t be that 
mu ch higher than the ro o m p lu s 
d o cto r bill co sts w’e are ac­ 
cu sto med to . 


Do cto rs p ro v id ed by the ser­ 
v ice wo u ld be resid en ts train in g 
in su ch sp ecialties as med icin e, 
su rgery , etc. While there are 
v ario u s 
o p tio n s 
o n 
co v erage, 
su ch as fu lltime, week en d s an d 
week n ights, the ho sp ital bo ard 
is lo o k in g hard est at the fu lltime 
co v erage. It co u ld tak e the ser­ 
v ice o n a trial basis befo re co m ­ 
mittin g itself to a co n tract. 


An o ther facto r to be tak en in to 
co n sid eratio n is that co sts o f 
su ch a serv ice are v irtu ally cer­ 
tain to go u p o v er the y ears. 
There may be a p o in t where 
Bo thwell Ho sp ital simp ly co u ld 
n o t affo rt it, o r may hav e to set­ 
tle 
fo r 
so methin g 
less 
than 
fu lltime co v erage. 


Still, it’s an in terestin g id ea. 
We thin k the Bo ard o f Tru stees 
sho u ld 
p u rsu e 
it 
fu rther, 
in 
search o f the best d eal it can 
mak e. 
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Merry >g o >ro und 
Army ’s Vulca n g un 
wo n’t do the jo b 


By JACK ANDERSON AND 
LES WHITTEN 


W.ASHINGTON — The military brass 
hav e the co mp u lsiv e habit o f ru shin g 
ahead with n ew weap o n s befo re they 
hav e been p ro v en . This has resu lted in a 
staggerin g accu mu latio n o f a r m a m e n ts 
that sho u ld n ev er hav e been bu ilt. 


The mu lti-billio n -d o llar wastep ile o f 
d u bio u s, 
a n t i q u a t e d 
an d 
c a n c e le d 
weap o n s has largely been hid d en fro m 
the tax p ay ers who p u t u p the mo n ey . Fo r 
the brass hats also hav e the habit o f 
hid in g their mistak es u n d er the secrecy 
stamp . 


The sto ry o f the Vu lcan an ti-aircraft 
gu n is ty p ical. It’s an em b arrassin g 
sto ry , 
which, 
therefo re, 
has 
been 
classified . There is n o legitimate reaso n , 
ho wev er, fo r withho ld in g the facts fro m 
the p u blic. 


The Vu lcan is a six -barrel, gatlin g- 
d esign , 20-millimeter gu n mo u n ted o n a r ­ 
mo red p erso n n el carriers. With a great 
sho w o f u rgen cy , the Army ru shed the 
gu n in to p ro d u ctio n in the mid -19 6 0s. It 
was certified as su itable fo r co mbat in 
May 19 72. 


Yet a classified Gen eral Acco u n tin g 
Office stu d y charges that " p e rfo rm an ce 
d eficien cies relatin g to accu racy an d 
reliability were w aiv ed " o n the p ro mise 
that im p ro v em en ts wo u ld be fo rthco m­ 
in g. 


The Army d u tifu lly began to wo rk o n 
the imp ro v emen ts. These a re su p p o sed 
to be read y in 19 79 . Yet the an ti-aircraft 
gu n has been in tegrated in to o u r d efen se 
sy stem, mean while, d esp ite "n u m ero u s 
p erfo rm an ce p ro blems in v o lv in g effec­ 
tiv en ess, 
reliability , 
av ailability 
an d 
main tain ability ." 


Ev en after the im p ro v em en ts are c o m ­ 
p leted in three y ears, they "will n o t o v er­ 
co me the w eap o n ’s m ajo r p erfo rm an ce 


p ro blems," the stu d y warn s. 


The Vu lcan is su p p o sed to sho o t d o wn 
a t t a c k i n g 
e n e m y 
p lan es. 
Yet 
its 
"d estru ctio n p ro bability ," as the ex p erts 
refer to its ability to k n o ck d o wn p lan es, 
is n o mo re than 13 p er cen t " again st a 
n o n -man eu v erin g target fly in g at 250 
k n o ts.” 


Mo st en emy p lan es, u n fo rtu n ately , fly 
faster than 250 k n o ts. It is also u n lik ely 
that they wo u ld co o p erate with.the gu n ­ 
n ers by fly in g in a straight lin e witho u t 
man eu v erin g. 


Again st " a n o n -man eu v erin g target 
fly in g at 4 5 0 k n o ts," the effectiv en ess o f 
the Vu lcan d ro p s d esp airin gly to a mere 
5 p er cen t. This m ean s a sq u ad ro n o f 
su p erso n ic jet p lan es, tak in g ev asiv e 
m easu res, co u ld fly in co mp lete safety 
o v er a field o f Vu lcan an ti-aircraft gu n s. 
Flv en su bso n ic p lan es co u ld p ro bably 
av o id bein q sho t d o wn . 


Bu t tha t’s n o t all. Acco rd in g to the 
classified stu d y , the Arm y co n sid ers the 
Vu lcan ’s ran ge "in ad eq u ate u n d er man y 
tactical situ atio n s" an d its 20-millimeter 
ammu n itio n "to o small to p ro v id e su ffi­ 
cien t lethality fo r co n sisten t aircraft 
d estru ctio n ." 


On to p o f all these han d icap s, the 
Vu lcan is also a "fair weather o n ly " 
weap o n . In o ther wo rd s, it wo u ld be ef­ 
fectiv e o n ly again st slo w airlin ers fly in g 
in a straight lin e in bro ad d ay light. 
★ ★ ★ 


P L A G U E D P I P E L I N E - The Alask an 
p ip elin e, the great o il artery n o w bein g 
grafted in to the Alask an wild ern ess, has 
been p lagu ed by scan d als. 


We ex p o sed the wo rst o n e; we rep o rted 
that an estimated 1,800 p o ssible weld in g 
d efects* were bu ried u n d er the p er­ 
mafro st n o rth o f the Yu k o n . It is co stin g 
Aly esk a, the p ip elin e bu ild ers, millio n s 
o f d o llars to re-in sp ect' 
"k 


We sen t o u r ro v in f 
r. Hal Bern - 


Art B uchw a ld 
Vo ting 
b o o th a 
terro r 


WASHINGTON—I had a v ery to u gh 
time o n Electio n Day . The d o o rbell ran g 
at sev en o ’clo ck in the mo rn in g an d my 
n eighbo r Legen d m an was at the d o o r 


“ 1 
ha v e 
to 
v o te 
to d ay ." he said , " an d 
I’m s c a r e d ” 


to n , to Alask a to in v estigate the sto ry o n 
the sp o t. Po sin g as a labo rer, he go t a jo b 
o n the p ip elin e. Fo r two week s, he wat­ 
ched the co stly , p ain fu l wo rk o f u n co v er­ 
in g segm en ts o f the p ip elin e to check the 
q u ality o f the weld s. 


No w w e ’v e learn ed that the weld ers 
m ay n o t hav e been ad eq u ately certified 
befo re they were sen t to Alask a to wo rk 
o n the p ip elin e. .Mo re than 80 p er cen t o f 
them were fu n n eled thro u gh the Natio n al 
Pip elin e Weld in g Scho o l in Tu lsa, Ok la. A 
q u ality co n tro l in sp ectgr who v isited the 
scho o l in Ju ly , 19 75, rep o rted to his 
su p erio rs that the p o o r q u ality o f the 
weld s o n the p ip elin e co u ld be traced 
d irectly to the attitu d e at the scho o l. 


Other p ip elin e weld in g in sp ecto rs also 
co mp lain ed to Aly esk a that the scho o l 
was sen d in g weld ers to Alask a who 
ha d n ’t 
m e t 
the 
to u gh 
A m e r i c a n 
Petro leu m In stitu te stan d ard s. On e in ­ 
sp ecto r called it " the wo rst weld er q u ali­ 
ty co n tro l jo b 1 hav e ev er seen o n a 
p ip elin e.” 
Yet 
so me 
o fficials, 
who 
wan ted to tighten the stan d ard s, were 
fired fro m their jo bs. 


Sign ifican tly , the Natio n al Pip elin e 
Weld in g Scho o l is ru n by the I’ip elin e 
Weld in g Un io n , Lo cal 79 8. This sin gle 
lo cal has a n ear-mo n o p o ly o n p ip elin e 
weld in g jo bs in the Un ited States. 


The weld ers are a flambo y an t breed 
who wear co lo rfu l cap s an d thick -heeled 
co wbo y bo o ts. They main tain a tight, 
clan n ish membership . In Alask a, they 
clashed with the T eam sters who co n tro l 
mo st o f the jo bs o n the p ip elin es. In so me 
o f 
the 
iso lated 
co n stru ctio n 
cam p s, 
fierce, v io len t riv alries bro k e o u t bet­ 
ween the two u n io n s. 


Bu t Aly esk a is treatin g the p o werfu l 
Ok laho ma u n io n d elicately . The co n ­ 
stru ctio n co n so rtiu m is afraid that the 
co wbo y -bo o ted weld ers co u ld slo w d o wn 
the en tire p ro ject. 


‘ ‘ E v e r y o n e 
i s 
frighten ed o n Electio n 
D ay ," 1 assu red him. "I 
wo u ld n ’t wo rry abo u t 
it” 
Buchwa ld 
‘ ‘ 1 
c a n ’ t 
p u l l 
the lev er fo r either gu y ," he said . "I ju st 
c a n ’t ” 


" Su re y o u c a n ,” I said so o thin gly . "1 
k n o w it so u n d s imp o ssible, bu t when y o u 
get in sid e the v o tin g bo o th I’m certain 
y o u ’ll fin d the stren gth to d o it." 


"Wo u ld y o u go with m e ’’" he begged . 
"It wo u ld be a big fav o r if I had 
so mebo d y with m e ” 


“ Well. I ha d n ’t p lan n ed to v o te u n til 
later in the d ay . Bu t if it mean s that 
mu ch to y o u I will” 


My wife gav e Legen d m an a cu p o f co f­ 
fee while 1 go t d ressed . 


I fo u n d him sittin g in the k itchen 
ho ld in g his head in his han d s, "I n ev er 
felt this way befo re," he co n fessed ’ "1 
u sed to lo o k fo rward to Electio n Day , I 
had n o tro u ble v o tin g in p ast o n es. Why 
d o I hav e this terrible feelin g in my 
s to m a c h’’ ’’ 


"It hap p en s to all o f u s so o n er o r 
later," I to ld him " I ’m su re all o v er the 
co u n try p eo p le feel the way y o u d o . Bu t 
A merican s hav e to v o te. It’s a p riv ilege 
as well as a d u ty ” 


" Bu t if I p u ll the lev er fo r Fo rd w e ’ll 
hav e fo u r m o re y ears o f the s am e thin g 
If I p u ll the lev er fo r Carter n o bo d y 
k n o ws what w e ’ll ge t” 


"Vo te y o u r co n scien ce,” 1 to ld him, 


"If I v o ted my co n scien ce," he said , "I 
wo u ld n ’t v o te 1 thin k I’ll go get a swin e 
flu sho t in stead ” 


1 sto p p ed him at the d o o r. " L e t ’s go , 
Legen d m an ," 1 said , grabbin g his arm. 
"All y o u hav e to fear is fear itself," I 
bu n d led him in to the car. 


He was still d istrau ght. "I c a n ’t p u ll 
the lev er 1 k n o w I’ll freeze. The TV c o m ­ 
men tato rs say ev ery v o te co u n ts. I d o n ’t 
wan t my v o te to co u n t” 


"This is lik e war, L egen d m an ,” I to ld 
him, "Yo u thin k y o u c a n ’t p u ll the lev er. 
Bu t when it bo ils right d o wn to it it’s 
either y o u o r them. Thin k o f Jo hn Way n e 
He wo u ld go right in to that v o tin g bo o th 
an d p u ll the lev er witho u t thin k in g 
twice” 


" I ’m n o t Jo hn Way n e. I’m ju st a 
frighten ed American v o ter who n ev er 
tho u ght he ’d hav e to m ak e a cho ice bet­ 
ween G erry Fo rd an d J i m m y C a r te r ” 


We arriv ed at the p u blic scho o l an d I 
n o ticed sev eral d riv ers p u llin g p eo p le o u t 
o f their cars. They were all screamin g "I 
c a n ’t d o it! I c a n ’t d o i t ! " 


I help ed Legen d man o u t. He was shak ­ 
in g an d p ersp irin g. "Lo o k , I’ll co me back 
later," he said , 


"Yo u hav e to d o it n o w,” I said firmly . 
"The so o n er y o u get it o v er with the less 
ago n y will be in v o lv ed ” 


We sho wed o u r registratio n card s to 
the lad y at the table. "Bo o th three," she 
said to Legen d man . 


He tried to m ak e a break fo r it an d I 
tack led him. 


I d ecid ed to be to u gh. "All right," I 
said , " I ’m tired o f mo lly co d d lin g y o u . 
Yo u ’re go in g in to bo o th three an d y o u ’re 
n o t co min g o u t u n til y o u p u ll the lev er fo r 
the man y o u wan t to be the n ex t P resi­ 
d en t o f the Un ited States." I p u shed him 
to ward the bo o th. He o p en ed the cu rtain 
an d p eek ed in . 


I watched him stern ly . 


“ In sid e," I o rd ered , “ an d p u ll the c u r­ 
tain ." 


I watched his feet u n d er the cu rtain . 
He k ep t tu rn in g aro u n d . Fin ally . 1 heard 
a cry lik e a wo u n d ed an imal an d a click , 
an d Legen d man d ashed o u t o f the bo o th 


"1 d id it, 
he said “ I p u lled the lev er 
fo r the can d id ate o f my cho ice” 


"Go o d m a n ," 1 said , p o u n d in g him o n 
the back . “ It wasn 't so bad , was if ’" 


He lo o k ed at me with tears in his ey es. 
"1 o n ly ho p e Go d will fo rgiv e me." 
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As that class o f p eo p le who term 
themselv es Christian s hav e to tally failed 
to resp o n d to the call o f the Mav o r to 
d ev ise m ean s fo r the ben efit o f the p o o r, 
it is n o w p ro p o sed by the “ wo rld lin gs" to 
get u p a ball fo r the ben efit o f the p o o r 
fu n d 
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ALLEY OOP 
by Dave Groue 
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WELL. HELLO THERE, 
AMOSi LONG TIME, 
NO s e e ! 
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FU N N Y BUSINESS 
By Roger Bollen 
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by Stoffel & Heimdohl 


T WANTED T' M AKE A 
SANDWICH, f3UT I \ 
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FIND TH' . 
DREAD 
K N IFE.' 


South makes use of luck 


NORTH (I)) 
A 9 7 5 
V 63 
♦ Q8 7 4 
♦ K J 63 


NVKST 
EAST 
A J 8 64 3 
A K Q I O 
V 7 
V A 8 2 
♦ 10 6 2 
♦ A J 
A Q 9 7 2 
* A 10 8 54 
SOl’TH 
A A2 
V K Q J 10 9 5 4 
♦ K9 53 
A — 
East-West vulnerable 


West 
North Flast 
South 
Pass 
1 N T 4 V 
Pass 
Pass 
Pass 
Opening lead — 2 A 


L.V» 
P "’ 


By Oswald & James Jacoby 


South didn’t really think 
that he was going to make his 
four-heart bid, but he thought 
that it was a good idea to bid it 
and shut the opponents out 
just in case they had a spade 
game. 
Had West been able to get 
into the bidding and worked 
his way to a four-heart con­ 
tract, he might well have 
made it against an expected 
heart lead But, we’ll never 
find out. 
South was in four hearts. It 
was up to West to lead. He 
selected his fourth-best club. 
Dummy’s jack forced East’s 
ace and South ruffed 
South 
thought a while, 
SIDE GLANCES 


hummed a few bars of the 
song. ’’With a little bit of 
luck” and proceeded to place 
his king of diamonds on the 
table. 
His little bit of luck had 
materialized If East won the 
trick. South would have an en­ 
try to dummy to get a spade 
discard If East ducked. South 
would go about the business of 
getting trumps out and even­ 
tually lead a low diamond, 
duck in dummy and watch 
Erast’s ace capture a couple of 
little-spot cards 
It was good luck 
South 
needed a club lead and had to 
find West with the queen of 
clubs and East with just two 
diamonds, but it came off 


Recently, we answered a 
request for a pamphlet on 
progressive or party bridge 
complete with rules 
Our 
answer was that we knew of 
no such pamphlet However, 
we failed to mention that the 
various books of all card 
games called “ Hoyles” did in­ 
clude some rules for this type 
of game along with rules for 
bridge and many, many other 
games 
(Do you have a question 
for the experts? Write "Ask 
the Jacobys" care of this 
newspaper The Jacobys will 
answer individual questions 
if stamped, self- addressed 
envelopes are enclosed The 
most interesting questions 
will be used in this 
column 
and will receive copies of 
JA C O B Y M ODERN ) 
by Gill Fox 


Clod takes 
advantage of her 


Dear Ann Landers: 
Last 
Saturday night, my husband 
and I planned a quiet evening 
at home. At about 6:15 p m. 
there was a knock at the door. 
It w as the woman who lives on 
the bottom floor of this apart­ 
ment building She was in a 
panic. The sitter didn't show 
up. She and her boyfriend (liv­ 
ing together' were due at a 
wedding reception at 6:30. 
Would I take the 10-year-old 
girF 
I asked what time they’d be 
back She replied, “ For sure 
by 2:00 a m,” 1 told her I ’d set 
up a cot in the den and to have 
a good time. 
She was so 
grateful. 
The girl went to sleep at 
10:00. 
My 
husband 
and 
1 
stayed up till 1:30, thinking 
they’d surely be home any 
minute. 
At 7:30 a.m. I heard the girl 
walking around. They never 
did come to get her. The girl 
wanted to go home, which was 
fine with me. 1 had a terrible 
night’s sleep and needed to 
rest. 
Today 
is 
Friday 
and 
1 
haven’t heard one word from 
her mother. No thank-you, no 
money offered Can you im­ 
agine such nerve? 
Any suggestions on what 1 
should do’’ — Been Had In 
Elyria 
Dear E l: Forget it. If you 
expected to be paid you should 
have talked money when the 
woman asked you to help her 
out. 
Of course, she’s a clod. She 
surely should have thanked 
you. But the fact that she 
didn’t will make it easier for 
you to say no next time. 
Dear Ann Landers: Please 
help those of us who are strug­ 
gling with a moral obligation 
to our parents. My mother 
who is physically and finan­ 
cially able to maintain her 
own home, came to live with 
us when Dad passed away. 
She 
simply 
announced, 
“ I 
don’t want to live by myself.” 
We have a beautiful shopping 


MR. FLUGG 


center in our city, a 
lovely 
senior citizens center, and afi 
excellent library, but Moihef 
is not 
interested 
in doing 
anything on her own. She just 
assumes that our friends enJ 
joy having her around -* 
which they don’t. 
Must we take her along on 
every vacation when actmlly 
what we need is a vacation 
from H E R ’’ Why do some 
parents 
believe 
that 
their 
grown 
children 
have 
an 
obligation to provide thenl 
with entertainment’’ 
Pleas^ 
reply in print There are so 
many of us who need answers» 
— No Door In Albany 
Dear 
N.D .: 
Doors 
aré 
useless unless one knows q 
door when he sees it and has 
the courage to turn the knob", 
You missed the “ door” when 
your mother announced she 
was coming to live with you. 
You should have suggested at 
the time the she find a compa­ 
nion or a smaller place. 
Some children love to have a 
parent share their home. You, 
obviously (and many others), 
find it burdensome. So — free 
yourself by refusing to be im­ 
posed upon. You CAN if you 
have the fortitude. 
If you 
haven’t — stop complaining. 
C O N FID EN TIA L to To Wed 
or Not to Wed, What Are the 
Statistics; About 32 per cent of 
all Catholics who married last 
year 
chose 
non-Catholic 
mates. 
Almost 
the 
same 
percentage of Jews married 
out of their faith. Ten years 
ago it was about 17 per cent. 
How do I fee! about it? Lesg 
rigid than I did 20 years ago. 


by Jon Peterson 


"I don’t think you even CARE that the TV conked out just as 
Gloria was wheeled into surgery!" 


ACROSS 
40 Lohengrin's 
Answer to Previous Puzzle 


1 Housing 
ageny (abbr.) 
4 Vote into 
office 
9 Fire (Fr.) 
12 Possessive 
pronoun 
13 Lathered 
14 Military 
school (abbr.) 
15 Unrefined 
metal 
16 Strip of 
leather 
17 American 
Indian 
18 Beast of 
burden 
20 Mistake 
22 Forever 
24 Drug agency 
(abbr.) 
25 Units 
28 Price 
30 Pristine 
34 Rowing 
implements 
35 Be suitable 
36 Bog 
37 Veer (si.) 
38 Jackie's 2nd 
husband 
39 Verse maker 


40 Lohengrin's 
bride 
42 These (Fr.) 
43 City in 
Norway 
44 Automotive 
society (abbr ) 
46 Pronoun 
48 Run away to 
marry 
51 Fatality 
55 Month (abbr ) 
56 Urbane 
60 Odd 
61 Mao 
Tung 
62 Many times 
63 Radiation 
measure 
(abbr.) 
64 Filthy hut 
65 Lyricists 
66 Corrida cheer 


DOWN 
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(VW P O O TB ^LU tEM V\ 
N\E O F TH E 


P 0 5 T A U S E R V IC E ,.. 


N E IT H E R ONE DELIVER? 
ON SU N D A YS. 


8 Printed 
mechanically 
9 Quartet 
10 Outer (prefix) 
11 Customer 
19 Wad 
21 Seance sound 
23 Erase 
24 Totem 
25 Soft mud 
26 Brad 
1 Delude 
27 Energy unit 
2 Throw 
(Pt) 
3 District 
29 Republic of 
4 Composition 
Ireland 
5 Field 
31 Flying saucers 
6 Spike 
(abbr.) 
7 Accountant 
32 Film spool 
(abbr.) 
33^side (pref.) 


39 Minute 
opening 
41 Venomous 
snake 
45 Fabulist 
47 Paradises 
48 Newts 
49 For fear that 
50 Mind 
52 Hair-do 
53 Duck 
54 _____ Park. 
London 
57 Flying saucer 
(abbr.) 
58 Broke bread 
59 Horsedoctor, 
for short 


with Major Hoopie 


Think w h w ' 
THEY'LL PAY 
FL7R A REAL 
LIKE 
/v\lNE' A LOT 
OF FUNNY 
TH1N6£> hap- 
PE NET TO ME, 
LIKE TRY IN ’ . 
TO ^KAVE 
WITH TOOTH­ 
PASTE ! 


(N EW SPAPER EN TERPRISE ASSN ) 
PRISCILLA'S POP 


SHAKESPEARE SAID. 
NEIFHER A BORROWER 
NOR A LENDER BE.' 
BOTTS 


I KNOW-' 
THAT'S WHY 
I'M RETURNING 
YOUR THINGS.' 


by Al Vermeer 


roRTUNATELY H E ^ D ID rir^ Y 
ANYTHING ABOUT HELPING 
YOU PUT THEM AWAV.^ 


lOB— Sedalia Democrat, 


Sunday. Nov. 7.1976 


Sedalians to 


attend Texas 


conference 


Several Sedalians will be at­ 
tending 
the 
first 
National 
Career Education Conference 
sponsored by the I'. S. Com 
missioner of Education Nov 
7-10 in Houston, Tex 
The purpose 
of the con 
ference is to bring mem bers of 
labor, business, industry and 
education together to discuss 
how the community as a whole 
can 
best 
provide 
a 
viable 
education 
program 
at 
the 
local level, according to a 
news release. 
Those who will attend from 
S e d a l i a 
i n c l u d e : 
J o h n 
Pelham, Lam y M anufactur­ 
ing Co.. Mrs, Wayne Hood. 
Sedalia Mercantile Bank and 
Trust Co.; Dr. Joyce Fielding. 
M rs 
Larry Nishakaw a and 
Mrs. 
Judy 
Kuhlm an. 
from 
State F air Com m unity Col­ 
lege, 
The Career Education Pro­ 
ject staff at State F air Com ­ 
munity 
College 
has 
been 
asked to make a presentation 
at the conference on using 
teacher-made career educa­ 
tion materials. 


New efforts 


for solidarity 


are called for 


ST. L O U IS ( AP) - Renew­ 
ed efforts to solidify the status 
of the metropolitan area as a 
m an u fa ctu rin g 
and 
trade 
center were called tor Friday 
in a report projecting popula­ 
tion growths 


The Regional Com m erce & 
Growth 
Association, 
which 
issued 
the 
report, 
said 
as 
many 
as 
490,000 new 
jobs 
could he needed in the area by 
the year 2000 


The projection of the agency 
was based on predictions the 
metropolitan 
area's popula­ 
tion wilt increase from its cur­ 
rent level of about 2.5 million 
to 2.9 million of 3 million by 
the start ot the new century. 
Most ot the new jobs needed 
to accomm odate the growth, 
the report said, must come 
from 
m a n u fa c tu rin g 
and 
wholesale trade in addition to 
health services, construction, 
transportation, 
finance, 
in­ 
surance and tourism. 
Priority 
projects 
recom ­ 
mended for job m anufacture 
included 
port 
development 
and replacement of Locks and 
Dam 26 at Alton. HI., moder- 
nization of railyards on the^ 
east side and construction o / 
the 
controversial 
M eram e 
Dam. 
The report also recom m end­ 
ed designation of the area as a 
transatlantic 
air 
terminal, 
establishment 
of 
a 
foreign 
trade zone and relocation ot 
the A ir 
Force C om m unica­ 
tions 
Service 
at 
Scott 
Air 
Force Base near Belleville, 


1 1 1 . 


OPEN 
DAILY 
9 T 0 9 
Mon. 
thru 
Sat. 


a / t m 
y S 


CO U PO N 
^ C O U P O N 


SALE: 
M ON., 
N O V . 8 


thru 
TUES., 
N O V . 9 


C O U P O N 


CO U PO N 


FANTASTIC 
SPRAY 
Our Reg 
L S I 


1 1 


C leaner w ith 
sprayer, 32-oz. 


S 
i i H 
l 


K mart 
RUG 
SHAMPOO 
Our Reg 


« i» ) 


FRITO LAY® TASTE TREATS^ 


O u r Reg. 72c - You r C h o ice 


9-oz.* Doritos®. 8-oz.* Tacos*. 
or 8-oz.* N a c h o s* make de­ 
licious s n a c k s for the whole 
family. S h o p K mart®. 


'N e t wt 


SWEAT SHIRT 


with Kodel- 
Our Reg. 
4.17 


* C O U P O N 
MEN'S 
CREW-NECK 
POCKET 
T-SHIRT 
O ur Reg. 1.88 
f 


3 
3 
2D«yt Oiilyi 


The popular standby 
in 
ca su a l 
w e ar. 
Crew-neck 
T-shirt 
of polyester/cotton 
resists 
shrinkage. 
W ith 
co n ve n ie n t 
pocket. 
In 
m e n 's 
sizes. 


m 
s s m 
DOWNY 
^ 


PIANOS 


Anniversary 
Sole 
1880 to 1976 


wholesale Prices 
to Everyone 


Gronds • Consoles • Spinets 


Kimball Quality 


Since 1857 


1 
K a rl) 
A tri-n ca n 
l h ir r > 
slightly 


dam agM l 
S2W5 
$1795 


2 A in t n ia n Walnut 
J2995 $1995 


3 Traditional Walnut 
$.’995 $1995 


4 Frnnch Country Pecan 
$.’u95 $1466 


5 Distressed Spani.sh Pecan 
$1995 $1395 


6 C lassic Colonial ( herry 
$1995 $U95 


7 KuropeanW alnut 


I Bicentennial Rustic Pine 


9 Karly A m encan Maple 


18 K re n ih l"'rovincial Cherry 


II 
Italian Provincial Walnut 


12 Contem porary Walnut 


13 A m e n ra r W alnul .9tudi0‘ 


14 Player W alnut 


15 Bicentennial K u sln Pine 
16 Spanish Pecan 


17 French P ro iim lal( herry 


la K a 'ly Am erican Maple 


19 Italian P r ’icincial W alnu' 


2* ( untempvr.ity W alnut 


21 
Italian Provincial 


All 
pianos 
ta rry 
a 
lactory 
lii 
year 


gua rar'ee iinly him hall Pianos carry a 75 


year guarantee on the soundhoard Ike M ar 


tin delivers I K K K 
Ike M artin gives $9; 


padded Pencil K R k k m th cjcl; piano Ike 


M artin giver I H K K lunini' o nionihfm an 


ring 


FIRST COME — FIRST SERVED 
FINANCING ON THE SPOT 
NOTHING DOWN 
O p«n9 A.M . to 5:30 P.M. 


IKE M ARTIN 
M U SIC CO. 


6 08 S O h io 
8 27 329 9 


S e d o lio , M o . 
Everything in M u sic " 
16 th & U m it— State Fair Shopping Center— Sedalia 


THE SEDALIA DEMOCRAT 


Sedalia, Missouri, Sunday, Nov. 7,1976-Section C 
MU, NU wins put 'Huskers atop Big 8 


"doing the same things 
everyone else does, 


The AP Top 20 
and how they fared 


1. Michigan (8-1-0) lost to Purdue 16-14 
2. Pitt (9-0-0) beat Army 37-7 
3. UCLA (8-0-1) beat Oregon 46-0 
4. S. Cal. (7-1-0) beat Stanford 48-24 
5. Texas Tech (7-0-0) beat TCU 14-10 
6. Maryland (9-0-0) beat Cincinnati 21-0 
7. Georgia (8-1-0) beat Florida 41-27 
8. Ohio St. (7-1-1) beat Illinois 42-10 
9. Nebraska (7-1-1) beat Okla. St. 14-10 
10. Florida (6-2-0) lost to Georgia 41-27 
11. Notre Dame (6-2-0) lost to Georgia Tech 23-14 
12. Arkansas (5-1-1) tied Baylor 7-7 
13. Okla. St. (5-3-0) lost to Nebraska 14-10 
14. Colorado (6-3-0) lost to Missouri 16-7 
15. Alabama (7-2-0) beat LSU 28-17 
16. Missouri (6-3-0) beat Colorado 16-7 
17. Oklahoma (6-2-1) beat Kansas St. 49-20 
18. Texas A&M (6-2-0) did not play 
19. Houston (6-2-0) beat Texas 30-0 
20. Texas (3-3-1) lost to Houston 30-0 


Price Includes Installation 


SCOTTI MUFFLER 


Most U S 
Compacts 


‘M ost Ford-Chev 
Plymouth 
S $2295 


installed 
installed 


ALL OTHER CARS 55 OFF WI TH COUPON 


We give you a 100% guarantee on 
100% ot our work Free Parts, free 
labor as long as you own the car 


Bill Greer Ford 


1700 W. Broadw ay 
82 6 -5 2 00 


Protect your car 
from heat and 
cold. From rust 
and wear. From nowon. 
Withlrop-Artic Motor Oil. 


Di stri butor: 


WALLY FRANK OIL CO. 
S. Hwy. 6 5 at Pitstop 
Sedalia, Mo. — 82 6 -6 6 6 6 


Tiger tou chdown 


Missouri wide receiver Leo Lewis 
beats Colorado's Mike Spivey and 
hauls in a Steve Pisarkiewcz pass for 
a first quarter touchdown in a game 


played at Columbia Saturday. The 
Tigers went on to defeat Colorado 
16-7, knocking the Buffaloes out of a 
first-place Big 8 tie. 
(UPI) 


COLUMBIA, Mo. (AP) — Steve Pisarkiewicz 
became Missouri’s all-time passing leader Satur­ 
day, but Pete Woods replaced him amid a savage 
defensive struggle and directed the Tigers to nine 
fourth-quarter points and a 16-7 victory over 
Colorado. 
The loss was Colorado’s second in Big Eight com­ 
petition and knocked the 14th-ranked Buffaloes out 
of a first-place tie with Nebraska, which defeated 
Oklahoma State for sole possession of the top spot. 
After exchanging first quarter touchdowns, the 
two Big Eight powers battled scoreless through the 
next two periods. Woods, coming in with three 
minutes remaining in the third quarter, zipped the 
Tigers’ 73 yards in 10 plays for the goahead 
touchdown. 
Colorado appeared to have halted the drive, but a 
pass interference on Odis McKinney on fourth and 
goal revitalized the drive and Curtis Brown plunged 
over from the one with 12:28 remaining in the game 
Missouri cornerback Rob Fitzgerald intercepted 
Jeff Austin’s pass on the next play and Wfoods, with 
an 26-yard pass play to Kellen Winslow, brought the 
Tigers to the five. Three plays later. Tim Gibbons 
booted a nineteen-yard field goal. 
Colorado immediately marched downfield but 
was halted on another turnover, when the intended 
receiver Billy Waddv tipped the ball into Jim 
Leavitt’s hands. 
Colorado, with less than one minute to play, drove 
to the two yard line but was stopped on fourth down. 
Pisarkiewicz became Missouri’s career passing 
leader on his first play, a 15-yard flat pass to Joe 
Stewart. For three weeks, while side-lined with an 
elbow injury, he had needed just two yards to 
eclipse the late Paul Chrisman’s standard of 3,056. 
Missouri, ranked 16th nationally, ran its season 
record to 6-3 and remained tied for second in the 
conference at 3-2. 


Lafe TDs kill OSU 


LINCOLN, Neb. (AP) — Quarterback Vince Fer- 
ragamo tossed touchdown passes in the third and 
fourth periods to lead No. 9 Nebraska to a 14-10 Big 
Eight Conference football victory over No. 13 
Oklahoma State in a tough but turnover-plagued 
game Saturday. 
Ferragamo hit split end Chuck Malito with a 34- 
yard TD pass with 4:02 remaining in the third 
period to give the Cornhuskers a 7-3 lead. Oklahoma 
State bounced back on the next possession, mar­ 
ching 80 yards in nine plays to score with seven 
seconds remaining in the period on a 15-yard run by 
Terry Miller. 
Ferragamo then guided the Huskers on a 57-yard, 
8-play drive, capped by his 6-vard scoring pass to 
Ken Spaeth with 11:57 remaining, giving Nebraska 
its 14-10 victory margin. 
After a scoreless first period, Abbie Daigle put the 
Cowboys ahead 3-0 with a 37-yard field goal at 9:35 
left in the half. 
John Corker intercepted a Ferragamo pass on the 
Cowboy 12 to halt a first period Husker scoring 
threat, and Husker weak back Bobby Thomas 
fumbled a pass reception at the Cowboy 2, thwar­ 
ting another NU scoring drive. 
Sooners cruise 


NORMAN, Okla. (AP) — Sophomore quarterback 
Thomas Lott slithered for 195 yards and three 
touchdowns as 18th-ranked Oklahoma brushed 
aside young but aggressive Kansas State Saturday, 
49-20, to keep the Sooners mathematically in the Big 
Eight Conference title chase. 
Two of Lott’s touchdowns came in the second half 


Buffaloes' coach says 
get off Onofrio's back 


COLUMBIA, Mo. <AOP) - 
Colorado Coach Bill Mallory 
has a message for Missouri 
fans who have been up in arms 
o v e r 
t h e i r 
t e a m ’ s 
inconsistencies. 
“ I think you ought to get off 
(Coach AD 
Onofrio’s back 
about his team being up and 
down.” 
Although choked with disap­ 
pointment over losing to the 
Tigers, 16-7, and being knock­ 
ed out of a first-place tie in the 
Big 
Eight, 
Mallory 
was 
magnaimous. 
“ It was a typical good, 
clean, hard-fought Big Eight 
football 
game,” 
he 
said. 
“ They wanted it and we did, 
too. 
We were just beaten 
today.” 
Injury-nagged quarterback 
Steve Pisarkiewicz made his 
first start in a month and 
became 
Missouri's 
career 
passing leader with his first 
completion. But he watched 
from the bench in the final 
quarter as sub Pete Woods 
snapped a defensive standoff 
with nine winning points. 
"It was obvious we couldn't 
get 
moving 
on 
offense,” 
Onofrio 
said. 
“ Steve 
had 
played almost three whole 
quarters 
and 
couldn’t 
get 


anything going. With Steve, 
their defense was thinking 
primarily of pass. But with 
Pete came the hope of doing 
some other things. They didn't 
rush so much.” 
“ It was a smart move to put 
Pete 
in ,” 
Pisark iew icz 
agreed. “ No one wants to 
come out but we weren’t mov­ 
ing the ball and it was a key 
point in the game. I was a little 
rusty.” 
“ I wanted to play just as 
much as I wanted to see Steve 


BOSTON ( A P ) - Bill Camp­ 
bell, the American League’s 
No. 1 relief pitcher this year, 
turned an $8,000 gamble into 
$1 million Saturday by signing 
as a free agent with the Boston 
Red Sox. 
Campbell, 
a 
28-year-old 
righthander who played out 
his option with the Minnesota 
Twins, signed with the Red 
Sox less than 48 hours after he 
was Boston’s No. 1 pick in 
baseball’s 
historic 
re-entry 
draft Thursday. 


do well," said Woods. “ But 1 
knew if 1 came in it would be 
under adverse conditions.” 
Holding 
the 
14th-ranked 
Buffs to their lowest point 
total of the year delighted and 
somewhat 
surprised 
the 
Missouri defenders. 
“ As a team I would say that 
this was by far our best 
defesive effort,” said tackle 
Don Cole. “ We had a lot more 
gangtackling than last week. 
Everyo n e 
was 
working 
together well.” 


Guided by his agent, LaRue 
Harcourt, 
a 
business 
ad­ 
ministration teacher at Cer­ 
ritos College in California, 
Campbell signed a four-year 
contract. 
Terms 
were 
not 
disclosed, 
but 
the 
pact 
reportedly calls for $400,000 
the first year, $300,000 the se­ 
cond, $200,000 the third and 
$100,000 the fouth. 
“ I ’m very, very happy,” 
Campbell 
said. 
“ Now 
I ’m 
financially secure and won’t 
have to be concerned with con­ 
tracts for a long while. I ’m go­ 
ing out shopping right away. 1 
have to get a birthday gift for 
my wife before I fly back to 
Minnesota.” 
The 6-foot-3 reliever said he 
earned only $22,000 with Min­ 
nesota this year as he compil­ 
ed a 17-5 record and 20 saves 
while hurling 167 2-3 innings in 
78 games. He had a 3.01 earn­ 
ed run average. 
Despite a 4-6 record and a 
3.19 ERA in 1975. Campbell 
sought a $30,000 contract from 
Minnesota 
this 
year. 


Red Sox reliever gets 
$378,000 pay increase 


Come, see Shasta. Let us give you a copy of the 
entire evaluation. And while you’re here, take a good, 
long look at the 1977 models We invite your inspec­ 
tion, because we have so much to show 
you and nothing to hide. We think you'll 
agree with Dick Morch, when he says, 
“Craftsmanship is alive and well at 
Shasta." 


SEDALIA BANDAG 
N. 65 Hwy. & Grand Ave. 
827-3920 


- SPECIAL - 
OIL CHANGE & LUBE 
$4»* 


V 
Includes Oil 


Op en seven d ays a week 


U.S. RECREATIONAL 
VEHICLE SALES 


15 13 In du strial D rive 
1-70 an d Providence Road 
JEFFERSON CITY, M O . *31 0 1 
C O L U M R IA , M O . *3301 
31 4-*33-*1 71 
31 4-449 -00*« or 449 -0*31 


after the Wildcats, led by the passing of sophomore 
quarterback Wendell Henrikson, wiped out big 
deficits to trail only 28-20 midway in the third 
period. 
Lott pulled the Sooners ahead, 35-20, at the end of 
the third period on an 11-yard touchdown run. He 
had runs of 12 and 17 yards in the drive The San An­ 
tonio, 
Tex., 
product, 
whose 
second 
quarter 
touchdown gave Oklahoma a 28-7 lead, got his third 
touchdown from three yards out early in the final 
period to put the game out of reach. 
The victory, which ended a two-game Sooner los­ 
ing streak—their longest since 1970—left Oklahoma 
with a 6-2-1 over all record and a 4-2 mark in the Big 
Eight. Oklahoma is now in a five-way tie for second 
place in the conference and could gain a share of the 
title with wins over Missouri and Nebraska. 
I SU whips KU 


LAW RENCE, Kan. (AP) — Quarterback Wayne 
Stanley and Buddy Hardeman directed Iowa State 
to three quick touchdowns in the second quarter, 
and the Cyclones went on to defeat Kansas, 31-17, 
Saturday in a Big Eight conference football clash. 
Hardeman fired a 12-yard pass to Luther Blue in 
the left corner of the end zone with 8:37 left in the 
half to give Iowa State a 7-3 lead, then Stanley 
crossed the goal line on an 11-yard scamper 
moments later, following a Kansas fumble. 
The Jayhawks, under the direction of sophomore 
quarterback Mark Vicendese, made it 14-10 with 
3:10 remaining in the half when Vicendese capped a 
75-yard drive with a 6-yard dash into the end zone. 
But the Cyclones bounced right back when 
tailback 
Dexter 
Green 
ripped 
off 
a 
3-yard 
touchdown run with :41 left following an 80-yard 
drive in 12 plays. 


ATTENTION 


AMMUNITION RECALL 


Frontier Cartridge Co Inc is 
recalling certain lots of 30-30 
ammunition which have a 
structural weakness This 
weakness may cause the case 
head to separate upon firing, 
which may result in iniury 
from escaping gas 


Frontier purchases empty 
primed cases from Federal 
Cartridge Corporation and 
Federal has advised Frontier 
to recall this ammunition 


The ammunition involved is 
Frontier 30-30 ammunition 
loaded with either 150 gr 
round nose or 170 gr flat 
point bullets bearing lot num­ 
bers 6-38-76-9 6-42-76-9, 
9-68-76-9 9-71-76-9 
The lot number is located on 
the inside end flap of each 
box of 20 and on the outside 
end of the shipping carton 
,If you have Frontier 30-30 
ammunition with one of these 
l,ot numbers take fhe ammu­ 
nition back to your dealer or 
write 


Frontier Cartridge Co. Inc. 
P.O. Box 1848 
Grand Island, Nebraska 68801 


Purdue stuns Michigan 


WEST LA FA YETTE, Ind. 
(AP) — Scott Dierking rushed 
for 
162 
yards 
and 
two 
touchdowns and Rock Supan 
kicked a 23-yard field goal 
with just over four minutes re­ 
maining Saturday as Purdue 
stunned top-ranked Michigan 
16-14 in Big Ten football. 
A 37-yard field goal attempt 
by Michigan's Bob Wood with 
nine seconds left was wide to 
the left and the delirious 
Boilermakers ran the clock 
out. 
Purdue 
dominated 
play 
most of the game and led 13-7 
until Michigan quarterback 
Rick Leach hurled a 64-yard 
TI) pass to Jim Smith late in 
the third quarter to tie the 
game. 
Wood’s 
extra-point 
kick 
gave the Wolverines a 14-13 
lead, and they appeared head­ 
ed for their ninth victory of the 
season when Jerry Zuver’s se­ 
cond pass interception halted 
a 
Purdue 
drive 
at 
the 
Michigan 22. 
But 
fullback 
Rob 
Lytle 
fumbled the ball and Purdue 
recovered at its own 29-yard 
line to set up the game- 
winning drive. 
It took Purdue 13 plays to 
move to the Michigan six 
before Supan booted the winn­ 
ing field goal on fourth down. 
Michigan, which gots its 
earlier touchdown on an eight- 
yard run by Leach in the first 
quarter, moved into Purdue 
territory late in the game. 


G e o rgig Tech 23 


N otre Dam e 14 


ATLANTA (AP) - David 
Sims powered for a pair of 
second-half touchdowns giv­ 
ing Georgia Tech a 23-14 col­ 
lege football upset over llth- 
ranked Notre Dame Saturday. 
Sims, Tech’s career rushing 
leader, ran for 122 yards to 
spark the Yellow Jackets’ 
awesome 
ground 
offense 
which rolled up 358 yards. 
Tech, 4-4-1, did not throw a 
pass. 
Tech, trailing 14-10 at the 
half, came back 
as Sims 
scored in the third quarter on 
a lOyard run and iced the vic­ 
tory with a 16-yard scoring 
scamper 
with 
only 
3:58 
remaining. 
Notre Dame, 6-2, got a pair 


of first-half touchdown runs by 
A1 Hunter as the Irish were 
beaten after six consecutive 
victories. 


Pitt 37 


A rm y 7 


P ITTS B U RG H 
(A P) 
- 
Reco rd -b re aking 
Tony 
Dorsett, college football’s all- 
time rushing king, galloped 
for 212 
yards 
and 
three 
touchdowns and smashed his 
ninth NCAA mark Saturday, 
l e a d i n g 
u n b e a t e n , 
second-ranked Pittsburgh to a 
37*7 victory over Army. 


A rkan sas 7 


Baylor 7 


WACO, Tex. (AP) — Senior 
quarterback 
Mark Jackson 


sneaked the final yard himself 
for a touchdown on a tense 
80yard fourth-quarter drive to 
enable Baylor to tie 12th- 
ranked Arkansas 7-7 in a 
Southwest Conference game 
Saturday. 
Arkansas, which was knock­ 
ed out of the SWC leadership 
because of the tie, dodged an 
upset 
bullet 
when 
Lester 
Belrose of Baylor missed a 32- 
yard field goal with 16 seconds 
left to play. 


...better than anyone 
else does them” 


Veteran RV evaluator Dick Morch said this when he 
tested Shasta's 19/r foot model. 


He said much more ..like 
“Viewed overall, Shasta could be described as 
a sort of state of the art for conventional trailers " 
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Sacred Heart mentor 
looks for improvement 


By RON HIGGINS 
Staff Sp o rtswriter 


The Sacred Heart Gremlin s, 
with To m Jen n ewein at the 
co achin g helm, are back this 
y ear 
ho p in g 
fo r 
a 
better 
seaso n than last y ear’s 15 -12 
en din g 
Ev en tho u g h the Gremlin s 
fin ished o v er the 
5 00 mark 
last seaso n . Jen n ewein ho p es 
to imp ro v e o n last y ear’s 15 
v icto ries “I ex p ect to win 
mo re than 15 ball g ames this 
y ear.” said the Grems co ach 
Sp eakin g o f their 6-2 fin ish in 
the Kay sin g er Co n feren ce last 
y ear, Jen n ewein said he ho p es 
to do as well o r better this 
y ear 
The Gremlin s are seeded 
fifth in the u p co min g Kay s­ 
in g er Co n feren ce To u rn amen t 
an d will p lay fo u rth seeded 
Green Ridg e in the first ro u n d 
Jen n ewein wo n ders why his 
team was p icked in the fifth 
sp o t in this y ear's to u rn ey 
“ All I can say is that we came 
in third last y ear an d we’v e 
g o t ev ery bo dy co min g back, 
ju st abo u t.” lie said. “ 1 do n ’t 
see ho w we can be seeded 
fifth, bu t I m n o t u n hap p y 
abo u t it Yo u still hav e to p lay 
the g ame o n the flo o r, he ad­ 
ded befo re Friday ’s lo ss to 
Warsaw 
Co ach Jen n ewein believ es 
the Gremlin s will be a better 
team this y ear becau se o f the 
retu rn in g starters an d the ex ­ 
p erien ce g ain ed o v er the p ast 
y ears “ I thin k we'll be better 
ihis 
y ear.” 
ex p lain ed 
the 
co ach 
' i t ’s 
n o t 
becau se 
they 're leav in g (last y ear’s 
g radu ates — 
Jo e 
Bellmer, 
Mike 
Bern ard, 
an d 
Matt 
Stev en so n ).” 
Retu rn in g 
v arsity 
sq u ad 
m em bers 
are 
5 -li 
sen io r 
g u ard 
Jo hn 
Bo rchers. 
5 -9 
sen io r g u ard Bru ce Do o ley . 
5 -11 
sen io r 
g u ard-fo rward 


Mike Fall. 6-4 sen io r cen ter 
Brad Nicho lso n , an d 6-1 fo r­ 
ward Mel Simo n 
Fo u r p lay ers mo v ed u p to 
the 
v arsity lev el fro m the 
ju n io r v arsity Tho se fo u r are 
5 -10 
g u ard Dan 
Fall. 
6-0, 
fo rward-g u ard Len n y Freu n d. 
6-3 
fo rw a rd-c e n te r 
Ken t 
Felten , an d 5 10 fo rward Jo e 
Lalla Fall. Freu n d, an d Lalla 
are 
ju n io rs this 
y ear an d 
Felten . 
a 
sen io r, 
was 
a 
member o f the ju n io r v arsity 
two y ears ag o . bu t didn ’t p lay 
last v ear 


Two mo re members o f the 
team 
are 5 -9 g u ard Stev e 
Grieshaber. a tran sfer fro m 
Precio u s Blo o d in Kan sas Ci­ 
ty . an d Matt Makarawicz. a 
6-1 fo rward who hasn ’t p lay ed 
o rg an ized basketball befo re. 
When asked if he p icked a 
startin g lin eu p fo r the co n ­ 
feren ce to u rn amen t. Jen n e­ 
wein resp o n ded. “ 1 can say 
o n e thin g . I’ll alway s g o p retty 
well with the sen io rs, Bo r­ 
chers. 
Do o ley , 
Mike 
Fall. 
Simo n an d Nicho lso n .” 
Co ach 
Jen n ewein 
wisely 


selected the Sto v er Bu lldo g s 
as o n e o f the to u g her teams in 
the Co n feren ce this y ear “ It’s 
becau se they 're so big .” he 
said “ I thin k Warsaw is g o in g 
to 
su rp rise a lo t o f p eo ­ 
p le this y ear.” 
“ 1 thin k that we'te p ro bably 
the q u ickest team in the co n ­ 
feren ce.’' stated the Sacred 
Heart beawl man . “ I also thin k 
that we’ll hav e to u se it to o u r 
a dv a n ta g e 
p lu s 
o u r 
e x ­ 
p erien ce. So me o f these kids 
hav e started sin ce they ’v e 
been so p ho mo res.” 
W arsaw deals Sacred Heart 
55-51 opening gam e defeat 


Young connects 


Jim m y Young, right, catches his o p p o ­ 


nent, Ron Lyle, w ith o right hand in 


the 12th and final round of their 


h eavyw eight bout Saturday in San 


Francisco. 
Lyle 
w on 
a 
u nanim ous 


decision over Lyle. The referee is 


Rudy O rtega. 
(UPl) 


By RON HIGGINS 
Staff Sp o rtswriter 
Ju n io r Phillip By bee co n ­ 
n ected o n bo th en ds o f a o n e 
an d o n e free thro w breakin g a 
47-47 tie with 2 :2 9 remain in g in 
the g ame an d bo o sted his War­ 
saw Wildcats to a 5.5-51 v icto ry 
o v e r 
the 
S a c re d 
H e a rt 
Gremlin s Fridav n ieht 


The v icto ry fo r the Wildcats 
mo v es them in the to p sp o t in 
the 
Kay sin g er 
Co n feren ce 
stan din g s while the Gremlin s 
fall temp o rarily to last 
Fo r 
bo th teams, it was their first 
schedu led g ame this y ear 


After the Gremlin s led fro m 
the start o f the g ame an d 
co mman ded a 14-6 lead at the 
clo se o f the first 
q u arter. 
By bee. ag ain , bro ke a tie. 
14-14. with 5 :3 2 remain in g in 
the first half with a field g o al 
Du rin g the Warsaw rally , the 
W ildcats 
sco red 
10 
co n ­ 
secu tiv e p o in ts befo re Sacred 
H e a r t's 
B rad 
N icho lso n 
ev en ed the sco re back u p at 18 
Newco mer Jeff Williams, a 
6-3 
sen io r 
fo rward-cen ter. 


p ro v ed to be the decidin g fac­ 
to r in the Warsaw win . In the 
first half Williams hit the 
bo ards well an d sco red 10 
p o in ts leadin g the Wildcats to 
a 2 4-10 halftime lead 
The seco n d half was a n ail 
biter fo r bo th co aches. To m 
Jen n ewein fo r the Gremlin s 
an d Jack By bee fo r Warsaw. 
Neither team co u ld achiev e 
mo re than a fo u r p o in t lead 
thro u g ho u t the seco n d half u n ­ 
til Co ach By bee s Wildcats 
bro ke the g ame o p en in the 
fin al two an d o n e-half min u tes 
o f the co n test 
Twice in the third q u arter, 
the Wildcats held a fo u r p o in t 
adv an tag e, bu t the Gremlin s 
kep t hackin g aw ay at the War­ 
saw lead 
L o n n ie 
B ro w n , 
a 
6-3 
so p ho mo re fo rward fo r the 
Cats who wasn ’t su p p o sed to 
p lay becau se o f a p in ched 
n erv e in his n eck, g av e the 
Wildcats a 35 -31 lead n ear the 
clo se o f the third p erio d, bu t 
the Gremlin s to re away at the 
deficit an d climbed back in the 
lead. 37-35 . at the en d o f the 


q u arter. 
Jo hn 
B o rchers 
led 
the 
Gremlin s’ co meback with two 
lo n g ran g e ju mp ers 
The en tire fo u rth q u arter 
was a see-saw g ame with each 
team takin g tu rn s sco rin g u n ­ 
til By bee’s decidin g charity 
to sses 
Williams led the Wildcats, 
as well as the Gremlin s, in 
sco rin g with 19 p o in ts Sen io r 
cen ter 
Brad 
Nicho lso n 
led 
Sacred Heart w ith 14 p o in ts 


Mark Felto n an d Ho ward 
Simo n led the Gremlin ju n io r 
v arsity with 14 an d 12 p o in ts 
resp ectiv ely as Sacred Heart 
salv ag ed the jay v ee co n test 
42 -32 . Ro b McDo n ald sco red 13 
p o in ts fo r Warsaw 


Scoring 
Warsaw i55' — David French 6. 
Lanny Greer 2. Kelly Gregory 1. 
Steve Warren 4. Phillip Bybee 10. 
Jeff Williams 19. Lonnie Brown 13. 
Mark Little 2 
Sacred Heart i51' — Mel Simon 
13. Mike Fall 6. John Borchers 10. 
Bruce Dooley 8. Brad .Nicholson 14 
Warsaw 
6 
18 11 20—55 
Sacred Heart 
14 6 
17 
14-51 


Lincoln Cards chalk up 
three wins over Calhoun 


LINCOLN - The Lin co ln 
Cardin als swep t three g ames 
fro m the Calho u n Eag les here 
Friday n ig ht. 
Rick Ran k's 2 3 p o in ts led the 
v a r s i t v 
C a r d i n a l s 
p a s t 
Calho u n 8 7-62 
Lin co ln 
o u ts c o re d 
the 
Eag les 18 -7 in the o p en in g 
q u arter an d wen t o n to take a 
35 -2 0 adv an tag e at the half 
The Cardin als wen t o n to sco re 
5 2 p o in ts in the fin al half 
allo w in g them to cru ise to the 
v icto ry 
The v icto ry fo r the Car­ 
din als g av e them a 1-0 reco rd 
Fo r their first g ame. Co ach 
Ro g er Newell termed the Lin ­ 
co ln p erfo rman ce as “ slo p - 
py ” . 
Also the Lin co ln win ag ain st 
a n o n -co n feren ce o p p o n en t u p - 


Tri- County All- Conference picks 
Camdenton lands five on squad 


Camden to n . the Tn -Co u n ty 
Co n feren ce 
fo o tball 
cham ­ 
p io n . p laced fiv e o f its p lay ers 
o n this v ear’s all-co n feren ce 


team, which was an n o u n ced 
Friday 
The Lakers, u n defeated in 
co n feren ce 
p lay 
an d 
7-2 -1 
Kaysinger tourney 
kicks off Monday 


LINCOLN — The No rthwest 
i Hu g hesv illei Mu stan g s an d 
the LaMo n te Vikin g s will o p en 
the 4 6th An n u al Kay sin g er 
Co n feren ce To u rn amen t here 
this y ear 
The eig hth-seeded Mu stan g s 
an d the n in th-seeded Vikin g s 
w ill sq u are o ff at 6 p m Mo n ­ 
day 
tha t g ame will be fo llo wed 
at 7:3 0 by fo u rth-seeded Green 
Ridg e an d fifth-seeded Sacred 
Heart 
Sev en th-seeded 
Lin ­ 
co ln . the ho st team, en ds Mo n ­ 
day 's actio n ag ain st seco n d- 


seeded Smithto n 
Co le Camp an d Warsaw, 
seeded third an d six th resp ec­ 
tiv ely . will start Tu esday ’s ac­ 
tio n at 7 p m 
The wi n n e r o f t he 
Hu g hesv ille an d LaMo n te co n ­ 
test mu st p lay the 8 :3 0 g ame 
Tu esday ag ain st first-seeded 
Sto v er in the do u ble elimin a­ 
tio n to u rn ey 
The co n so latio n g ame will 
be Friday at 8 :3 0 p m an d th 
third p lace an d champ io n ship 
g ames will be Satu rday n ig ht 
at 7 an d 8 :3 0 0 clo ck 
Lindbergh repeats as 
2A cross country champ 


JEFFERSON CITY - St 
Lo u is’ Lin dberg h Hig h Scho o l 
su ccessfu lly 
defen ded 
its 
cro wn at the state cro ss co u n ­ 
try meet fo r lA an d 2 A scho o ls 
Satu rday 
Lin dberg h was ag ain the 2 A 
champ io n , fin ishin g with 47 
p o in ts, while St 
Lo u is .Mc- 
Clu er No rth to o k seco n d, w ith 
119 . an d No rthwest o f Ho u se 
Sp rin g s fin ished third with. 
135 
The meet, ru n at the Ho u g h 
Park Go lf Co u rse here, also 
saw two Smith-Co tto n ru n n ers 
co mp ete 
Greg 
Lo v ercamp 
fin ished 4 1st with a time o f 
13 17 fo r the 2 5 mile co u rse, 
while 
B rian 
L o v ercam p . 
hamp ered by a bo u t with the 


flu this week, reco rded a time 
o f 13 :2 4 fo r 5 0th 
In lA actio n , it was last 
y ear’s 
n u mber 
two 
team. 
Prin cip ia, takin g first p lace 
ho n o rs with 44 p o in ts 
Her 
cu lan eu m to o k seco n d with 76 
p o in ts an d 
Lu theran So u th 
w as third w ith 91 
Smithto n ’s Kerry White was 
9 7th in the lA meet with a time 
o f 14 ;2 2 
Mo re than 2 00 ru n n ers co m­ 
p eted in bo th the 1A an d the 2 A 
p arts o f the meet 
Jeff City ’s Bry ce Allmo n 
was the 2 À in div idu al cham ­ 
p io n with a 12 :03 6 clo ckin g , 
an d Mark Whalley . o f Prin ­ 
cip ia. wo n the lA in div idu al ti­ 
tle with a 12 :2 4 .5 


o v erall, p laced tackle 
Do n 
Ho lley o n the o ffen siv e team. 
Two o f Ho lley ’s team mates, 
lin ebacker Ken Jeffries an d 
defen siv e back Mark Ben to n , 
were n amed to the defen siv e 
sq u ad 
The 
o ther 
two 
p lay ers 
n amed fro m Camden to n to the 
first team were Chu ck Blair, a 
p u n ter, an d p lace-kicker Jim 
Jackso n 
Grabbin g the g lo ry sp o ts o n 
the first team in the backfield 
were Osag e q u arterback Bo b 
Zawislak, an d ru n n in g backs 
Rex Bran ch (Eldo n ). Mark 
I'p etg ro v e (Tip to n ) an d Ken ­ 
dall Po n dar (Iberia). 
'Bran ch acco u n ted fo r mo re 
than 9 00 y ards ru shin g fo r the 
Mu stan g s, o n e o f the to p ef­ 
fo rts in cen tral-Misso u n this 
seaso n 
The fo llo win g is a list o f the 
p lay ers n amed to the first, se­ 
co n d an d ho n o rable men tio n 
lists 
First Team 
Offense 
QB Bob Zawislak 'Osagei. Jr : 
RB Rex Branch iFldom. Sr . RB- 
Mark I'ptegrove iTiptoni. Jr . 
RB Kendall Pondar dbena'. Sr ; 
E David Ziegler <Eldon». E David 
Bosworth 
»Osage». Sr ; 
T-Don 
Holley »Camdenton». Sr : T-Doug 
Bolin 
»California». 
Jr . 
G-Don 
Wilson »Versailles». Sr ; G-Jeff 
Schlesner 
»Eldon». 
Sr ; 
C-Ty 
Lewis» Eldon». Sr. 


Specialists 
Punter Chuck Blair »Camden­ 
ton». 
J r . 
place-kicker-Jim 
Jackson (Camdenton» 
Defense 
E-Jeff Schlesner »Eldon i. Sr . 


E -M a r k 
Crawford 
»California». 


Sr . T-Tim Hull »Versailles». Sr : 


T-Donnie Clark »Eldon». Sr.; G-Ty 


Lewis »Eldon». Sr . G-Ron Helton 
»Osage». 
So p h : 
L B - K e n d a l l 


Ponder »Iberia». Sr.. LB-Ken Jef­ 


fries »Camdenton». Sr.. LB-Don 


Wilson (Versailles». Sr.; DB-Gary 


Taylor (California». Sr.; DB-.Mark 
Benton 
»Camdenton». 
Sr ; 
DB- 
Stuart Wolf »Tipton». Jr 


Second T e a « 
Offense 
QB-Chuck Blair 
»Camdenton». 


Jr . R B -D a v e Burnah »Camden­ 


ton». 
Soph 
RB -Billy 
Williams 


»California». Jr : R B Ken Jeffries 


»Camdenton». Sr.; E -D a n Mahair 
(Camdenton». Sr : E-Jim C a m p ­ 


bell »Versailles». Jr ; T-Tim Hull 


I Versailles». 
Sr : 
T-Phil 
Hess 
»Eldon». 
S r.. 
G - J a c k 
Ritey 


»Camdenton». Sr . G-Chack Miller 


»C a m d e n t o n ». 
J r : 
C - M a r k 


Crawford »California»:Sr 
Specialists ' 


Punter-Ken Sullins »Eldon». Sr . 


pla ce-kicke r-K en t 
C h a m b e rlin 


»Versailles I. Sr 
Defense 


E-John Jeffries 
»Camdenton». 
Jr . E -David Ziegler »Eldon». Sr . 
T-Brian Huhmann »Tipton». Sr . 


T-Chuck Miller »Camdenton». Jr . 


G -G ary Burlingame (California». 


Jr , G-Bill Hynes »Camdenton». 
Soph . L B -R e x Branch »Eldon». 


Sr ; L B Billy Whitfield »Osage», 


Sr . LB -Don Helton »Osage». Sr ; 
D B -Jim 
Jackson 
»Camdenton». 


Jr . DB-Joe Coppenger »Osage». 
Sr ; D B -M a rt v Pace »Versailles». 


Sr 


Honorable Mention 


Offense 
Barry Laurie »Versailles». Kent 


Ch am be lin 
»Versailles». 
G re g 


Bacon 
iVersalles». 
G arv 
Stone 


RENT A FORD 


• LOW DAILY RATES 
• RENT er THE DAY, WEEK 
OR MONTH 
• PICK-UR & DELIVERY AVAILABLE 


BILL GRLERFORD 
Phone 826-5200 
1700 W. Brood way 


t - t 


Before winter 
puts the crunch 
on your driving .. 
SEE US! 


(The rush will soon be here so get in early) 


• TUNE-UPS • COOLING SYSTEMS 
• TRANSMISSION • WHEEL BALANCING 
• BRAKES • FRONT END ALIGNMENT 


IT COSTS N O MORE TO GET THE BEST AT: 


MOW N AUTO A MACNME SUM €0. 
317-9 33 W. tné 
•3 6-S4 9 4 


YAMA CLAUS IS 
COMING TO TOWN 


This year make it a Yamaha Christmas! 
J 
f t 
Gift Certificates 


GENUINE 
YAMANA 
CYCLE 
MCESSITIES 


FREE G IF T W R A P P IN G ! 
Shop Eoriy While Selection Is Good. 
SEDALIA YAMAHA, INC 
^ 
South 65 Hwy. 
8 26-49 00 


p ed the Kay sin g er Co n feren ce 
reco rd to 5 -2 ag ain st their 
n o n -co n feren ce riv als. 
Delmar Griffith’s 21 p o in ts 
w as all that was n eeded fo r the 
Lin co ln ju n io r v arsity to han ­ 
dle Calho u n ’s jay v ee 60-17. 


Van Mellen also was in do u ­ 
ble fig u res fo r Lin co ln with 14 
p o in ts 
Dav id Hall led the 
Kaeles with 7 p o in ts 


The 
Cardin al 
g irls 
co m­ 
p leted the sweep with a 38 -2 8 
v icto ry 
San dy 
Swearn g in 
p o u red in 10 fo r the Redbirds 
Karen 
Pro cto r 
an d 
Vickie 


Harms each added 8 p o in ts in 
the w in 


Scoring 
Calhoun »62» — Joy 16. Bilbruck 
4. Peel 2. Siercks 2. Steas 19. 
Matonva 11. Hicks 4. Phillips 4 


Lincoln »87» — Ficken 6. Ragar 
10. Olson 2. Rank 23. Spencer 14. 
Young 15. Kauble 4. Keehn 13 
Calhoun 
7 
13 22 20-62 
Lincoln 
18 
17 29 23 - 87 


(Girls) 
Calhoun 
2 
2 
8 16-28 
Lincoln 
lO 4 12 12-38 


Mo. Valley 


wraps up 


H O A crown 


LAMONI. 
Io wa 
(AP) 
- 
Fran k Arizmen di cau g ht two 
to u chdo wn 
p asses 
to 
lead 
Misso u ri Valley o f Misso u ri to 
a 38 -14 v icto ry o v er Gracelan d 
in a Heart o f America Co n ­ 
f e r e n c e 
f o o t b a l l 
g a m e 
Satu rday . 
The v icto ry g av e .Misso u ri 
Valley the leag u e champ io n ­ 
ship with a 5 -0-1 reco rd an d an 
o v erall mark o f 8 -1-1. 
Gracelan d, which sco red o n 
60-an d 8 4 -y ard p asses to Ben 
Peterso n , dro p p ed to 4-1 in the 
co n feren ce an d 6-2 o v erall. 
CMSU beats 
NEMSU 34-20 


W A R R E N S B U R G , 
Mo 
(AP) 
— 
Cen tral 
Misso u ri 
State p u t to g ether their best 
o ffen siv e attack o f the seaso n 
an d g rabbed 400 y ards to No r­ 
theast Misso u ri State’s 311 an d 
p u t do wn No rtheast 34-2 0 in 
Satu rday ’s fo o tball g ame in 
Warren sbu rg 
It 
was 
Cen tral 
Misso u ri 
State’s third win this seaso n . 
Their o v erall reco rd is 6-3 an d 
2 -3 
in 
the 
Misso u ri 
In ter­ 
co lleg iate 
Athletic 
As.so cia- 
tio n 
The win o v er fo rmer 
l e a g u e l e a d e r 
N o r th e a s t 
p u shes their reco rd to 2 -0-1 
o v erall an d 3-1-1 in the MIAA 
T he 
M u l e s ’ f r e s hm a n 
q u a rte rb ack 
Bo b 
Mo ren o 
p assed fo r three to u chdo wn s, 
s e n di n g 
t wo 
to 
fel l o w 
freshman Marcu s Dix o n 
The No rtheast o ffen se did 
n o t co me aliv e u n til the seco n d 
half when Jessie Lo p ez to o k 
o v er the q u arterback p o sitio n 
an d hit 16 o f 21 p asses fo r 2 44 
y ards 


»Osage». Donnie Clark »E ld o n ». 
B i l l 
S e x t o n 
i E l d o n » . 


Keith 
Riley 
»California». 
Paul 


Martin »Tipton», Brian Huhmann 
»Tipton». Sam Oliver »Camden­ 


ton» 
e 
. 
Specialists 


Ken 
Gerke 
»Tipton», 
Wayne 
Wolfsbauer »Osage». 
Defense 


Dick 
Hutchison 
Versailles». 


Barry 
Laurie »Versailles». 
Ken 
Chamberlin 
»Versailles». 
Paul 


Martin »Tipton». Bill McNeil »Tip­ 


ton». Ken Gerke »Tipton». Kent 


Koechner »Tipton». Keith Riley 


»California». Doug Bolin »Califor­ 


nia». Eddie Moore »California». 


Ken Sullins »Eldon». Phil Hess 
»E l d o n ». 
S t e v e 
H u m p h r e y 


«Iberia».Tim H a m m a c k »Iberia». 
Tanner, Barazzutti 


to meet in finals 


TOKYO (AP) - To p -seeded 
Ro sco e Tan n er o f the Un ited 
States an d Co rrado Barazzu tti 
o f Italy , the No . 4 seed, will 
meet in Su n day ’s sin g les fin al 
o f the $11)0,000 
Jap an Op en 
Ten n is To u rn amen t, 


expert 
HAIRSÏYLING 
for men 


Let our professional stylists 
shape your hair to your 
individual needs. 
HAIR STYLING............... S t " *7 ®“ 
PERMANENTS..............S , " *2 0 ®® 
STATE FAIR 
BEAUTY SALON 
State Fair Shopping Center 
Phone 827-1342 


ATTENTION 


Recall of 30-30 Rifle 
Cartridges and Cases 
Codes Ending -5289 
through -6285 


W e are recalling certain lots 
of 3030 rifle cartridges and 
qnoty unpnmed 30-30 cases 
due to a structural wea)<ness 
that can cause a case head 
separation This can result m 
a jammed nfle and possible 
iniury from escaping gas 


30-30cartndges and unpnmed 
30-30 cases being recalled 
are identified by lot codes 
with the final four numbers 
-52 89 through -6285 The 
code appears on the bacl< of 
each box Example 3A-6032 


Boxes have these brand 
names Federal, Revelation 
Wards or Hiawatha 
If you have boxes with these 
codes call this loll-fme num­ 
ber. 800-328-7525 or writek 
Customer Service 
Federal Cartridge Corporation 
Anoka, Minnesota 55303 


This notice is limited to 30-30 
cartridges and cases with the 
lot numbers described 


NOW SIRLOIN STOCKADE GIVES YOU 


C O M P I E I E 


L U N C H E S 1 jG9 


Come m NOW 
Get yout "PUNCH*A-IUNCH ' Cani 
You buy 9 Lunches 
Get one FREE 


Co lleg e Fo o tb all 
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By The Associated Press 
MIDWEST 
Akron 21, W Illinois 14 
Albion 48, Lakeland 14 
Augustana 26, Wheaton 7 
Anderson 41, Earlham 0 
Baldwin-Wallace 56, Dennison 


Ball St. 24, Indiana St. 9 
Benedictine, 111. 42, Concordia 
i 
Bethany, W Va. 27, Hiram 21 
Bethel 13, St. P. Concordia 7 
Buena Vista 42, Simpson 21 
Butter 35, Wabash 12 
California 7, Washington 0 
Carleton 22, Grinnell 13 
Cent. Iowa 63. Upper Iowa 0 
Cent. Missouri 34, NE Missouri 
20 
Chadron St, 23, Panhandle St. 8 
Chicago 24, Loras 20 
Dakota St. 43, Sioux Falls 7 
Defiance 10, Wilmington 6 
Doane 34, Dana 12 
E . 
M ichigan 
30, 
Cent. 
Michigan 27 
Eureka 38, Iowa Weslyn 14 
Ferris St. 24, Saginaw'23 
Findlay 28. Taylor 14 
Ft. Hays 6, Emporia St. 2 
Franklin 27, Indiana Central 9 
Grand Valley 3, Wayne, Mich. 
0 
Gustav Adolphus 31, Augsburg 
19 
Hamline 27, Macalester 20 
Hanover 17, Manchester 0 
Hastings, Neb. 24. Neb Weslvn 
7 
Hillsdale 23, Central St., Ohio0 
Hope 17, Valparaiso 10 
Iowa St. 31. Kansas 17 
Jamestown 
20, 
S. 
Dakota 
Sprgfld 0 
Kalamazoo 14, Adrian 10 
Kenyon 17, Case Western 7 
Knox 32, Monmouth Col 28 
Lake Forest 19. Beloit 0 
Marietta 34, Ohio Weslyn 25 
Miami, Ohio 31, W Michigan 0 
Michigan St 23, Indiana 0 
Michigan Tech 16. St Cloud 13 
■Midland, Neb 55, Concordia 
Neb 0 
Millikin 27, Carthage 7 
Minnesota 38, Northwestern 10 
Minn.-Morris 55. Bemidji St 7 
Missouri 16. Colorado? 
M .Southern 20. .Mo Western 7 
Muskingum 14, Capital 0 
Nebraska 14, Oklahoma St 10 
North Central, 
11!. 
16. 
III. 
Weslyn 14 
N. Dakota 14, Augustana. ,S i) 
10 
N Dakota St, 24, N Colorado 0 
NE Illinois 48, Illinois Col 21 
N Iowa 14, S Dakota 7 
Northern. S.I) 28, Black Hills 
St. 7 
NW Iowa 28, Benedictine. Kan 


10 
NW .Missouri 42. Lincoln 2 
Ohio Northern 9, W ooster 6 
Ohio St. 42, Illinois 10 
Ohio L 31, Bowling Green 26 
Oklahoma 49. Kansas St. 20 
Purdue 16, Michigan 14 
Ripon 25, Lawrence 17 
St, John’s, Minn 29, St. Olaf 13 
St. Joseph’s 24. DePauw 3 
St. Thomas 6, .Moorhd. Con­ 
cordia 0 
S. Dakota Tech 3, Dickinson ,St 
3 
S, Illinois 17, Illinois St 3 
SW Missouri 30, SE .Missouri 17 
Temple 31, Drake 7 
Tulsa 35. Va. Tech 31 
U. of South 34, Principia 0 
'^’alley City 35. Huron 6 
Wartburg 3, Luther 0 
Wavne, Neb. 20, Peru, St 0 
Wiliiam Penn 43, Dubuque 0 
Winona St. 29, SW Minnesota 14 
Wisconsin 38, Iowa 21 
Wis.-Eau Claire 48, W is -Stout 
16 
Wis.-La 
Crosse 
16. 
Wis.- 
Whitewater 7 
Wis.-Oshkosh 24, Wis.-Superior 
0 
Wis.-Platteville 12, St Norbert 
7 
Wittenberg 52, Heidelberg 0 
Yankton 23. Dakota Weslyn 10 
Youngstown 36. E Illinois 14 


EAST 
Albany. N Y 27, Plattsburgh 0 
Boston St 9, New Haven 3 
Brdgwater St. 21, Curry 20 
Brown 35. Dartmouth 21 
Canisius 31, Brockport St. 7 
Carnegie-Mellon 7, Thiel 7. tie 
Cent. Connecticut 27, A1C3 
Clarion 29. Shippensburg 26 
Colgate 24, Bucknell 13 
Columbia 35, Cornell 17 
Connecticut 40. Boston U 11 
Cortland St. 50, S. Connecticut 
6 
C.W Post 30, Edinboro 13 
Delaware 63, Davidson 0 
Dickinson Col. 21, Ursinus 18 
E 
S t r o u d s b u r g 
21, 
Bloomsburg6 


Federal 
City 
16, 
Rutgers- 
LivingstonO 
Frnkln & Marshll 38, Moravian 
13 
Framingham St 19, W. Con­ 
necticut 3 
Glassboro 
St. 
17. 
William 
Paterson 6 
Grove City 29, Wash. & Jeff. 12 
Hamilton 31. Worcester Tech 
26 
Harvard 20, Penn 8 
Hobart 28. Coast Guard 15 
Indiana, Pa. 16, California, Pa. 
0 
Kings Point 14, New York Tech 


6 
Kutztown 30, Mansfield 0 
Lafayette 30, Gettysburg 3 
L y c o mi n g 
Col. 
28, 
W 
Maryland 13 
Maine 21, Northeastern 20 
Massachusetts 21, Holy Cross 
14 
Mass 
Maritime 
14, 
Maine 
Maritime 6 
Middlebury, Vt. 50, Union 6 
Navy 27, Syracuse 10 
New 
Hampshire 31, Rhode 
Island 6 
Nichols Col 34, Plymouth St. 6 
Norw ich 49, Delaware Val. 0 
Oswego St. 42, Niagara 20 
Pace 27, Fairleigh Dickinson 
14 
Penn State4 1.N.C. State 20 
Pittsburgh 37, Army? 
Rochester 14, Alfred 10 
Rutgers 34. Louisville 0 
St Lawrence 9, Rennselaer 0 
Siena 26, Maritime 0 
Slipperv Rock 10. Lock Haven 
7 
Susquehanna 
24, 
Fairleigh 
Dicksn 6 
Swarthmore 16, Johns Hopkins 
16 
Trinity, Conn. 24. Amherst 17 
Tufts 12. Colby 7 
Wagner 21, HofstraO 
West Chester 33. Cheyney St. 
14 
Westmnstr. Pa 10. Allegheny 7 
W \ a Weslyn 26, Geneva 7 
Widener 21, Muhlenberg 6 
Wilkes Col 14. Juniata 10 
Williams 34. Wesleyan 7 
Yale 39. Princeton 7 


SOUTH 
Alabama 28, LSU 17 
Alcorn 42, Mississippi Val. 7 
Catawba 17. Wofford 14 
Centre 20. Hose Hulmán 14 
Concord 24. Glenville St 21 
E 
Kentuckv 28, Tennessee 
Tech 14 
ECU 20, Richmond 10 
Elon Col 19. New berry Col. 13 
Emorv A Henrv 24, Bluefield 
St 22 
Fayetteville St, 13, Bowie St 6 
Florida 
A&M 
53. 
Alabama 
A4 M 14 
Georgetown, 
Ky 
14. 
W 
Virginia St. 6 
Georgia 1. Florida 27 
Georgia Tech 23. Notre Dame 
14 
Guilford 16, Winston-Salem 14 
Kentucky 14. Vanderbilt 0 
Livingstone 10, Kentucky St. 3 
Madison 38, Salisbury St, 36 
Maryland 21, Cincinnati 0 
Marvville 17. SWestern, Tenn 
0 
Millersville St 34, Wash & Lee 
12 
.Millsaps Col, 10, Austin Col, 0 
Mississippi St. 28. Auburn 19 
Morehead St, 17. E Tennessee 
St . 7 
Murray St 23, Austin Peay 13 
Norfolk St 17. Virginia St 7 
N Alabama37,NichollsSt.7 
N Carolina 38, Clemson 23 
N C Central 10, J C. Smith 3 
R a n d o l p h M a c o n 
27, 
Brdgwater, Va. 13 
St Paul’s 20, Hampton Inst. 14 


Shepherd 17, Salem Col 13 
S. Carolina St. 47, Md.-E, Shore 
0 
Tennessee 21, Memphis St. 14 
Tennessee-Martin 
24, 
Ten­ 
nessee St. 21 
Troy St. 38, Mississippi Col 6 
Villanova 23, Marshall 10 
Virginia 21, Lehigh 20 
Virginia Union 20, Morgan St. 
13 
VMl 30, Citadel 14 
Wake Forest 38, Duke 17 
W. Kentucky 38, Mid. Ten­ 
nessee 7 
West Liberty 19, Fairmont 13 
W. Virginia Tech 37, Frostburg 


6 
William 
& 
Mary 
23, 
Ap­ 
palachian 22 
W. Carolina 38, Lenoir-Rhyne6 


SOUTHWEST 
Arkansas?, Baylor 7 
Houston 30, Texas 0 
Prairie View 28, Ark.-Pine 
Bluff 13 
Rice4 1,SMU34 
SW Texas 27, Howard Payne 25 
Sul Ross 33, Tarleton 29 
Texas Lutheran 30, Bishop 3 
Texas Tech 14,TCU 10 


FAR WEST 
Brigham Young 40, Texas-El 
Paso 27 
Carroll, Mont. 50, Montana 
Tech 18 
Colorado Mines 28, N. Mex. 
Highlands 2 
Colorado St. 31, Idaho 14 
Lewis & Clark 57, Pacific, Ore 
26 
Linfield 16, Willamette 9 
Montana 21, Idaho St. 17 
Montana St. 33. N. Arizona 0 


New Mexico St. 26, Wichita St 


6 
Rocky Mountain 28, E Mon­ 
tana 23 
Southern Cal 48, Stanford 24 
S'. Utah 29, Mesa Col. 14 
UCLA 46, Oregon 0 
Utah 34, New Mexico 31 


Washington St. 29, Oregon St 
24 
Weber St. 52, S. Dakota St. 19 


Recreatio n 


Sch ed u le 


Women’s Volleyball 
(Convention Hall) 
Thursday’s Games 
Pete’s RTD vs 2-Lazy-2 Ranch 
Store.7 p m 
J im ’s 
Im perial 
vs. 
King 
Arthur’s,7p m 
Jabberjaws vs. Tina Ann Im­ 
ports. 8 15 p m 
Olyettes vs Pit Stop Cafe. 8:15 
pm 


Men’s Basketball 
Monday's Games 
(Junior High School) 
Don’s Body Shop vs Kentucky 
Fried Chicken. 6 30 p m 
Smithton 
Bank vs 
Bank of 
Otterville.8p m 


W ednesday s Games 
(Junior High School) 
Western Auto vs 
Slags, 6 30 
pm 
Oilers of .Missouri vs Ballard's 
Team,8p m 
(Heber Hunt School) 
State 
Fair 
Restaurant 
vs 
.Miller's. 6:30 p m 
Schlitz Beer vs Michelob,8p m 


Brads haw re turns to Ste e le rs 


KA N SA S C ITY ( A P I - P i t t ­ 
sburgh 
quarterback 
Terry 
Bradshaw, confident now that 
his damaged neck muscles 
can 
take 
the 
punishment. 


Hig h Sch o o l 


Fo o tb all 


Marshall 49. Moberly 7 
Missouri 
Military 
Academy 
(Mexico) 22, Salisbury 7 
Trenton 21. South Shelby 0 
Harrisonville 18, Pleasant Hill 13 
Archie 32. Miami (Amsterdam) 
14 
Clinton 34, Warrensburg 0 
Jefferson 
City 
Helias 29. 
Camdenton 14 
Knob Nosier 24. Holden 14 
Cass-Midwav 7. Drexel 6 


makes his first start in a 
month 
Sunday 
against 
the 
Kansas Citv Chiefs. 
About 72.000 are expected 
for the 2.05 p m CST kickoff, 
a game the two-time defen­ 
ding Super Bowl champions 
feel they have to win 
After staggering to a 1-4 
start and stunning pro football 
e x p erts 
n a tio n w id e , 
the 
S t e e l e r s 
h a v e 
r i g h t e d 
themselves and leveled their 
record at 4-4, respectable, but 
still two games in back of Cin­ 
cinnati in the A FC Central. 
“ It’s desperate 
from 
the 
point that we can’t lose any 
more ball games,’’ Bradshaw 
says. “ We know that. We lose 
another ball game and we are 


virtually eliminated ’■ 
At the height of the Steelers' 
frustration four weeks ago, 
Joe “ Turkey" Jones of the 
Cleveland Browns slammed 
Bradshaw to the turf with such 
force that the Steeler quarter 
back was rushed to a hospital 
with severe neck and back 
injuries. 
“ 
T h e 
p a i n 
w a s 
ex- 
cruciating,” 
he 
recalls 
" I 
couldn't move my arms and 
the first thing 1 thought was 
that 1 had broke my neck” 
He saw his first action last 
week in Pittsburgh’s 23-0 vic­ 
tory over San Diego, spelling 
rookie Mike Kruczek in the se­ 
cond half and passing for 109 
vards and one touchdown 


Bo wlin g Stan d in g s 


RED A PPLE LANES 
10 Hi’s 
1 Griff s Burger Bar. 31-9 
2 
The Bank of Otterville. 25-15; 3 
Schlitz Beer. 24 16: 4 Oakwood 
Oil. 23-17: 5 Swain Ins . 21-19: 6 
Water Dept . 19-21: 7 Lite Beer. 
18-22 8 Wallace Skelly. 17-23: 9 
Adco. 16-24 10 Curly Bass Hooks, 
6-34 
High Team 30 The Bank of Ot­ 
terville. 2987; 2nd Oakwood Oil, 
2935; High Team 10 The Bank of 
Otterville. 1030. 2nd Swain Ins . 
1014 
Womens 
High 
30 
Betty 
Schaberg. 
655 
2nd 
Esther 
LaBille. 612 Women s High 10: 
Esther LaBille. 246. 2nd Karolyn 
Eastep. 245 


Red Apple Scratch 
1 
Ditzfield Transfer. 31-9. 2 
Dean's Trophies, 29-11: 3 Palmer 
Tool i Supply. 28G-11'2: 4 Dickie 
Doo Bar BQ.'23‘3-16‘2; 5 Taylor s 
.MFA,23-17:6 Red Apple, 22-18. 7 
Miller 
High 
Life. 
16 24. 
8 
McDonald's. 12-28. 9 
Dugan's. 
9 31 10 Toledo Scale. 6-34 
High Team 30 Palmer Tool & 
Supply. 
1826. 
2nd: 
Ditzfield 
Transfer. 1754; High Team 10; 
Palmer Tool 4 Supply . 662, 2nd 
Ditzfield Transfer, 651 
Men's High 30 Alan Mark 2nd; 
Clarence Friedly. 621; Men's High 
10; Ron Ditzfield. 247: 2nd Scott 
Purchase.245 


Tuffy Heuerman 
1 
Miller High Life. 24-16 
2 
Third National Bank. 23-17; 3 
Dean's Trophies. 23-17: 4 Sedalia 
Office Supply, 22-18: 5 Adco Inc . 
21-19. 6 
Eaton Burton Motors. 
19-21; 7 Schlitz Beer. 16-24; 8 
Verl's Standard, 12-28 
High Team .30 .Miller High Life. 
3037: 2nd 
Third National Bank, 
2942: High Team 10; Sedalia Office 
Supply. 1026; 2nd: Miller's High 
Life, 1024 
Men's High 30 Alan .Mark 604: 
2nd Jim Sparks. 592. High Team 
10; Bill Ferguson. 215; 2nd Alan 
Mark. 213 


BROADWAY LANES 
Left Overs 
1 
Simon 
Cleaning 
Service. 
229-149 
2 
Dugan's. 221 157, 3 
Rigby's Skelly Station, 209 169; 4 
William's Masonry. 200-198. 
5 
Kleins Saw 
Shop. 
188 190 , 
6 
Furnell Lumber Co . 183-195 
7 
Beneficial 
Finance. 
176 202; 
8 
Firefighters 
Local. 
176 202; 
9 
Rival 
Mfg 
Co . 
155-222: 
10 
American Family Ins , 153-225 . 


High Team 30 Simon Cleaning. 
2572 
2nd 
Rigby's. 2483 
High 
Team 10 
Simon Cleaning, 914. 
2nd; Simon Cleaning. 895 
Men s High 30 Don Eastep. 598. 
2nd 
Lewis Hester. 573. .Mens 
High 10 Donovan Simon 220 2nd 


Lewis Hester, 215 


Ladies Nite Out 
1 Majestic Health Studio, 27-9. 
2 Sedalia Computer Service. 27 9, 
3 Sedalia BIdg & Const Trades, 
19 17. 4 
Norman Stevens Co. 
12-24; 5 Stevenson Tractor. 12 24 
6 Pearl s Harbor 65 .11-25 
High Team :îO: .Sedalia Com 
puter. 2885; 2nd: Majestic Studio, 
2662. High Team 10 Sedalia Com 
puter 999; 2nd; Sedalia Computer, 
956 
Women's High 30 Carolyn Jett. 
548: 2nd 
Wanda Reisland, .507, 
High Team 10; Mary Jo Martin 
201: 2nd: 
Pattv Wallace. 200 


Senior Citizens 
1 Team No 5. 27-13; 2 Team No 
8. 25-15. 3 Team 
No 1. 23 
17. 4 
Team No 
2. 23-17. 5 Team No 6, 
20-20: 6 
Team No 7. 17-23: 7 
Team No 
4. 13-27, 8 Team No 3, 
12-28 
High Team 30 Team No 5.2397: 
2nd Team No 6. 2389 High Team 
10 Team No 6. 862. 2nd Team 
No 3.850 
Men s High 30 John Killion. 524. 
2nd; Ray Head. 523. Men 
s High 
10; A k ' Schultz 221. 2nd 
Ray 
Head, 194 
Women's High 30 Mary Carroll. 
450; 2nd 
Sophie Schultz. 447. 
Women's High 10 
Mary Carroll. 
450; 2nd; Naomi Young, 167 


“ 1 was scared to death." he 
said “ I w as afraid 1 was going 
to get another shot from the 
unknown." 
‘But 1 ran a quarterback 
sneak from the one and took 
two good shots in the head and 
1 got up and was so excited 
because it didn't hurt. After 
that 1 settled down and played 
decent” 
The Chiefs, engaged in a 
widely advertised rebuilding 
program, are 3 .5 and, with the 
A FC 's No. 2 offense, showing 
remarkable progress follow­ 
ing a dismal 0-4 start 
But in their last three games 


Gre e n Ridge 


wins dis trict 


v olle y ball 


Green Uidge pushed their 
season record to a perfect 21-0 
Saturday 
night, 
as 
they 
defeated Warsaw 15-7. 15-11 to 
capture 
the 
Cole 
Camp 
District 
Volleyball 
Tourna­ 
ment 
Green Hidge spotted W ar­ 
saw a 4-1 lead in the first 
game, 
then 
ripped 
off 
13 
straight points for an insur­ 
mountable lead 
Green Hidge jumped off to a 
112 lead in the second game, 
but a game Warsaw 
squad 
battled back with nine points 
to tie the game at 11-11 
But 
that 
was 
all 
they 
could 
manage 
Green Hidge now travels to 
Independence Truman High 
School where they will meet 
the winner of the Kansas City 
Oak 
Bark 
District 
Tourna­ 
ment in a game at 6:30 p m 
Tuesday 


The G roup 
M U Z IK 
N ow P lay ing in 
RAMADA INN 
LONG BRANCH BAR 


O p *n D ally 4 P.W . -1 A .M . 
D A N C IN G 9 P .M . - 1 A .M . 


a revitalized Steeler defense 
has allowed just six points on a 
pair of field goals and Chiefs 
Coach Paul Wiggin describes 
t h e i r 
r e c e n t 
p l a y 
as 
"awesom e." 
“ If you don't 
think 
Pitt 
sburgh 
IS 
awesonie 
right 
n o w s a i d Wiggin. "you ought 
to look at their films. They just 
downright 
dominated 
play 
The Steelers are playing like 
an obsessed team ’ 
Injuries have trimmed Kan 
sas City's running back corps 
to 
four, 
starters 
Tom m y 
Beamon, a former Steeler, 
and 
M acArthur 
Lane 
and 
reserves Glvnn Harrison and 
.Pat McNeil ’ 
S-C s occe r 


te am wins 


m atch 2 -0 


The 
Smith (’otton 
soccer 
(earn kicked up a 2-0 win over 
North County Technical High 
School in the first round of the 
District Dne Soccer Tourna 
ment 
Kent Burkholder scored the 
first Tiger goal with seven 
minutes gone into the first half' 
on a breakaway 
David Gibson chalked up the 
second and final Smith ('otton 
tally 
with 
a 
goal 
midway 
through the second half 
The Tiger soccer team now 
advances 
into 
M o nd ay' s 
quarterfinal action against se­ 
cond ranked Hazelwood ('en 
tral in Larim ore Park at St 
Louis Game time is 3 45 p m 


OPEN DAILY 9 -9 , MON.-SAT. 
MON., TUES., WED. 
” 
>4 
m X IRELAND 
'TRONNOON 
m L T H R E T ' 


A U T O S C R V iC E S P E C I A U 


ELK'S RECREATION (ENTER 
(S outh o f S e d o lia) 
^ 
TURKEY SHOOT 


Hot Food 


VERY 
GOOD 
PRIZES 


COLD BEER 


Ev e ry S unday 


( B e g in n in g O c t. 3 4 th) 
STARTING 
N O O N ^ 
SHARP 


SPLATTER 
• 
BOARDS 
Wc S upply She lls ) 


CLA Y PIGEON SHOOT 
(You Supply Y ou r O vyh She h.t) 


3 yays?LiMifED is MONTHTysarg, 
REPLACEMENT; 


LIM ITED 19 TH - 4 8 TH 
MONTH PRORATA 


ADJUSTMENT W ARRANTY 


Sh o u ld an y Pre miu m 4 8 batte ry 
fail (n o t me re ly d isch arg e ) with 
in th e d e sig n ate d re p lKe me n t 
p e rio d , th e batte ry may be re 
tu rn e d by th e o rig in al o wn e r 
to K mart fo r re p lace me n t at 
n o ch arg e u p o n p re se n tatio n o f 
sales re ce ip t. Afte r th e re p lace 
me n t p e rio d bu t be fo re th e e x 
p iratio n d ate o f th e warran ty, 
K mart w ill re p lace a faile d bat 
te ry to th e o rig in al o wn e r, ch arg 
in g o n ly fo r th e p e rio d o f o wn 
e rsh ip , 
base d 
o n 
th e cu rre n t 
p rice at th e time o f re tu rn p ro ­ 
rate d o ve r th e to tal warran te e d 
mo n th s, by batte ry typ e . 


Th is warran ty d o e s n o t ap p ly 
to batte rie s wh ich h ave be e n 
d amag e d , misu se d , o r co mme r 
ciaily u se d by th e p u rch ase r. 


Coupon 
NEVER THIS LOW! 
FRONf 
ALIGNMENT 


By A p p o in tm e n t O n ly , 


N ow through N o v e m b e r 13 th 
WATSON TIRE CO. INC. 


3 8 15 S. UmH 
Se dalia 
8 2 6-3 3 9 3 
Coupon 


PREMIUM 
48 -MONTH 
AUTO BATTERY 


Ou r Reg u lar 33.88 
88 


SERVICES INCLUDE: 
1. Re p lace fro n t brake p ad s 
2. Rasu rface ro to rs 
3. In sp e ct calip e rs 
I 
, 4 . Ble e d h yd rau lic syste m an d 
f 
re fill 
g;; 
5. Re p ack in n e r an d o u te r be ar- 


* / 
mg s 
« ” , 6. In sp e ct re ar lin in g s fo r we ar 
I 
7. Ro ad te st 
I . 
Additional pa 
I 
I 


L 
. 


FRONT 
DISC BRAKE 
SPECIAL 


Sale Price 
88 


All brake wo rk d o n e 
by train e d me ch an ics 
Fo r mo st Am e rican 
cars. Savin g s 
Sporting Goods 


r^ H Ó ríítT 
Gleniiel(d 


\ 


'Pantt and trvirti sold aeparalely 
'•■ O u P o n lR e g TM 
INSULATED 
UNDERWEAR 
Our Re g. 
0 9 7 
4 .9 7 
M E ach * 


Dacro r” p o lye ste r fille d 
Our 1.77 Tube Boot 
Sock s .............. Pr 1.4 7 


LEVER-ACTION 
“3 3 6” RIFLE 


3 Days 
A A 97 
O n ly 
0 - * 
30 30 cal. 6 -sh o t Sid e 
e je ctio n Waln u t sto ck. 


GOOSE DO W N 
JACKETS 


2 4 8 8 
Our Reg 
29 88 


Ligfitw eight nylort 
prim e north 
ern goose-down titling 
O u r A.tS, Troopar H o t 
3 .9 7 


5 - 
19 '6 h y S S 
. 
- L3 


Sixteen th an d L imit - State Fair -Sed alia 


With Battery Exch an g e 


Qu ality-e n g in e e re td fo r lo n g 
an (j d e p e n ijable se rvice . 
Fo r mo st U.S. stan cjard * 
an d mid -size d cars Save ' 


SAVE ON 
WHEEL 
BALANCE 


Sale Price 


Balan ce e ach wh e e l 
fo r im p ro ve d tre ad 
we ar 
K mart safe ty 
in sp e ctio n . Save . 


Nylon 
with 
prim e 
goove-Oown 
fill 
Sizes 
colors 
Save now 
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Comparing farm prices 
1951 and 1976 


By DON K E N D A L L 
AP Farm Writer 


WASHINGTON (AP> - Just 
25 years ago. farmers were 
getting some of their best 
prices in years for many com­ 
modities and were receiving a 
substantially higher chunk of 
the consumer food dollar than 
they aretodav 


But there was also a na­ 
tional problem with inflation 
in 1951 as the Korean war 
droned on and government 


price curbs, along svith other 
devices, were being used in at­ 
tempts to 
cool 
off 
the 
economy 
A 
yellowed 
copy 
of 
an 
A griculture 
Departm ent 
"marketing and transporta­ 
tion" report dated November 
1951 was passed along to a 
reporter last week shortly 
after USDA issued a similar 
report showing where today's 
food dollar is going 
Actually. 
25 
years 
ago. 
retail food prices and farm 
prices were edging down from 


their 
then-record 
peaks 
earlier that year But farm 
and food prices still were 
relatively high for that time 
The old report showed that 
in 
October 
1951 
farmers 
received about 50 cents of 
each dollar consumers spent 
on food During World War II 
and for a few years thereafter 
farmers actually received 51 
to 54 cents of each retail food 
dollar before easing back to a 
range of 48 to 49 cents before 
thp Korean conflict. 
Today, farmers get about 40 
cents of each food dollar 


spent, with the rest going to 
middlemen who handle pro­ 
ducts between the farmer and 
consumer 
This September, 
for example, the farmer's 
share was 38 9 cents 
A vast difference is that to­ 
day's food and arm prices are 
at a much higher plateau, 
generally, than they were in 
1951 
Grain 
and 
livestock 
prices set records in 1973 and 
food costs have continued to 
climb to new marks, although 
currently at a much slower 
pace than last year and in 1973 
and 1974 


On a dollar basis of food 
costs and farm prices, it is dif­ 
ficult to compare the 1951 
situation with today's Some of 
the breakdowns for specific 
items, 
however, 
are 
in­ 
teresting to look at 
Twenty-five years ago. for 
example, beef sold in retail 
stores for 84,9 cents a pound 
The "farm value" in that 
pound of retail beef — not 
what farmers got for live cat­ 
tle but their share of the retail 
price — was 65 cents, with 
middlemen getting 19 9 cents 
This September, the most 


Waldheim, others, find job overwhelming 


U N IT ED NATIONS, N Y. 
(AP) — They all say it is an 
impossible job, a frustrating 
job, a back-breaking job. But 
once they get it. they don’t 
want to give it up. 
The job is secretary-general 
of the United Nations, and all 
the men who have held it 
seemed to have had a love- 
hate relationship with it 
The first, Trygve Lie of Nor­ 
way, who w as elected on Feb. 


Strike will 


be costly 


for firemen 


KAN SAS C IT Y 
(AP) 
- 
Jackson County Circit Court 
Judge Harry A. 
Hall has 
ordered officers and members 
of the Kansas City fireman’s 
union to pay the state more 
than $150,000 in damages for a 
five-day strike during a con­ 
tract dispute with the city last 
year. 
‘it is the hope of the court 
that this defendant and other 
public employes responsible 
for protecting the safety and 
welfare of the citizens of the 
state will think twice before 
recklessly abandoning their 
obligation 
to 
their 
fellow 
citizens.” Hall said 


Jack Ford says 


dad to be active 


NEW YO RK (AP) - Jack 
Ford says he expects his 
father to be more active than 
most former presidents when 
the family leaves the White 
House 
"He knows there will be a lot 
of flexibility, ways that he can 
remain active,” the 24-year- 
old son of President Ford said 
in^an interview in Friday’s 
New York Daily News. “But 
the first thing he’ll make cer­ 
tain is that mother will be 
comfortable with it — that it’s 
something she would like to 
do 
"F o r the better part of the 
first year, they’ll devote the 
time to doing all the things 
they wanted to do before but 
never had the time for Dad 
will enjoy traveling to places 
— like Mexico — where he 
always wanted to go with 
mother, as tourists." 
“He’d like to teach at a 
university if it could be on the 
basis of about one month a 
vear,” Ford added 


1, 1946, called the post “the 
most impossible job on this 
earth.” 
Yet he accepted a three- 
year extension of his five-year 
term and would have served 
beyond his seven years in of­ 
fice had not the Soviet Union 
in 
effect 
forced 
him 
out 
bfecause of his stand against 
the North Korean invasion of 
South Korea 
The 
second, 
Dag 
Ham ­ 


marskjöld of Sweden, w ho w as 
elected in April. 1952, wrote in 
his deeply religious private 
diary the day he was elected 
secretary-general. 
"He who has surrendered 
himself to it knows that the 
way ends on the cross.” 
Hammarskjöld, 
too, 
ac­ 
cepted 
a 
second 
five-year 
term and served 8 4 years in 
all before he was killed in a 
plane crash on a peace mis­ 


sion in Africa. 
His immediate successor. U 
Thant of Burma, spoke of the 
"heavy 
responsibilities" 
of 
the office Still he served two 
terms totaling 10 years before 
he retired because of illness. 
The 
fourth 
and 
current 
se cre tary-ge n e ral. 
Kurt 
Waldheim of Austria, has call­ 
ed the job "the most strenuous 
1 ever had" and sometimes 
the "most frustrating” 


Stu den t 
re p o rts 


Rick 
Holman, 
1510 East 
Broadway, is one of 92 frater­ 
nity pledges announced at 
William 
Jewell 
College 
in 
Liberty, Mo. Holman pledged^ 
Phi Gamma Delta fraternity. 


DRAPERIES 
20% 
DISCOUNT 


For the entire month 
of Novem ber we will 
offer a 2 0 % discount off 
of 
our 
large 
line 
of 
F a b ric u t 
D r a p e r y 
m aterial 
and 
B ed ­ 
spreads. 


Take a d va n ta ge of 
these “end of the year" 
savings. 


Draperies Is AK We Do 
—We Do It Better 
Calll: 
8265664 


This hand, made from plastic and in 
natural size, can be fixed to door 
handles to give you that human 
touch. A handy handle when opening 


A handle on things 


the door, the novelty was shown at a 
Nuremberg inventor's fair in G e r­ 


many. 
(UPl) 


But now Waldheim says he 
would "regard it as a privilege 
and an honor” if he were 
re-elbcted to a second, five- 
year term to follow the one he 
will finish Dec 31. 


It looks as if he will be 
re-elected. 
The secretary-general gets 
what it takes to live well — 
roughly S92.000 a year in 
salary and expenses and the 
use of a limousine and the use 
of a $1 million Manhattan town 
house. 
But he scarcely has time to 
take advantage of the job 
benefits He is too busy with 
the problems of a far-flung 
bureaucracy of upward of 
10.000 international civil ser­ 
vants. and those of many of 
145 member nations as well. 
"There is no family life 
anymore." Waldheim said in 
an interview in his 33th floor 
office after some years on the 
job " I have to be here from 
early in the morning until late 
in the evening ., 
"But it's part of the job 1 
used to say when my wife was 
complaining about no family 
life. 1 said. 'You can't have the 
cake and eat it. You must ac­ 
cept the challenge.’ And 1 
a l w a y s 
a c c e p t e d 
the 
challen ge 
O th erw ise 
1 
wouldn't have accepted this 
job. 
"And this job is a job which 
only somebody can really do 
who is ready to accept the 
challenge, 
because 
it ’s 
sometimes a most frustrating 
job — most frustrating. You 
w ant to do so much m ore...” 


recent USDA report showed, 
the retail price of beef was 
slightly more than SI.34 a 
pound, with farmers getting 
an equivalent of 72 6 cents and 
middlemen 61 7 cents. 
The 12-month average for 
choice-grade cattle in 1951 w as 
nearly $36 per 100 pounds on 
the hoof, with corn selling at 
the farm at SI 66 a bushel. 
Much 
has 
changed 
in 
agriculture in the past 25 
years 
Farm production ex­ 
penses are much higher than 
they were in 1951 and farmers 
have many more costs to 
worry about today. 


But 
middleman 
expenses 
for transporting, processing 
and selling food between the 
farmer and consumer also 
have changed dramatically 
Labor costs. energ\ and all 
other inputs have gone up 
more than farm prices over 
the 
years, 
at 
least 
since 
farmers got 50 cents or more 
of each SI consumers spent for 
food 


As of this Oct 15. according 
to USDA. prices of items 
farmers 
use 
in 
producing 
crops and livestock averaged 
195 per cent of what they were 
in 1967, That is almost double 
what the costs were nine years 
ago In 1951. despite rising in­ 
flation. production costs were 


95 per cent ot what they were 
in 1967, 


;<HOT WATER HEAT 


w 


INTBmiERM. 


WITHOUT 
P L U M B I N G 
I 
lf'» th® 
Sofasf 
an d Mojf Econ omical Woy 
to Htof You r Home or Offico. 


P H IL IP S & C O 
tio e tric o l W h o l«»o l«r * 
C o lu m b io M o . 6 5 301 


Enjoy Good Food in a 
Pleasant Atmosphere 
Courteous Waitresses to 
Serve You and Your Family. 


Y A M A H A 
JVC 
VERIT 
BIC 
PIONEER 
JBL 
PHILIPS 


U 
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0. 


X 
0. 
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In a time where the Fast Food 
Chain has replaced m om 's apple 
pie, where discount houses 
everything under the sun 
and the customer has been 
reduced to a number 


sel 


a card... 


) 
? 


philosphy of high 


There em erging from the gloom a store dedi­ 


cated to specializing in AudlO'High Fid©- 
lity Equipment. 


Within this store is a 
quality equipm ent at low prices, 
a feeling that the custom er should get what he has 
paid for and salesm en that ore more than happy to 
talk, m ake suggestions, offer facts, 
figures, and even admit it w hen they 
don't know something. 


W ouldn't it m oke sense to consult 


us when its time to purchase your 
high fidelity equipm ent? 


Remember, w e're the home town 
store, 
with 
the down-to-earth 
prices, 
and 
we don't sacrifice 
quality. 


LEK-TRO-MEK 
COMPONENT SHOP 
612 S. Ohio 
Sales & Service 
Phone 826-444 


BOSE 
DUAL 
PHILIPS 
VERIT 
TEAC 
GENESIS 
YAAAAHA 


) 
! 


MONDAY SPECIAL 


Hand Packed 
LEMON or VANILLA 
FREEZE V j GoI. »1.59 
Pints: 45* Ots.: 79* 
FRESH 'N RICH 
Sta te Fair Sh opping Center 


11 A .M . T O 4 P .M . 
ALL THE SPAGHETTI 
YOU CAN EAT 


Slaw , roll a n d butter, por- 


m a so n ch e e se , m e at sau ce 
T 
3 3 


4 P .M . T O 8 P .M . 
BREADED CHUCK 
WAGON STEAK 


w h ip p e d p o tato e s, g ra v y 


v e g e to b le roll a n d butter 
7 39 


STATE FAIR CENTER - SEDALIA 


WE DON’T 
SELLA 
SECOND BEST 


M ICHELIN 
' X ' 
We made 
a 
SPECIAL 
BUY 


Just For You 
For 
This Week Only. 


m 


SIZE 


S u ggeste d 
Exchange 
Price. 
Each 


Exchange 
Sa le Price 
Each 
F.E.T 
Each 


20 5 -15 


(G 7 8 -15 ) 
•82.13 
«64.70 
•2.84 


215 -15 


(H 7 8 -15 ) 
•87.26 
«69.80 
•3.18 


225 -15 


J7 8 -15 
•91.03 
«72.82 
•3.29 


BR 7 8 -13 
•66.56 
«52.25 
•2.24 


Stop by and pick up a FREE Ice Scraper 


WE SERVICE W H AT WE SELL I 


TIRE SERVICE 


South Hwy. 65 


y .TA/LS CR YSTAL 


ROAD 
• 
SERVICE 
DAY or NITE 


Sedalia, Mo. 
Phone 826-1663 
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Torture , murde r c ommon in La tin Ame ric a 


By MORT ROSENBLUM 
Associated Press Writer 


South 
American 
military 
leaders have succeeded in 
crippling leftist extremism, 
but in the process many have 
condoned 
murder, 
torture, 
secret 
arrest 
and 
other 
flagrant 
abuses of human 
rights. 
W it herin g 
repression 
designed to eliminate guer­ 
rillas has been turned against 
politicians of all stripes, in­ 
tellectuals, churchmen, jour­ 
n a lis t s , 
stude nts 
and 
foreigners 
who 
attract 
suspicion. 
A 
number 
of 
innocent 
bystanders, 
including 
aged 
women and infants, have died 
or 
suffered 
because 
of 
mistaken 
identity, 
unclear 
commands at road checks, 
stray 
bullets 
and 
simple 
callousness. 
The degree varies 
from 
country to country, but police 
sources, diplomats, interna­ 
tional organizations and vic­ 
tims all say that basic rights 
are regularly violated by the 
police and the military in the 
six southernmost Latin coun­ 
tries: 
Argentina. 
Chile, 
Uruguay, Brazil, Paraguay 
and Bolivia 
As a result, many contend 
that 
societies 
have 
been 
damaged so badly that it will 
be extremely difficult for any 
to return to the free-flowing 
democracies 
envisioned 
in 
their constitutions. 
In 
the 
worst 
of 
cases, 
suspects are burned alive, 
dumped at sea or tortured to 
death by such methods as 
pouring gasoline in their ears 
and using dental drills on good 
teeth, according to security 
sources, 
diplomats 
and 
survivors. 
“ I was lucky — I just got 
away (in Chile) with the usual 
things like being chained nak­ 
ed to a metal bed frame for 
electric shocks to the vagina 
and breasts, being tied by the 
ankles and dunked in filthy 
water until I choked, and be­ 
ing beaten.” said Nelda, a 28- 
year-old psychology student 
hiding in Buenos Aires from 
Argentine -authorities after 
fleeing Chile 
“ Many of my friends died or 
just disappeared.” 


The h ard lin e 


A Chilean soldier forces a leftist prisoner to remain 
kn eeling with his arms held high during a roundup of 
suspects at San tiago's Nation al Stadium followin g the 
military takeover in 1973. In a number of South 


Chile’s three-year-old 
military 
regime has been 
criticized the most. But a 
variety of sources say un­ 
controlled security officers in 
Argentina have been just as 
brutal 
as the Chileans, 
although “ right-wing terrorist 
groups” are blamed. 
Homan 
Catholic Church 
sources say that about 1,000 
persons have been tortured to 
death in Chile since the 1973 
military coup In Argentina, 
well over 1,000 suspected lef­ 
tists are estimated to have 
been killed in the past year 
alone. 
The 
military 
took 
power last March, ousting 
from the presidency Isabel 
Heron, widow of Juan Peron. 


American n ations, the military's assault on suspected 
leftists has led to flagran t abuses of the human rights 
they pledge to protect. 
(AP) 


Several hard-line Argentine 
military officers have admit­ 
ted privately to reporters that 
they benefited from Chile’s ex­ 
perience by not allowing ex­ 
cesses to be traced to their 
new government. 
Although 
moderate leaders — including 
Gen. Jorge If Videla, the 
Argentine president — are 
committed 
to protecting 
human rights, they apparently 
have not been able to control 
unofficial 
repression 
by 
security agents. 
In Uruguay, 12 to 25 people 
are estimated to have been 
tortured to death since 1972, 
when the Tupamaros began to 
decline. One out of every 500 of 
Uruguay’s three million peo­ 


ple is a political prisoner or a 
refugee. Judicial procedures 
are usually ignored in political 
cases. 
Torture in Brazil appears to 
be less systematic, although 
death squads, which have ex­ 
isted 
lor 
a 
decade, still 
regularly murder suspected 
common 
criminals. 
Ocas- 
sional political cases receive 
wide publicity, such as that of 
a Vladimir Herzog, a promi­ 
nent 
Brazilian 
journalist 
found dead only hours after 
authorities arrested him in 
Sao Paulo a year ago. 
International organizations 
have accused both Paraguay 
and Bolivia of frequent illegal 
arrests and detention and. in 


Fre nc h ope n s e x s witc hboa rd 


By ROSETTE HARGROVE 


PARIS 
(NEA) 
- 
It 
is 
somewhat surprising to learn 
that the French are far from 
knowing it all when it comes to 
sexual knowledge 
This conclusion is based on 
an official information center 
opened a few months ago 
under the aegis of the Ministry 
of Health. This new service (a 
sex 
switchboard) 
operates 
five-and-a-half days a week 
from 9 a.m. to 6 p.m. It is 
available to everybody, young 
and adult, private citizens as 
well as professionals. 
It 
is operated 
by four 
specialists 
— a 
marriage 
counselor, a midwife, a jurist 
and a psychologist. Known as 
the C.I.R.M. 
(Information 
Center on Sexuality, Materni­ 
ty, Birth Control), it is headed 
by psychologist Françoise de 
Boissieu, an attractive Pari­ 
sienne in her 40s. 
“ Our goal is to remedy the 
colossal ignorance of people in 
all walks of life and all ages 
whose formal sex education 
is practically 
nil, save 
perhaps in the country 
districts where all they know 
concerns the reproductive ac­ 
tivities of farm animals,” she 
explained. 
Seated at her desk in a 
bright, newly decorated of­ 
fice, dotted with posters — 
saying, for example: “ Alcohol 
and tobacco spoil your looks,” 
“ Man does not live by sex 
alone,” another showing a 
green 
and 
red 
telephone 
receiver over the telephone 
number, a reproduction of 
Max Ernst’s “ La Toilette de la 
Mariee” and, finally, a World 
Fertility Chart — Madame de 
Boissieu stressed the fact that 
callers were assured of 
anonymity. “ All serious in­ 
quiries are considered — there 
are of course the few oddballs 
who are promptly dismissed.” 
Also that her four-women 
team is completely neutral — 
no political, moral or religious 
views. 
Everybody 
speaks 
English as well as a smatter­ 
ing of other languages. 
The Center employs four 
telephonists who answer an 
average of 200 calls a day. The 
first week the sex switchboard 
(which a 
weekly satirical 
publication dubbed “ sexe ap­ 
pelle” ) was flooded witb 2,000 
appeals for help. Figures show 
that men represent 50 per cent 


of the inquirers, with ages 
ranging from 25 to 45. After 
comes the 45-55 age group 
representing five per cent and 
then the over 60s with between 
15 and 18 per cent. 
The Center, as a govern­ 
ment creation, is subject to 
certain officially prescribed 
limitations. It will not give in­ 
formation on how to get vasec­ 
tomies or tubal ligations, 
although both are performed 
in France. While there are no 
laws on the subject, steriliza­ 
tion is illegal here. 


The fact that men constitute 
almost one half of the appeals 
for information is not surpris­ 
ing, according to Françoise de 
Boissieu,” Frenchmen have a 
great rep u ta tio n 
for 
‘galanterie,’ but are perhaps 
less adventurous than their 
Anglo-Saxon cousins,” 
This also applies to French­ 
women. One of the goals of the 
Center is to overcome both the 
excess and the lack of facts. 


“ D e m o c ra c y 
means 
freedom of information — 
right and wrong,” she said, 
criticizing TV for advancing 
such ideas as the Pill being 
capable of inducing cancer. 
She. also believes that por­ 
nographic 
films are per­ 
nicious so far as the young are 
concerned. 


At an international gather­ 
ing of 150 sex experts recently 
in Nice. Prof. Albert Netter 
declared that the potency of 
the 
F r e n c h 
male 
had 
decreased over the last 30 to 40 
years, making conception dif­ 
ficult. 
“ Some couples make love 
once a week, some once a 
month. For many, two or 
three times a week is normal. 
Their 
parents 
and 
grand­ 
parents, married two or three 
years, made love every day” 
The problem, said another 
professor, lies in modern life 
with its retinue of fatigues and 
worries. Couples are too tired 
at the end of the day to give 
the 
sexual 
act 
the 
time 
necessary for satisfaction. 
Records 
show 
that 
the 
French Center of Artificial In­ 
semination had tested hun­ 
dreds of volunteers and found 
their potency well below that 
which was considered normal 
30 years ago, with many men 
near the borderline. 
Until now the falling birth 
rate has been blamed on the 
Pill, plus the economic reces­ 
sion and its problems, along 
with the desire of more women 
to go out to work. 
Some of the questions or 
problems which come over the 
Center’s phone are quaint, to 
sav the least. One male caller 


wanted details on artificial in­ 
semination. Where to go for in­ 
formation and what would it 
cost^ Another wanted con­ 
firmation that sperm banks 
existed. A woman wanted to 
find out whether she could 
bear a child after 50. Another 
asked whether she could be 
given the titles of books on 
sexual information. 
All inquiries are channeled 
to the appropriate experts 
Callers are never sent to 
private doctors, only 
to 
established 
hospital 
clinics 
and centers. Each operator is 
equipped with a thick black 
book 
listing agencies 
throughout the country deal­ 
ing with sexual and family 
problems. 
Because Wednesday is a 
school holiday in France, it is 
then that many youngsters 
call in. The precocity of sexual 
r e l a t i o n s h i p s among 
teenagers is a fact that cannot 
be overlooked. There is also a 
real concern about the in­ 
crease of venereal diseases. A 
boy or girl of 15 to 20 will 
hesitate often to approach 
either father or mother with 
such a problem, 
“ The Center tries to per­ 
suade the youngster to do just 
this. But if they refuse, then 
we suggest they come to the 
Center where they can consult 
a book for the appropriate 
age” 


The Center 
so far has 
gathered a library represen­ 
ting over 700 books and 80 
periodicals. 
Marie-Reine 
Mangin, who is in charge of 
the documentation, sees 
around 300 people monthly. 
Books have to be read on the 
premises. 


“ Around 40 per cent are 
private individuals but there 
are also many professionals 
such 
as 
social 
workers, 
teachers, psychologists.” 


several cases, of apparent 
deaths by toriure 
London-based Amnesty In­ 
ternational, 
in 
its annual 
report published last month, 
estimated there were 30,000 
political prisoners in Chile, 
Argentina, 
Uruguay 
and 
Brazil alone. (Jther sources 
say the total may be lower, but 
it is still staggering. 
“ Throughout 1975-1976 there 
has been a slight but un­ 
mistakable deterioration in 
the overall 
human 
rights 
situation in the Americas, par­ 
ticularly 
in 
the southern 
cone.’’ the report says. 
All six southern cone coun­ 
tries cooperate among 
themselves to prevent 


Tria l s ite 
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is c ha nge d 


KANSAS CITY (AP) - The 
trial of a l9-year-old Ft, Riley, 
Kan., soldier charged with two 
counts of first-degree murder 
has been moved from the 
Platte County Courthouse in 
Platte City to the Clay County 
seat oi Excelsior Springs. 
The 
soldier, James 
R. 
Vielbig, whose home is in Kan­ 
sas City North, is charged 
with the slayings of William A. 
Schmythe, 
a 
27-year-old 
Platte 
Woods convenience 
store clerk, 
and 
Leonard 
Nelson Strickland, a 46-year- 
old Kansas City cab driver. 
Platt County Circuit Court 
Judge John 
M. 
Yeaman 
granted 
the 
request by 
Vielbig’s attorney 
for the 
transfer to Clay County. 


Compe te nc y 


he a ring s e t 


PARSONS, Kan. (AP) - A 
competency hearing is to be 
held Monday for Johnny Lee 
Massey, the 19-year-old state 
hosptial patient accused of the 
beating death of a 5-year-old 
Parsons girl. 
The Lamed State Hospital 
conducted an examination of 
Massey following the Sept. 7 
attack on Sherri L. Janssen. 
County Atty. William J. 
Daley said the findings of the 
examination would be disclos­ 
ed at the hearing. However, 
Daley said he would go ahead 
with a second-degree murder 
charge filed against Massey 
regardless of the findings of 
the examination. 
Daley noted a first-degree 
murder charge 
against 
Massey was dropped when he 
was first committed to Par­ 
sons State Hospital following 
the death of a 3-week-old niece 
in Kansas Citv, Kan. 


suspected extremists from 
seeking safe havens in 
neighboring countries 


Many 
suspect 
Chilean 
secret police of having come 
to Washington to assassinate 
Orlando Letelier, who was 
killed by a bomb on Sept 21 
Letelier was foreign minister 
under 
President 
Salvadore 
Allende, who died during the 
1973 military coup against his 
Marxist government. Letelier 
had been living in exile in 
Washington when the bomb 
exploded in his car Carlos 
Prats, commander of the 
Chilean army under Allende, 
died in 
a 
similar bomb 
explosion in Buenos Aires two 
years ago. 
The 
Chilean 
military 
government denied any con­ 
nection with the Letelier kill­ 
ing, although it had just revok­ 
ed his citizenship. Leaders in 
all six countries regularly 
deny they disregard human 
rights. 


★ 
★ 
★ 


M i l i t a r y 
spokesmen 
frequently argue, however, 
that harsh methods are essen­ 
tial because guerrillas have 
organized among themselves, 
with foreign support, and can 
cross borders at will. 
Even in countries where 
leftwing violence was curbed 
years ago, officers maintain 
they cannot relax. “ As long as 
there is subversion in the 
Americas, it can be here,” 
said Gen Hugo Linares Brum, 
Uruguay’s minister of interior 
in a recent interview. 
The all-out approach seems 
to be working. Using physical 
and psychological torture on 
prisoners, Argentine security 
men hunted down the top five 
leaders of the Marxist Peo­ 
ple’s 
Revolutionary 
Army 
(ERP). Among those shot was 
Roberto Santucho, founder of 
the ERP and mastermind of a 
junta linking the remnants of 
guerrilla groups in Argentina, 
Chile, Uruguay and Bolivia, 
Scattered guerrilla groups 
operate in a number of Latin 
American countries, but most 
are concerned with local 
issues and are involved in 
common crime. The signifi­ 
cant guerrilla action has been 
in the six southernmost coun­ 
tries where, first, Ernesto 
“ Che” Guevara in Bolivia, 
then the Tupamaros in 
Uruguay and, finally, San­ 
tucho in Argentina tried to 
achieve widespread support. 
Only Chile, and recently 
Uruguay, have been officially 
put 
under sanctions 
by 
American officials, although 
Rep. Donald Fraser, D-Minn., 
has said that unless the human 
rights situation in Argentina 
improves by the time Con­ 
gress reconvenes in January, 
he 
may 
try to block 
U.S.-financed military credit 
sales totaling almost $50 
million this fiscal year. 
Nevertheless, 
Robert 
C. 
Hill, the U.S. ambassador to 
Argentina, told a Buenos Aires 
magazine in an interview for a 
Bicentennial issue that he did 
not think that human rights 
questions would affect U.S.- 
Argentine relations. 
Secretary of State Henry 
Kissinger told an Organization 
of American States meeting: 
“ The condition of human 
rights ... has impaired our 
relationship with Chile and 
will continue to do so.” 
Congress voted to ban arms 
sales to Chile and to limit aid. 
Just last month, a Congres­ 
sional amendment to the In­ 
ternational Security 
Act 
blocked a $3 million military 
assistance 
program 
to 
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Uruguay becapse of flagrant 
human rights violations. 
In some cases, outside 
pressure on the Latin military 
governments to show more le 
niency is attacked as an inter­ 
national plot, prompting even 
closer regional cooperation 
and tougher repression 
Argentina’s hard line 
crackdown began only recent­ 
ly, creating a particular pro­ 
blem 
for 
refugees 
After 
military takeovers in Chile 
and 
Uruguay 
in 
1973, 
thousands of left-leaning pro­ 
fessionals. students and 
workers streamed over the 
Andes and across the Rio de la 
Plata to seek asylum. 
The Peronist government 
then in power, tolerant to an 
already large community of 
leftists from Brazil, Paraguay 
and Bolivia, let more than 
20,000 new refugees settle in 
Argentina 


Immediately 
after the 
March coup, however, 
mysterious attacks on 
refugees quickly 
got the 
message across. Among the 
first victims — in May — were 
Zelmar Michelini and Hector 
Gutierrez 
Ruiz, prominent 
Uruguayan politicians who 
had fled to Argentina where 
they were avoiding politics 
and making new lives. 
They were found dead in a 
car with a young Uruguayan 
couple, Guillermo Whitelaw 
and Rosario Barredo, both 
known as former Tupamaro 
guerrillas 
This account was pieced 
together later from security 
sources: 
Police and 
military 
in­ 
telligence units, acting with 
impunity 
but apparently 
without top-level orders, kid­ 
napped the four in separate in­ 
cidents. They stole their vic­ 
tims’ property and left their 
fingerprints, 
clearly 
un­ 
concerned about any follow-up 
investigation. 
Police were called during 
the abductions, but they did 
not respond. The couple’s 
three children were taken and 
kept for more than a week un­ 
til international publicity con­ 
vinced officers to leave the 
children at a clinic. While in­ 
terrogating Whitelaw 
and 
Barredo, a third suspect — 
whose body was not found — 
was burned to death on the 
spot with alcohol from a space 
heater because he challenged 
the officers to make him talk. 
Officers faked a guerrilla 
communique left at the bodies 
to make the deaths look like 
revenge killings of traitors to 
the guerrilla movement 
During the time between 
their disappearances and the 
appearance of the bodies, 
family members found it im­ 
possible to determine whether 
the four were on any list of 
prisoners. The wife of Gutier­ 
rez Ruiz was not allowed to 
make a police report because 
the officers took her identity 
documents, which must be 
presented when making a 
complaint in Argentina. 
They found that hundreds of 


other families were making 
similar inquiries for missing 
persons and such traditional 
avenues as habeas corpus 
petitions produced nothing 
In some cases, security 
sources say. suspected ex 
tremists are simply pushed 
out of helicopters into souther 
ly currents off the coast of 
Argentina Separate sources 
said that flights have been go 
ing regularly from an army 
base near Buenos Aires, ap 
p a r e n 11y 
without 
the 
knowledge of the upper chain 
of command 
The sources 
could not supply details of the 
helicopter operation, but one 
said he had direct knowledge 
from a man involved Govern 
ment officials deny that such 
things happen 
Some Argentines point out 
that the guerrillas themselves 
have admitted at times that 
they seek growing military 
repression in order to improve 
the climate for 
general 
revolution 
“ I am sickened when 1 see 
what the military and police 
are doing,” said one wealthy 
and 
influential 
Argentine 
business leader. “ But when 1 
look at what the guerrillas 
threaten, 
I 
see no other 
choice.” 
Defenders of harsh repres­ 
sion say 
that 
only tough 
measures work They say a 
brutal crackdown in Brazil ef 
fectively ended the wave of 
kidnapings and violence that 
menaced the country in the 
late 1960s. 
After guerrilla efforts in 
Brazil 
and 
Bolivia 
were 
smashed, the defenders say, 
the Tupamaro organization 
mushroomed in Uruguay and. 
with frightened judges and an 
inadequate legal code, nothing 
worked except the systematic 
interrogation and intimidation 
of anyone remotely connected 
with the cla n d estin e 
operation. 
Some point with admiration 
to Paraguay where President 
Alfredo Stroessner dealt with 
opponents soon after he seized 
power in 1954 and then built up 
such a strong network of 
secret police that no attempt 
at guerrilla activity has yet 
survived its initial stages. 
“ You 
must understand,” 
one 
Argentine editor said 
recently, 
supporting the 
crackdown, “ those of us who 
want democracy are willing to 
pay any price to get it.” 
But a respected Chilean 
lawyer noted what he said was 
the absurdity of military rule 
that simply replaced what he 
described as one set of corrupt 
or inefficient leaders with 
another. 
“ If the situation were not so 
tragic, it would be ridiculous. 
These people in government 
are doing the same things as 
the Allende leftists allegedly 
did. They do whatever they 
want against private citizens. 
That was why the military 
kicked out Allende. 
“ And what do we have to put 
up with’!’ Unemployment of 
nearly 20 per cent and infla­ 
tion that never ends.” 
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Northwest trying to save 
salmon, overcome dams 
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By JO E FRA Z IER 
Associated Press Writer 


PORTLAND. Ore (AP) - 
For centuries, salmon in in­ 
credible numbers fought their 
way up the Columbia River to 
spawn. 
The Indians took what they 
needed, and the run still pro­ 
spered Later, white men sent 
more than 40 million pounds in 
some good years in the 1920s to 
canneries and curing houses. 
The salmon runs survived 
even this plunder. 
Then in the 1930s, the first of 
the hydroelectric dams went 
up on the river and the runs 
started to dwindle 
Today 
there are 11 dams on the main 
stem of the Columbia and 
more on its major tributaries, 
and the salmon runs, once the 
world’s biggest, are in trouble. 
Engineers and scientists are 
looking for ways to restore the 
giant runs to the Columbia, 
and also to re-establish the 
Atlantic 
salmon 
on 
New 
England rivers where dams 
have all but wiped them out. 
The dams hinder migration 
to spawning grounds, grind 
fish to pulp in their turbines 
and poison the water with too 
much nitrogen. They alter the 
temperature of the Columbia 
and other rivers, giving rise to 
diseases 
and 
parasites 
unknown before the dams 
were built. 


The result in 
western United 
been a 
salmon 


the north- 
States has 
swap — abundant 
for cheap, plentiful 
energy supplied by the dams. 
The campaign to revive the 
salmon without interrupting 
the energy hasn’t been easy. 
But the steps taken so far, 
principally on the Columbia, 
show promise. They include 
alterations in the dams to aid 
salmon migration, manmade 
batcheries near dams, and 
transportation of salmon in 
tank trucks past dams. 
The original plan for Bon­ 
neville Dam, the first one the 
salmon must pass, had no 
plans at all for fish passage. It 
took hard lobbying by the 
commercial fishing industry* 
to get fish ladders included. 
* 
‘i f they hadn’t, that would 
have solved the whole salmon 
problem right there,” said 
‘ Howard Horton of Oregon 
State University’s fish and 
wildlife department. 
‘‘That 
would have been that” 
Fishways were built into 
subsequent dams except for 
Grand Coulee, the largest on 
the river, 596 miles from the 
mouth. There are no fishways 
there, so above Grand Coulee 
there is no migration. The 
result is that 500 miles of river 
and tributaries are useless for 
the salmon. 


Today, half the returning 
salmon were born in hat­ 
cheries operated by Oregon, 
Idaho and Washington. They 
consist of a series of quiet 
pools usually located below 
dams. 
The 
females 
are 
caught, killed and their eggs 
placed at the bottom of the 
pools to be fertilized by the 
males. The hatcheries then 
become the spawning grounds 
to which the new generations 
of salmon return instinctively 
to breed 
But until all the problems of 
the dams are solved, the 
escapement, or number of fish 
retu rn in g 
to 
spawning 
grounds, can be controlled on­ 
ly by regulating the fishing 
season. On the Columbia, the 
season has been cut from 272 
days in 1938, when Bonneville 
was completed, to fewer than 
50 days today. Formerly abun­ 
dant salmon have become a 
luxury more expensive than 
steak in many markets. 


There has been no commer­ 
cial fishing to speak of during 
the summer salmon run for a 
decade. The salmon also come 
upriver to spawn in the fall, 
spring and winter. 
In 
1938, 
co m m erciaj 
fishermen 
took 
almost 
19 
million pounds of Columbia 
River salmon. As dams went 
up the figure dropped. It has 
passed 10 million pounds only 
three times since 1952. Eight 
of the 11 dams were completed 
after 1952, as were eight of the 
11 dams on the Snake River, a 
major Columbia tributary and 
spawning ground. 
But the dams aren’t all bad. 
Because of them, there are 
no brownouts in the Northwest 
and energy from the dams, 
sold 
wholesale to publicly 
owned utilities by the Bon­ 
neville Power Administration, 
gives the region the cheapest 
energy in the United States. 
In Eugene, Ore., the Eugene 
Water and Electric Board 
charges 
$12.10 
for 
1,000 
kilowatt hours of electricity, 
enough to light and heat a 
suburban home for two to four 
weeks. In Chicago the price, 
with taxes, is $43.44 
New 
Yorkers pay $90.62. 
The energy is produced by 
the water stored behind the 
dams turning giant turbines. 
If the river level is low, all the 
water goes through the tur­ 
bines, or ‘‘meat grinders” , as 
Horton Bitterly calls them, 
and the fish go with it. 


Depending on the angle of 
the turbine blades, from three 
to 18 per cent of the fish are 
killed at each dam they pass. 
“ That’s three to 18 per cent of 
the survivors each time. If you 
pass through several dams, 
that’s a heck of a lot of fish,” 
Horton said. 
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Step in right direction 


Water flows down a fish ladder in­ 
stalled on the Ice Harbor dam near 
Pasco, Wash. This dam on the Colum­ 
bia River tributary and others in the 
Northwest are both the source of in­ 
expensive power and a grave threat 


to the salmon and salmon industry. 
Fish ladders such as this one are on 
most of the great dams in the Nor­ 
thwest but solve only part of the pro­ 
blem in maintaining the fish popula- 


tion. 


If the river is high, some of 
the water spills over the dam, 
saturating the river below 
with nitrogen and causing a 
fatal condition in the fish 
similar to bends in humans. 
Under pressure from the 
state of Oregon, the Army 
Corps of Engineers, which 
built the dams, has installed 
“ flip lips” on the five dams 
that 
cause 
most 
of 
the 
nitrogen problem. The lips 


direct water down the face of 
the dam instead of allowing it 
to plunge through the air and 
become 
saturated 
with 
nitrogen. 
Experimental screening of 
turbine intakes is under way 
at two dams. 
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Another 
project 
involves 
gathering up young salmon 
shortly after they hatch, then 


Challenge may await rate hike 


.'W A S H IN G T O N 
- 
The 
Federal Power Commission’s 
approval of new price in­ 
creases on natural gas may 
add $15 to $18 a year to the 
average homeowner’s bill, but 
the rate hike is expected to be 
challenged 
in 
the 
federal 
courts. 
The commission issued a 
new 
rate 
hike order late 
Friday, estimating it would 
cost 
consumers 
who 
use 
natural gas some $1.5 billion to 
$1.8 billion each year. The 
FPC 
estimated 
that 
that 
would add some $15 to $18 to 
the annual average residential 
gas bill. 
But a spokesman for a 
citizens’ consumer group im­ 
mediately said his organiza­ 
tion plans to ask the federal 
appeals court here to block the 
FPC price hikes. 
The citizen group, called 
Energy Action, asked the U.S. 
Court of Appeals to review the 
F P C 
d e c is io n , 
and 
a 
spokesman said the organiza­ 
tion would request on Monday 
a court order to block the rate 
increases from taking effect. 
The spokesman said the re­ 
quest for review was filed 
quickly in a bid to keep the 
case 
in 
the 
courts 
in 
1^’ashington instead of waiting 
for gas producers to seek an 
anticipated review 
by 
the 
federal court in Louisiana, a 
major 
gas-producing state. 
The group indicated it would 
expect a Louisiana court to be 
more 
sympathetic 
to 
the 
industry. 
After trying for 20 years to 
regulate natural gas prices on 
a regional basis, the FPC set 
its first nationwide price ceil­ 
ing in July 1974, at 42 cents per 
thousand cubic feet for gas 
sold by producers to interstate 
pipelines 
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same state where it is produc­ 
ed is not subject to federal 
price regulation, but gas car­ 
ried 
to 
other 
states 
is 
regulated by the FPC, under a 
1954 Supreme Court decision. 


The FPC raised the nation­ 
wide rate to 50 cents in 
December 1974, and yearly in­ 
creases brought the ceiling to 
52 cents by the start of this 
year. 


Last 
July 
27, 
the 
FPC 
adopted a doubling and tripl­ 
ing of the rates: $1,42 for gas 
from wells drilled after 1974, 
and $1.01 for gas from 1973 and 
1974 wells. 


Spokesmen for both con­ 
sumers 
and 
the 
industry 
challenged that order. Con­ 
sumers said the rates were too 
high, and the industry side 
claimed they were still too 
low. 


After 
reconsidering, 
the 
FPC now has reaffirmed the 
$1 42 rate, but lowered the 
$1.01 rate to 93 cents per thou­ 
sand cubic feet. 


At the same time, however, 
it raised its estimate of the 
amount of gas affected by 
these rates, just about cancell­ 
ing any cost-lowering effect of 
the rate revision. 


The FPC had estimated last 
July that the new rates would 
cost the public an additional 
$1.52 billion in the first year. 
Now it estimates the impact at 
$1 49 billion to $1.78 billion. 
If shared evenly, the rate 
hikes 
would 
increase 
the 
average residential gas bill 
about 6.5 per cent to 7.7 per 
cent, the FPC said. But in fact 
the impact will bt uneven, 
depending largely on where 
the customer 
lives, 
which 
determines how much gas he 
burns and where his local utili­ 
ty company and its interstate- 
pipeline gas supplier get their 
gas. 


Ordeal ends 


West German horse show jumper 
Henrik Snoek sits in 
n. 
a 
police helicop’ ’''' otftr ,,einc 
from 0 shaft oi a highway bridge at 
Herborn, West Germany. Snoek was 
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loter otter o "onsom of $2.06 million 
was paid. 
Police hod imposed a 
publication 
ban 
on 
the 
incident. 
Snoek was a reserve in the West Ger­ 
man 1976 Olympic horse jumping 
team. 
(ijPlI 


(AP) 


taking them by tank truck 
several 
hundred 
m iles 
downriver for release below 
the dams. The return rate for 
fish trucked downriver in 1973, 
a low water year, was' 15 times 
that of 
those 
who 
swam 
through the turbines. The dif­ 
ference is less in high water 
years. 


The Corps of Engineers is 
considering a $46 million pro­ 
gram to increase escapement 
by building additional hat­ 
cheries on the Columbia and 
its tributaries 


“ The dams are causing the 
fish kills, and the dams are 
liable,” said Robert Thomp­ 
son, fish manager for the 
Oregon Department of Fish 
and Wildlife. “ You can’t just 
say, 
‘Tough 
beans, 
the 
housewife 
and 
commercial 
fisherman and sportsman are 
out so much for the sake of 
power production.’ You just 
can’t make that argument, 
and the Corps realizes its 
responsibility” 
The 
hatcheries 
project 
would 
increase 
salmon 
escapement by 131,000 a year. 
With current mortality rates, 
Thompson said, that would 
mean that an additional 27 
million young fish a year 
would be released from the 
hatcheries. 
Biologists at the University 
of Maine are trying to learn 
more 
about 
the 
Atlantic 
salmon runs, which were all 
but wiped out by a series of 
smaller dams built around the 
turn of the century. Fishways 
weren't added until the 1950s, 
and pollution took a heavy toll 
as well. 
For most of the nation the 
days of major dam construc­ 
tion are over as other power 
sources are developed and 
locations for dams are used 
up. 
One dam projected for the 
Rogue 
River 
in 
southern 
Oregon will have no fishways 
over it, but hatcheries will be 
built below it. On the Colum­ 
bia, Thompson says the ques­ 
tion of saving the runs seems 
to be an economic one. 
“ It depends on how much we 
want to spend and how hard 
we want to work," he said. 
“ The technology is there.” 
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each month at 8 p.m 
All members are urged to at­ 
tend. 
Ken Schilb. Gov. 
Bill Noble. Sec’y. 


Sedalia Chapter No. 
57, O.E.S. will hold 
s t at ed 
me et i ng 
Tuesday, November 
9 at 7:30 P.M. in the Masonic 
Temple. Election of 1977 of­ 
ficers, An important meeting 
— all members urged to at­ 
tend. 
Visiting 
members 
always welcome Social ses­ 
sion. 
Madelyn Foris, W.M. 
Dorothea Dowdy, Sec’y. 


Sedalia Lodge No. 
236 A.F.&A.M. will 
meet 
in 
special 
communication 
on 
Monday, November 
8, 1976 at 7:00 p.m 
at the 
Masonic Temple. Broadway 
and Missouri. We will have 
work in the E.A. and F.C. 
Degrees. All members are 
urged to come out and help 
with this full evening of work. 
Visiting Brethern are always 
welcome. Refreshments after 
the degrees. 
Charles T. Curry W.M, 
Howard J. Gwinn Sec’y 


Public Notice 


BIDS 
On Instoliing a Chain 
Link Fence Around 
An Area 35' x 50' 
Will Be Accepted by the 
City of Sedalia Until 
November 15, 1976. 
Site ond Specificotions 
Moy 
Be 
Inspected 
at the 
Sedalia Memorial 
Airport. 
Submit Bid to the 
City Clerk 
Municipal Building 
Second & Osoge Streets 
Sedalia, Missouri 65301 


n 7 thru n i l 


and Scvpn '7i in Block number 
Seven (7) of Hale and Gentry 
Ad 
dition to the City ol 
Sedalia, 
Missouri (1;I16 & i:t26 Hast Broad 


wav I 
requesting said real estate be changed 
and rezoncd from Zone K 1 to Zone C-1 
and that said application be acted upon 
as provided in Ordinance No 
6741 
Therefore, m compliance with Chapter 
8« of the Revised Statutes of Missouri, 
1969, Other applicable statutes, and said 
Zoning Ordinance No 6741, and said Ci­ 
ty Planning and Zoning Commission will 
meet 
in 
the 
Council 
Cham bers. 
Municipal 
Building. 
2nd 
& 
Osage 
Streets, Sedalia. MO at 7:',iO P M 
on 
Thursday. November 11. 1976, for the 
purpose of a Public Hearing in relation 
to said application to change the zone 
and rezone said real estate, at which 
time and place, parties in interest and 
citizens shall have an opportunity to be 
heard 
Dated at Sedalia. Missouri, this 21st 
dav of October, 1976 
T H E C ITY PLA N N IN G AND 
ZONING COMM ISSION 
Of The City of Sedalia, Missouri 
By George Berenyi, Chairman 
T H E C ITY OF SED A LIA . M ISSO U RI 
By Allen L Hawkins, Mayor 
ATTEST W ith the Seal of Said City 
(S E A L I 
Ralph Dedriek.City Clerk 
15x — 10'22 thru 11/8 


BIDS 


On Repairs to 
Community Center 
Building. 


Connect downspout 
northeast corner to 
droinbox 
east 
of 
building with 6 inch 
bell tile and replace 
drain at bottom of 
steps with 
8 inch 
or larger top drain. 
Submit Bid to the 
City Clerk 
Municipal Building 
Second & Osage Streets 
Sedalia, Missouri 65301 


11/7 thru 1111 


NO TICE OF P U B L IC H EA R IN G ON 
REZ O N IN G A PPLIC A TIO N 
Whereas. The City Planning and Zon­ 
ing Commission and the City Council of 
Sedalia. Missouri have received applica­ 
tion from Ruby V Swearingin. owner of 
the follow mg described properl v 
Lots 1 and 2 in Milburn s Sub- Divi 
Sion of Block 4 in East Sedalia as 
laid out bv George Heard in the Ci 
ty of Sedalia. Mo 1419 North Hill > 
requesting said real estate be changed 
and rezoned from Zone K-1 to Zone lv3 
and that said application be acted upon 
as provided in Ordinance No. 6741 
Therefore, in compliance with Chapter 
89 of the Revised Statutes of Missouri, 
1969, other applicable statutes, and said 
Zoning Ordinance No 674!. and said Ci­ 
ty Planning and Zoning Commission will 
meet 
in 
the 
Council 
Cham bers, 
Municipal 
Building. 
2nd 
& 
Osage 
Streets. Sedalia. Mo 
at 7:30 P M 
on 
Thursday. November 11. 1976, for the 
purpose of a Public Hearing in relation 
to said application to change the zone 
and rez.one said real estate, at which 
time and place, parties in interest and 
citizens shall have an opportunity to be 
heard 
Dated at Sedalia. Missouri, this 21st 
dav of October. 1976 
T H E C ITY PLA N N IN G AND 
ZONING COMM ISSION 
Of The City of Sedalia. M issouri 
By George Berenyi, Chairman 
T H E C ITY O F S E D A L IA . M ISSO U RI 
By Allen L Hawkins. Mayor 
A TTEST Witii the Seal of Said City 
iS E A L i 
Ralph Dedrick, City Clerk 
15x 
i0 2 2 th ru llB 


NO TICE FO R BID S 
Fire Protection District No One of Pet 
tis I ountv. Mo will accept bids for a 
metal covered building containing 1200 
square feet of space at 110 East Fifth 
Street 
Sedalia 
Missouri 
until 
five 
o clock 
p m 
\o\em her 
11 
1976 
Specifications ma> be obtained from 
Harold Ream Central .Missouri Electric 
Co (ip Sedalia Missouri 
6X 
113 thru t i l l 


The 
Pettis County 
^Veterans Council will 
hold 
its 
meeting 
to 
FIN A LIZE 
p a ­ 


r a d e 
P L A N S 
for 
the 
Veterans 
Day 
parade 
& 
memorial services on Mon­ 
day, November 8th, at 7:30 
p.m. in the American Legion 
Post 16 hall, 16th & Thompson 
Blvd., Sedalia. This is our last 
meet before Nov. 11th. So. 
please have all reports ready. 
Edmond H. Bryant, Chrm. 
Anna Wright, Sec’y. 


BIDS 


On Installing a New 
Built Up Asphalt Roof 
on the 


City Animal Shelter 
2900 West Main 


Will Be Accepted by the 
City of Sedoiio 
Until November 15,1976 


Submit Sealed Bid to the 
City Clerk 


Municipal Building 
Second & Osage Street: 
Seddio, Missouri 65301 


I l, /7 t h r u 11/11 


N O TICE OF P U B L IC H EA RIN G ON 
REZ O N IN G A PPLIC A TIO N 
Whereas, The City Planning and Zon 
ing Commission and the City Council of 
Sedalia. Missouri have received applica 
tion from Mrs Karl B Gonser, owner of 
the follow ing described property 
Beginning at the intersection of 
the South line of Broadway Street 
and the 
East 
line of 
Warren 
Avenue in the City of Sedalia. 
Missouri, running thence 
East 
along the South line ol said Broad 
way Street 286 50 feet to the Nor 
thwest corner of Lot One U ) in 
Block Si x (6) of Broadway Heights 
Addition, thence South along the 
West line of said I-ol One (!) in 
Block Six (6i of Broadway Heights 
Addition and an extension thereof 
129 feet; thence West 98 25 feel, 
thence South 129 feet to the North 
line ol Ninth Street, thence West 
along the North line of said Ninth 
Street 188 25 feet to the East line of 
said 
Warren 
Avenue, 
thence 
•North along the East line of said 
Warren Avenue to the point of 
beginning, also Lot One ( li in 
Block Si x (6) of Broadway Heights 
Addition to the City of Sedalia, 
Missouri, and Seven and Five Ten 
ths (75) feet adjoining on the 
South formerly used for alley pur­ 
poses, said alley 
having been 
vacated by the County Court of 
Pettis 
County, 
Missouri, 
(the 
southeast corner of Broadway 4 
Warren and the northeast corner 
of 9th 4 W arreni; also, beginning 
at a point in the South line of Ninth 
Street One Hundred Thirty Five 
(1351 feet West of the Northwest 
corner of Lot One (11 in Block Nine 
(9) of Broadway Heights Addition 
to the City of .Sedalia. Missouri, 
running thence South One Hun­ 
dred Twenty (1201 feet to the 
North line of an alley, thence West 
along the North Une of said alley. 
One Hundred Filly One and Five 
Tenths (151 5) feet to the East line 
of Warren Avenue, thence North 
along the East line of said Warren 
Avenue. 
Une 
Hundred Twenty 
(120) feet to the South line of Ninth 
Street, thence 
East along the 
South line of said Ninth Street, One 
Hundred Fifty One and Five Ten­ 
ths (151 5' feet to the place of 
beginning I The southeast corner 
of 9th and Warren) 
requesting said real estate be changed 
and rezoned from Zone K-1 to Zone C-2 
and that said application be acted upon 
as provided in Ordinance No 
6741 
Therefore, in compliance with Chapter 
89 of the Revised Statutes of Missouri: 
1969, other applicable statutes, and said 
Zoning Ordinance No 6741, and said Ci 
ty Planning and Zoning Commission w ill 
meet 
in 
the 
Council 
Cham bers, 
Municipal 
Building. 
2nd 
4 
Osage 
Streets. Sedalia, MO at 7,30 P M. on 
Thursday. November 11, 1976. for the 
purpose of a Public Hearing in relation 
to said application to change the zone 
and rezone said real estate, at which 
lime and place, parties in interest and 
citizens shall have an opportunity to be 
heard 
Dated at Sedalia. Missouri, this 21sl 
day of October, 1976 
T H E C ITY PLA N N IN G AND 
ZONING COMMISSION 
Of The City of Sedalia, Missouri 
By George Berenyi, Chairman 
T H E C ITY OF SED A LIA . M ISSO U RI 
By Allen L Hawkins. Mayor 
A TTEST W ith the Seal of Said City 
iS E A L i 
Ralph Dednck, City Clerk 
15x — 10 22 thru 11'8 


N O TICE OF P U B L IC H EA RIN G ON 
REZ O N IN G A PPLIC A TIO N 
W hereas. The City Planning and Zon 
ing Commission and the City Council of 
Sedalia. Missouri have received applica 
tion from J P 
Lingle. owi.er of the 
following described property 
Lots numbered Five (5), Six 16! 


NO TICE OF P U B L IC H EA RIN G ON 
P LA C E M EN T OF M O B IL E HOM E 
Whereas. The City Planning and Zon 
ing Commission and the City Council of 
Sedalia. Missouri have received applica 
lion from Rubv K Paxton, owner of the 
following described properly 
Lots 15, 16 and 17 of Lawndale Ad 
dition 
Southwest corner at 24lh 
and Washington ■ 
requesting 
permission 
to 
place 
a 
double wide mobile home on the above 
described property, and that said ap 
pticalion he acted upon as provided in 
Ordinance No 6741 Therefore, in com 
pliance with Chapter 89 of the Revised 
Statutes of Missouri, 1%9, other ap­ 
plicable statutes, and said Zoning Or 
dmance No 6741 and other applicable or 
dinances, and said City Planning and 
Zoning Commission will meet in the 
Council Chambers. Municipal Building, 
Sedalia, 
Missouri 
at 
7 30 
P M 
on 
Thursday. November 11, 1976. for the 
purpose of a Public Hearing in relation 
to said application seeking permission to 
place a double wide mobile home on said 
property. at w hich time and place, par 
lies in interest and citizens shall have an 
opportunity to be heard 
Dated at Sedalia, Missouri, this 2lst 
dav of October. 1976 
T H E CI TY PLA N N I N G AND 
ZONI NG COMMTs SI ON 
Of The City of Sedalia, Missouri 
Bv George Berenyi, Chairman 
T H E CITY OF SE D A L IA . M ISSO U RI 
By Allen L Hawkins. Mayor 
A TTEST With the Seal of Said City 
iSEA I. 
Ralph Dedrtck, City Clerk 
I5x 
10 22 thru It 8 


-Announc e me nts 


Card of Thanks 
02 


E V E LY N (F ISH E R ) S U M M E R S -T o those 


who e xpressed their sym pathy in so m any 


beautiful and practical w ays during our re­ 


cent bereavement, we extend our heart­ 
felt thanks 
Alfred Sum m ers. Sr 
Alfred 


Sum m ers. Jr. Fred Fisher 
Mr 
& M rs 


Robert Needy 


Personals 
05 


LIKE A G O O D N E IG H B O R . State Farm is 


there. For car. home, life and health in­ 


surance Call B ob H oskm s. 827-1151 


W E PAY C A S H for your diam onds. Call 


826-2416 


M O T H E R N E V E R K N E W about sham poo­ 


ing carpet without water. Rent Racine 


Machine. Keele Carpel, 826-2002 


Please call 826-1249 or 826-6340 for Luzier 


C osm etics or for free dem onstration 


Pregnont ond Diitressed? 


Ù 
We con help you. 
t CALL: 


’ IRTHRIGHT 
k 
826-9060 
f 
24 Hours 
HOLIDAY 
GIFT SHOP 
216 SOUTH 
MISSOURI 


Ceramics 
Handmade Gifts 
Special Orders 
Open Fridoy ft Saturday 
Nov. 12th ft 13th 
10 A.M. to 4 P.M. 


Rummage Sales 
06 


W E B U Y A N D S E L L used furniture, ap­ 


pliances, 
antiques, 
and 
collectibles 
Cook s 520 W est 16th. 827-2032. 


GORDON'S COLLECTABLES 
3Lj Miles South on Ingram. 
W atch for sign. 
O PEN M O N D A Y A N D TUESDAY 
Depression & Ruby Red G la ss­ 
w are and Furniture. 
Phone 8 2 6-1648 


ANTIQUE PRINTER S DRAWERS. Make 
nice Christmas Gifts. See them at Cook’s 
Furniture. 520 West 16th. 


GARAGE SALE 
620 EAST10TH 
SAT. i SUN. 


Range, oval rug, clothing & misc 
N O FRIDAY SALES 


J & W ANTIQ UES 
1122 EAST 3rd 
D e p r e s s io n g l a s s — a ll b ra n d s,* 
b o o k s, co m ic b o o k s, c h in a w a re 
a n d oth e r m is c e lla n e o u s item s. 
Open Sat. & Sun. 9-5 


BOB'S FLEA MARKETS 
7341 1115 Eoit 5th 
Soturdoy 10 to 5 
Sunday 1 to 5 
Furniture, 
Antiques, 
A p ­ 
pliances, Books, Depression 
Glass, 
Collectibles, 
Lots of 
Misc. 


GARAGE 
B PLANT SALE 
2049 East 7th 
Sat. B Sun. 


Wood storm windows, sizes 27 % x 
54V. 
clothes, 
dishes, 
books, 
house plonts, misc. 


OLD BOOKS 
Largest 
selection. 
Lowest 
Prices. 
Highest 
Quality 
in 
Sedalia Area. 
THE BOOKMAN 
734 East 5th 
Weekonds 


FLEA MARKET 
20th and G ran d 


O P E N S A T U R D A Y & S U N D A Y 
10 A .M . to 6 P.M . 


A n t iq u e s , co lle ctib le s, d ishee, 
records, radios, record ployers, 
clothing, furniture, lamprs. books, 
and m iscellaneous. 


B A N D J 
COUNTRY SALES 


Fri.-Sot.-Sun. 
Heoted Building 
Right on blacktop at Hi-woy SO 
Orivt-in theotor, cross roilrood 
trucks, right 1st gravel rood, con­ 
tinue 2 miles, form with red 
buildings. 10 minutes from town. 


Glass, stone, iron wore, bike, 
amplifier, stove, fireploce set, 
dresser, misc. 


LEE'S SECOND 
H A N D STORE 
Antiques, furniture, appliances 


1500 SO U T H O S A G E 
Reaso,noble prices. TRY US! 


HEATED 
GARAGE SALE 
1309 East 20th 
SUNDAY 8 til 6 
Dishes, 
jewelry 
books 
winter 
clothing, misc 


1964 FORD: good tires, good motor, like 
new inside. $150. 2-wheel trailer. 1809 
South Osage. 
1973 DODGE POLARO, 4 door hardtop, air, 
power steering, disc brakes, vinyl top, 
$2,350,826-6311. 


FOR SALE: 1956 CHEVY BODY with extra 
parts Must sell. Call 826-1853 


F O R 
S A L E -1 968 
O L D S M O B IL E 
TORONADO. front wheel drive Sporty 
yellow 668-3789 


CASH FOR YOUR OLD CARS. 1950 and 
older. Send year, make and general 
description to Chuck Day, P. 0. Box 11508, 
Kansas City, Missouri 64138 


Auto Accessories 
11 


TWO 9.00 X 15 WHITE WALL Studded 
snow tires, practically new. Also 2 L78 x 15 
white wall polyester tires. Call 826-5633 


BY OWNER 1971 12x56, Western View 
Estates To see go to big house in trailer 
court. 


J&H. All carpenter, concrete, home im­ 
provement work Roofing Reasonable 
Free estimates 827-2297,826-5616 
The Sedalia Democrat, Sunday, Nov. 7, 1976— 7C 


Campers 
14 


Trucks 
12 


R U M M A G E 
or 
G A R A G E 
SALE signs w hen you pay 
for your sale ad before it 
runs. 
Printed 
on 
heavy 
cardboard 
stock. 
Extra 
copies 
available 
— 
25‘ 
each. 
,S«dalio Democrat-Capital 


71 luick livivro, oil »quipped .......$1W5 
710ot«m$.W 4»pd,Ailj ........... $795 
'it Torino $por1. red, outo.............M9S 
70 Mymoutfi $port fury............... $*95 
'50 Ch»v. Pickup.......................$250 
RAY'S AUTO SALES 


2600W Bdwy 
827 1132 


FIRE TRUCKS FOR SALE. 816-458-2002 
between 7 A.M. and 3:30 P.M, Monday 
through Friday 


1967 FORD PICK-UP, 6 cylinder, 3-speed, 
with camper shell. $600 827-3179, 


1973 FORD F100, 3 speed. 302, V-8, red, 
has new engine, $2250 547-3773. 


1973 CHEVROLET Vt ton Camper Special, 
V-8, automatic, power steering, power 
brakes, air-conditioner. AM-FM 
Phone 
826-6252 after 5 p.m. 


1967 CHEVROLET, % ton. See at 1027 
South Madison or phone 826-6180. 


1972 FORD ’/2 ton, 360, 3 speed, 39,000 
gentle miles. Phone 826-2%2 or 826-4814 


CAMPER for 8 foot bed pickup, good con­ 
dition. Best otter. Call 568-3438. 


TRAVEL TRAILER: Will finance all or part, 
826-0322. 
1971 FORD EXPLORER Mini Home, fully 
self-contained, 
power 
steering, 
automatic, air, winterized, sleeps 4,19,000 
miles, like new See at Western Auto. 1715 


IV-Em ploym ent 


Female 
27 


West Broadway 


Trailers 
15 


2 WHEEL TRAILER, small tires, 6 months 
old, $130, Call 826-1449 
or 816-347-5237 
after 5:00. 


Cycles 
16 


MOTEL MAID: Weekends and part time, 
short hours Apply at Sunset Motel 3615 
South Limit. 
WANTED MATURE WOMAN to work pari 
time in local men's retail clothing store. 
Call 826-0930 and ask for the mananger, 


Lost-Found 
08 


LOST: GREEN WALLET with Concert 
tickets, seats Ell and E12 Please return 
tickets. Mail to Sharon Trigg 11M S. 
Massachusetts. 


LOST-Spotted Fox Hound Male. 2 Miles 
Southeast Long wood 
J. Rice 
Phone 
826-6918 or 826-0294, Sedalia. Mo 


ll-Autom otive 


OUISON USED CARS 


7 5 Chevy V« ton Beouville Sportsvon, 


w indow s, »»of», dual o ir ..............$4795 


'*9 C h »v y,4d r hi, o i r .................. 5450 


'M Ford LTD, 2 dr., o i r ...................$495 


'73 luick Itg o l 2-dr. full pow er... $2595 


'6 4'O ld iD » lt o M ,4d r ....................$295 


7 2 Flvmouth Fury 4-dr..................$1195 
2 - '6 l Chevys. 2 dr., V-8 , A t .... $450 eo. 


'73 Chevy ''t fon p ic k -u p ..............$2495 


'70 Chevy Impolo 4 dr., a ir ..............$895 


2109 E. 12th 
Other Cart 
124-4077 


Automobiles 
10 


RUMMAGE 
SALES 


826-1000 


Phiyfie in your RU M M AGE or 
G A RAG E sole ads by 4 P M, 
the DAY BEFORE it is to ap­ 
pear in the paper. Sundoy ads 
must be in by 2 P M. on Friday. 


WILL BUY USED cars or trucks Eastown 
Auto Sales, 2118 East Broadway, Sedalia, 
Mo 826-8706 


OR TRADE 1970 Buick Electra, full power, 
air 
1502 
East 
12th 
after 
5:30 
and 
weekends 
1969 DODGE POLARA 4 door, 318 engine, 
automatic, power brakes, power steering, 
air conditioning, radio Have put over $600 
repairs Valve job, complete brake job, 
new wheel cylinder and master cylinder, 
complete new exhaust system, much 
more. $850 438-6752 


1973 98 OLDS, excellent shape. See at 
Watson Tire Co . 826-3393 


FOR SALE 
1973 Volkswagen, canary 
yellow, excellent condition. 40,000 miles 
Call 826-8250 


1967 DODGE DART 2 door, 273, 4 barrel, 
factory 4 speed, $450 826-3547after6p.m 


1971 OLDSMOBILE 442, power steering, 
air conditioner, automatic, low miles, new 
tires. $2,500 826-4257. 


VOLKSWAGEN BUS 9-passenger, new 
rebuilt engine, extra snow tires See 1102 
Sue Lane. DeJarnelte Addition 


1%9 JAVELIN, 2 door green, excellent, 
$850. 1967 Chevy Station Wagon. $425 
Used Tires 826-8436 


1966 LTD, 2-door, power steering, air, FM 
radio, good tires, good condition $300 
827-2333 


1969 CHRYSLER NEWPORT air condi­ 
tioned. all power damaged left fender 
$250 826-1094 


1971 CHRYSLER NEWPORT, 2 door hard­ 
top, extra clean 347-5675 or 347-5436 after 
5 P M 


1960 CHEVY NOMAD WAGON, full power, 
wrecked, good parts Best offer takes 
Phone 826-8093 


1971 PONTIAC T-37 Hardtop, runs good, 
reasonable Phone 826-7839 after 5 P M 


FOR SALE-1969 Chevelle Super Sport 
396, 2 door hardtop 1966 Suzuki motorcy­ 
cle 250 road bike Route 4 826-7562 


1971 
MONTE CARLO, black interior, 
buckets, console, all power, tilt wheel 
1974- 750 Yamaha, must sell. 826-8413,1206 
S Quincy 


FOR SALE OB TRADE 
1971 
Dodge 
Monaco Station VJagon. good condition 
Very clean. Reasonable 827-2722, 


1972 DODGE POLARO Custom. 2 door 
hardtop, steering, brakes, air vinyl lop 
and interior, steel belted radials. 3^3 
engine, dual exhaust 826-8545 


1971 VW. rebuilt engine, body needs 
work. $420.826-9272. 


1970 VW $800 See at 812 West 16th 


73CHEV. 2-dr..HT,Fow,.t 


'71 FORD Tarino GT 2-dr 


....$219$ 
HT, pow., 


oir.....................................$149$ 


71 FORD Torino 2-dr 
HT 4-cyl. p I 
o ir.....................................51395 
71 BUICK Sport wogon p i oir 
$1495 


'70 FORD 2-dr HT p t o ir 
5495 
AND OTHERS 


TED'S AUTO SALES 
619 West Main 
Phone 826-7170 
After hrs. 827-2686. 


tf74 F O l0 1 ton wrecker. 
1H5 DODGE 1 ton wrecker. 
NEW tiide in wrecker for V< ton truck 
ASSOCIATED 12 volt cor start. 
1972 MEICUIY Morquis 2 door 
hardtop, driveoble, 
slightly 
damaged. 
LOTS of Chevrolet ond Ford ports. 


CARL O'DELL 
ENTERPRISES 
New 65 Bypass, Marshall, Mo. 


886-2236 


THOMAS-WILSON 
AUTO SALES 
WEST HIWAY 50 
827-0818 


1976 CHEV, BlAZER-Looded-everything. 


1976 LINC.TWN CPE.-looded. 
1975 PONT TRANS AM-Very jhorp. 
1974 lINC MARK IV-nice.(2) 
1973 CHEV. BIAZER-Steer Brokei. Air, 


4WD. 
1973 CHEV. BIAZER-4WD-Nke, 
1973 GRAND PRIX-one owner. 
1972 DODGE DART-very shorp 
New 


tirei. 
1971 VAILIANT CPE-Air, power-6. 


1969 CHRYSLER 4 Dr-good-jpetiol price. 
1968 CHEV. 4 Dr 8 2 Dr-Speciol price. 


FINANCING ARRANGED 
Many other autos to choose from. 
WE CAN SAVE YOU MONEY SSS 
Coll 827-0818 
HOMER-JEFF-RANDY 


TRUCKS— TRAILERS 
Trant-Cdntrai 
Suppliers, Inc. 
4600 South Hwy. 65 
Sedalia, Mo. 
PHONE 827-3735 
Ports-Soles’Service 
Open 7:30 A.M.- 
Midnight 


See us for your truck needs-- 
From 
the 
lorgest 
to 
the 
smollest. 


We Are Truck Peopte. 


1976 YAMAHA YZ-X, 125cc, dirt bike, air 
forks, monoshock. Inquire 904% South 
Arlington after 5. 


1970 650 TRIUMPH, new stock paint, runs 
good, 
$550 , 
826-3020 9-5 
weekdays, 
568-3337 evenings. 


FOR 
SALE-Motorcycle. 
1968, 
650cc 
Triumph Make offer. Call 816-463-2984 


1970 KAWASAKI. 250, good condition. 
Street bike, new battery, $300. Call 
826-6500 ask for Paul or 816i-347-5237 after 
5:00. 
1974 YAMAHA 250, excellent bargain, 
$400 1315 South Kentucky 


CLOSE OUT SALE-On all new 1976 
Harley-Davidson motorcycles Full line of 
1977 Harley-Davidsons plus quality low 
mile used machines. 
Lowest prices 
around. Check with us before you buy 
Ozark 
Harley-Davidson, 
Highway 
54 
South, 
Eldon, 
M is s o u ri 
65026 
314-392-6500. 


Ill-B u s. Services 


Auto Accessories 
11 


McCown Bpothers 
Used Auto Parts 


Mill & St. Louis 
826-W53 
126-0045 


Merlyn McCown, Monager 
CaH Merlyn or Chick- 
For Quicker Service 
On Used Parts 


FIVE STATE LONG LINE 
SERVICE AVAILABLE FOR 
MISCELLANEOUS 
PARTS OF ALL KINDS 


Specialized m rebuilt arrd used 
standard 
tran sm ission s. 
Rebuilt 
starters. 
U sed 
truck 
parts 
4- 
speed 
tro nsm ission s 
2 
spe ed 
rear-end 
.P asse nge r 
engines, 
truck en gin es. Bcxly parts. 


FOR SALE 


1976 % ton heovy duty Chevy Cheyenne 
4 wheel drive 400 engine, outomotic t 
full power radioli. Excellent condition, 
low mileog».CASHPRia-$5,740. 
1975 V, ton Chevy Silverodo. Automotic 
I full power, 350 engine, chrome mogs. 
eihoust t side roilt. 25.000 miles. Extra 
good condition, 2 tone point. CASH 
RflCE $3,975 
1974 Ronger XLT; 
V, ton, 340 V-8, 
outomotic 8 full power 41,000 miles. 3 
gos tonks. camper window, good cleon 
truck. CASH PRICE $3,775. 


CONTACT 
CLOVERLEAF DX 


MARSHALL JQ . 
l7Y-4500orl7Y-4377 


Mobile Homes 
13 


YOUR COMPLETE HOME A N D BUSINESS SERVICE DIRECTORY 


A p p lia n c e R e p a ir 


A-1 APPLIANCE REPAIR 
Phone 826-1361 
TV REPAIR 
Phone 8 26-6370 
tactery WerraWy _ Most Brands 
FORMERLY BOOTH'S 


A u to m o tiv e 


E le ctrical C o n tra c to rs 


ELECTRICAL CONTRACTOR 


C om p lete Electrical 
Service and Lighting 
Fixtures 
QUEEN CITY 
315 South Ohio 
Phone 826 3050 


G a r d e n in g & L a n d sc a p in g 


H e a t in g & P lu m b in g ___________ 


SHEET METAL 
CONTRACTORS 
H EA T IN G A N D 
A IR -C O N D IT IO N IN G 
BLUE YOUNG, Inc. 
D ia l 8 2 6-0 0 8 4 
500 W . M a in 


H o m e Im p ro v e m e n ts 


BUELL BODY SH O P 


4 1 7 So . K e n tu c k y 


Se d alia, M o. 


A ll M echanical Work 
Call 8 27-0038 


FIRESTONE 
STORES 


N o w Have The M ost 


Up-To-Date 


FRONT-END A N D 
BRAKE SH O P 


In Central M issouri 


For Free Pickup and D elivery 


CALL: 8 26-6123 


STORES 


312tW. Bdwy. 
126-6123 


O p e n M o n . - Thurs. 7 : 30 - 6 


F ri.7 :30 -8 , S o t . 8 - 4 


GREG 


JimSS ^ardeq^centeX* 


• S H A D C T IK C S 4 iV f ir C e C iN S 
• L A N D S C A P f C X S IG N IN O 
• a t S IO C N T IA l A C O M M E R C IA L 
• L A W N & O A R D E N SU R R LIE S 
• R E D O IN G Rt A N T S -SE E D S A B U LB S 
. S P R A Y IN G A IN SE C T IC ID E W O R K 


O 
N N O 
R 
CORPO»A(«Ü^4 


SHEET M E T A l 


826-4411 
LENNOX 


R e n ta ls 


A IR C O N D IT IO N IN G — H E A T IN G 


92 5 East Third 
82 6 -12 89 


M u sic a l M e rc h a n d ise 


Services Offered 


1975 14*70 2 BEDROOM, dining room, liv­ 
ing room, kitchen, bath, utility room, ex­ 
tras 826-7073. 826-4123 


C A S H 
F O R 
M O B I L E 
H O M E S 
826-1581 


12X65 MOBILE HOME, 2 bedrooms, many 
extras. Priced right, 826-5507 or 826-7504. 


1971 - 12x53. furnished, including washer 
and dryer 826-9361 


MOBILE HOME 
TRANSPORTING 


A w n in g s, 
sk irtin g , 
roof 
coating, tie downs and ser­ 
vice. 
CHAPLIN 826-1581. 


RENTALS 
O n All Lote M o d e l 
T Y PEW RIT ERS a n d 
A D D IN G M A C H IN E S 


Factory Trained M ech anics 
SEDALIA nPEWRITER CO. 
20 0 W e st 4 th 
8 26-8 1 8 1 


H e a t in g jk P lLim b in g 


SHAW 
MUSIC CO. 


BALDWIN 
WURLITZER 
P IA N O S & O R G A N S 


B u ild in g S u p p l i i 


O SAG E 
BUILDING SUPPLY 
2400 Clinton Rood 8 26-3033 


C O M P i i î i S T O C K •« 


■ W L D W e K U k l i K I A l S 
W ood or M o B o n lte P a n e lin g 


HEATING A AIR CONDITIONING 
Company 


21 9 W . M a in 
8 2 7-01 01 


R e p a ir, P a r ts A S e rv ice 
Fu rn ace s. A lr-C o n d ltlo n e rs, 
H u m id ifie r s 


Dey t l i # t Emerfsecy Ssrvies 


70 2 S o u th O h io 
8 2 6-0 68 4 


WANT 
ADS 
GET FAST 


RESU LTS 


21 


ELECTRIC MOTOR REPAIRS: All makes. 
Work guaranteed. Cole and Cooper Elec­ 
tric, 218 South Kentucky 


SEPTIC 
TANK 
CLEANING 
Portable 
sanitary units for rent. D. D 
Esser, 
Sedalia, Route 6 826-6622 


KAYSINGER TERMITE and Pest Control. 
Free inspections and estimate. Contact 
Home Lumber Company Phone 826-6500 


CREE’S TREE SERVICE. Spraying, trimm­ 
ing, removing trees. Liability-Workman's 
compensation. 827-1860 519West5th. 


^ T E R VfELL PUMP SERVICE: Pumps; 
water systems, Smeai hoist. Also, well 
drilling. Lloyd Deuschle 826-2559 


FOR MOBILE HOME transporting and 
service, call 826-8851. 


B.J DESIGN ■ Finest wig fashions in­ 
cluding Ava Gabor line Specializing in 
cleaning and styling Phone 826-5499 


TV AND STEREO REPAIR Call Carters TV 
and Stereo Service. 718 West 2nd. 
827-1223 


SC ISSO R S 
AND 
PINKING 
SH EAR S 
Sharpened All make Sewing machines 
tuned. Rudisili Fabrics, Thompson Hills. 
627-0633 
CONSERVE ENERGY-INSULATE NOW 
Blown Cellulose Insulation. Professional 
Applicators. Sidewalls - Attics. J R Heck 
816-827-2400 Free Estimates 


SANDBLASTING- For free estimates call 
826-7820 7-30A M to4P M 


WATER WELL 
PUMP SERVICE 


Pumpi ■ wottr lytftm i 


LLOYD DEUSCHLE 
82 6 -2 5 5 9 


ROTARY WELL DRILLING 


CLiNT'S ROTARY DRILLING 


747 M23 
i U - m 


WATER WELL 
DRILLING 
Two new ro ta ry drills. 
Serving this area since 1915 
W.C. Schnell & Sons 
Boonville, Mo. 
Call collect 882-5682 or 882-6777 


HOME 
IMPROVEMENT 


• KITCHEN CABINETS 
• CENTRAL HEAT 
• CENTRAL AIR 
• SIDING 
• STORM WINDOWS 
• GARAGE DOOR 
OPENER 


Free Estim ates on M e rc h a n d ise 
an d Installation 
CALL 8 26-6500 


n o w . 3rd. 
S e d a lia 


Democrat- 
Capital 
Ads 


Get 


Results 


R e s ta u r a n ts 


KENTUCKY 
FRIED CHICKEN 
15 13 S o u th Lim it 
P h o n e 8 2 6-69 1 2 
IT'S FINGER LICKIN' 
GOOD. 


FOR CORRECTLY 
PROPORTIONED 


CONCRETE 


A N Y A M O U N T e A N Y TIM E 


e A N Y W H E R E 


Warsow 438-5510 
Waynesville 366-4923 
Sedolia 826-4845 
Worrensburg 747-9631 
Knob Noster 563-2818 


c f k m 
n d 


READY M IXED 
CONCRETE 


LPN 
PART TIME 


Apply in person, Resthaven, 
1800 South Ingram 
See Mr 
Albin 


WAITRESS 
WANTED 


Apply in Person. 
PITSTOP CAFE 


s. 65 Highway 


CAREER 
OPPORTUNITY 
FOR RN OR LPN 


To assist Physician in office prac­ 
tice. Excellent working conditions 
and fringe benefits. 
Monday- 
Friday, 8-5. 
Send resume to Eox 921 Care of 
Sedalio Democrot for appoint­ 
ment. All replies will be kept con­ 
fidential. 


PROBATIONARY 
FIREFIGHTER 


A n 
E q u o l 
O p p o r t u n ity 
Employer. The following pro­ 
cedure will be followed for 
employment with the Sedalia 
Fire Department. A written 
examination will be given by 
Stale Fair Community College 
in Room 61 of the Auto-Tech 
Building 
on 
W ednesday, 
November 10, 1976 beginning 
at 7:30 p.m. Interviews will 
begin ot 6.30 p.m. on Tuesdoy, 
November 16,1976 at the Cen­ 
tral Fire Station, 600 South 
Honcock. Most be high school 
groduote or hove equivalent 
thereof Age ranges from 21 
to 31 years. More details of 
qualifications, prcKedure ond 
|ob 
descriptions 
available 
when applying. Applicotions 
ovoiloble at Central Fire Sta­ 
tion. 


NOTE: IMPORTANT FOR 
PAST APPLICANTS TO 
RE-APPLY TO DETERMINE 
QUALIFICATIONS. 


Salespersons 
30 


$100 
TO 
$ 200 
PER DAY 


Male 
28 


HELP WANTED. Need (11 single male age 
25-35 as cottage counselor for boys age 
11-18 Salary $4,000 plus room and board. 
Blue Cross-Blue Shield, vacation. 5 day 
on-5 
day 
ott 
work 
schedule 
Call 
314-756-6744 
between 
8-5 or 
write 
Presbyterian Home for Children, 412 W 
Liberty, Farmington, Mo 63640, Attn: Rich 
Keys Please include phone number and 
picture 
WANTED MEAT CUTTER; Apply in person 
at Welch’s Market, 410 South Barrett 
MECHANIC WANTED 
Foreign car ex­ 
perience helpful Apply in person Mid- 
MoDalsun. 


WELDER «MACHINIST 
COMBINATION 
No Phone Calls. 
Brown's Auto & Machine 
Co. 
321 West 2nd 


TRAaORS NEEDED 
To Pull 45 Ft. Vans 
1-800-255-6973 
Tollie Freightway s 


K a n s a s C ity . Ks. 
8 1 6-3 4 7-5 9 0 5 o ft a r 7 P.M . 


HOWARD HILLMAN 
AUTOMOTIVE i DIESEL flECTRIC 


• ALTERNATORS 
• G EN ERA TO RS 
• STARTERS 
• BATTERIES 
• M A G N E T O S 
SALES A SERVICE 
Over 30 Year» 
At 420 South Osage Avenue 
Phone 826-0091 


WANTED 
MANAGER TRAINEES 


Due to 0 rapid expansion of 
our 
company, 
Mark 
Twain 
Restaurant 
has 
immediate 
openings for experienced and 
in e x p e rie n c e d 
m a n a g e r 
trainees. All applicants must 
be 21 years or older and in * 
terested in permanent posi­ 
tion with Q future. In addition 
to rapid advancement we of­ 
fer 
an 
excellent 
starling 
salary, paid vocations com­ 
pany insurance and percen­ 
tage 
potential. 
Application 
should be made in person to 
Mark Twain Restaurant, 2901 
West 
Broadw ay, 
Sedalia, 
Missouri. 


Male-Female 
29 


WANTED: PUBLIC RELATIONS workers 
Men or women Full or part time Work 
from your home. Set own hours For inter­ 
view, Call collect 314-365-5781 Mr. Dinkins. 
9:00A M -5 00P M 


HELP WANTED. Licensed real estate 
salesperson. Join Sedalia's most ver­ 
satile real estate office 
Conventional 
business plus FHA. VA and Farmers 
Home Administration subdivisions in pro­ 
gress. See Dick Esser at Furnell Realty, 
3907 South Limit 


MAN OR WOMAN with letail experience 
to manage and operate a 50--D Christmas 
store for 4 to 6 weeks. No investment, ex­ 
tra good pay Credit references required 
List experience, references, address and 
phone number in your inquiry Write Mr 
Troy Mills. 615 S Osage. Ponca City. Ok 
74601 
WANTED 
Experienced 
bookkeeper 
salary to commensurate with experience 
Send resume to P 0 Box 701. Sedalia, 
Missouri. 


HAVE 
IMMEDIATE 
OPENINGS 


far twa persans, full ar port 
time 
wark, 
no 
experience 
necessary, will troin. For per­ 
sonal interview contact. Mark 
Tucker of State Fair Inn, Room 
118, Monday November 8th 
between 1:30 ond 5 P.M. 


Building-Contr. 
22 


ROOM ADDITIONS: Ceilings lowered, 
foundation work, panelings, cabinets, 
good references, help with financing Call 
826-2526 
HOME IMPROVEMENTS; Painting and 
roofing 
No job too small. Reasonable 
Ernie Keele Call 827-3177. 


H ^ E IMPROVEMENTS: Carpenter work, 
siding, roofing, painting, concrete work 
Reasonable Free estimates Roy Keele. 
826-8759 
HOME 
I M P R O V EM EN T S: 
ceilings 
lowered, paneling painting, roofing. Call 
M7-3397. 
'R EM O D ELIN G ; 
ROOM 
ADDITIONS, 
cabinets, and paneling Free estimates 
Financing 827-2588 


RECREATION 
SPECIALIST 


Sedalio Pork Baard is accep 
ting applicafiarrs for a full time 
temporary person to handle 
Recreation Departmenf Pro­ 
grams, 
Qualificotions, 
job 
descriptions, and applications 
ore 
available 
at 
the 
Park 
Boord Office, Convention Holl, 
Liberty Pork Deodline tor op- 
plicotions 
will 
be 
Friday, 
November 19, ot 5:00 P.M 
An Equol Opportunity 
Employer 


Average 
Commission 
We sell 0 new potented elec­ 
tronic 
device 
that 
con 
be 
demonstroted in 15 minutes. 
O n e 
o u t 
o f 
e v e r y 
5 
businessmen 
will 
purchase. 
No competition. We sell to 
local businesses only. $1200 
Guoronteed 
draw 
the first 
month. Electronic experience 
not necessary or desired. 
ALLDETAfLS BY PHONE. 
N O PHONY RUNAROUND. 


Please do not coll unless you 
ore on experienced successful 
salesm an. 
CALL MR. SIMMONS 
. 
Mondoy I Tuesdoy Only 9-5 
913-888-4606 


Bus. Opportunities 
32 


Tm looking for 
a partner to make me 
as popular as 
Ronald McDonald 


I'm Tommy Tucker, a fast-food restaurant with a 
triple treat m enu - ham burgers, chicken and fish & 
chips, and for dessert, a com plete dairy bar. 
This is a ground floor opportunity to own and con­ 
trol o major territory or own o low m aintenance 
high-volum e restaurant in your community. N o prior 
experience necessary. W e will train you. 
Q ualified individuals will 
be flown, oil expenses paid 
to our Phoenix, Arizona cen­ 
ter for o com plete briefing. 
Call toll 816-548-3046 for 
details. 


Tom m y Tucker 
R e stau ran ts 
4841 N. Scottsdale Roo 
Scottsdale, AZ. 85257 


If you m issed out on 
M cDonalds, the Colonel, 
Jock-in-theBox and 
the others 
Don't let Tommy Tucker pass you by! 


Articles 
44 


SALE OF SURPLUS PROPERTY 


1-174 Ford F 350 (1 Ton) 4 Speed Transmission, 360 engine, 
power steering, front disc brakes, power body, 22,000 miles. 
1-1974 Ditch Witch Trenchers, R-65 Ditch Witch with Ford Diesel 


water cooled engine. 
140 Ditch Witch Bockhoe with 9'6" stobilizers - 18" Bucket, with 
digging ottochmenf, Bolton Alligator chain, 5-foot depth, and o, 


Earth Sow ottocbment 30 
1-T-8 Ditch Witch Troviler. 
j 
Sealed bids only, equipment is on display at Wafer District No. 2 
Office located of 1944 Vieth Drive, Jefferson City. Mo.! NO 


TELEPHONE CALLS PLEASE. 
All bids must be in this office by 4.30 p.m. on November 8, 1976. 
Bids will be opened ot the Board Meeting on November 9th, 
1976, ot 7:30 p.m., ony and oil bids may be refused. 


At the time of purchose o 10 per cent deposit must be mode, ond 
the balance paid in full within 30 days. Nothing will leave this 


property unfit payment has been mode in full. 


USED FREEZERS 
CHEST OR UPRIGHT 


WASHERS 
»DRYERS 
• GAS RANGES 


While They Last 


ALSO 
NEW MERCHANDISE 
SAVE UP TO $150 


Great savings Now thru Christmas 
On All Merchandise. 


— USE OUR LAY AWAY PLAN — 


MID-MO ELECTRIC CO. 


S.45HWY. 
mONEI2644S4 
$0AUA,MO. 


Antiques 
45 


ANTIQUE AUCTION 
SATURDAY NOV. 13 


CONCORDIA. MISSOURI 
1 P.M. V.F.W. HALL 


Approximately 150 pieces of good ook and walnut furniture, 
good selection‘of dishes (pointed chino, cut ond potterned 
gloss), lamps, primitive-toys-bonks. 
Pick up lood of furniture ports, mirror fromes, carving, turning, 
lumber and lamp ports. 


KIM YOUNG, FULTON, MO. 


8 C -T h e Scdalia Democrat, Sunday, Nov. 7,1976 


Male-Female 
29 


MARRIED COUPLE, farm «ork. house fur­ 
nished Phone 816-M8-?79f 


PRESSMAN-smatl 
offset, 
experience 
preferred, part-fufi time Appointment on­ 
ly 826-5033 OwikStenoS Printing 


TEXAS REFINERY CORP offers Plenty Of 
Money plus cash bonuses, fringe benefits 
to mature individual m Sedalia area 
Regardless of expermece. write A A 
Byers. Vice Pres , Texas Refinery Corp , 
.Box 711. Fort Worth. Texas 76101 


Salespersons 
30 


CAREER 
OPPORTUNITY 
Mutual 
of 
Omaha and 
United of Omaha, call 
827-1804 
Equal 
Opportunity, 
M-FM 
Employer, 24 hour recording service 


Situations Wtd. 
31 


CHRISTIAN DAY CARE for Children, 
supervised play, scheduled activities, day 
or hour Kathy Tankersley. 826-8082 


COBB'S HAULING SERVICE 
We will 
haul 
anything 
from 
furniture 
to 
trash Call 827-2278 or 826-5861 


RETIRED MAN good health wants 16-24 
hours insrde work weekly as watchman, 
guard, 
stockman, maintenance 
Able 
work days, nights, on weekends. Call 
Charles 827-2537 


WILL CARE 


For elderly lady 
In my home, licensed. 


826-8436 


RAY'S COLOR CENTER Panda-Victory 
paint dealer, excellent pamt and prices 
1523 South Prospect, Sedalia. Missouri 
826-9132 


WILL BUY used pianos 827-3293 


ADMIRAL 
side 
by 
side 
frost-free 
refrigerator 826-0903 evenings. 


FREE, DRY COW MANURE t200 new red 
brick $120 Portable propane heater, $50 
816-433-2651 


NEW 36 INCH VENTED range hood, white, 
563-2515 evenings 


YOU CAN STEAM CLEAN carpets profes­ 
sionally clean with new portable RINSE- 
N-VAC Rent at Coast to Coast Stores 


BARBER EQUIPMENT back bar, chair, 
waiting chairs, 
all accessories. 
Call 
8^9427 


FULL FRAME ROLLEI 35mm Camera, 
40mm lens, built-m meter, $75 
Call 
826-7816 


SELF CLEANING GAS STOVE, gas dryer, 
both like new 827-3198 


NEW SINGER ZIG-ZAG sewing machine, 
only $99 95 Singer Co , 209 South Ohio 


USED SEWING MACHINES: portable and 
cabinet models $19 95 and up Smger 
Co . 209 South Ohio 


INSURANCE 
SALVAGE, 
117 
popular 
music record albums 826-8912 


EPIPHONE GUITAR 6-string acoustical 
Model FT-130 complete with case. $100 
826-8357 


COMPLETE GOLF SET 
2-9 Irons. 1-3 
Woods Putter black bag, right handed. 
$50 826-8357 


V-Financial 


Money to Loan 
35 


BUY, SELL OR TRADE 
Guns, CB s, 
stereos, radios, musical instruments, 
tape players 
tools, anything valuable. 
Vinson s Pawn Shop, 2700 South Ingram 
Open 6 days week 


Vll-Livestock 


Pets 
39 


DEL-J RAY 
BO ARDING 
KEN N ELS: 
Grooming, reservations St Bernard v? 
Brittany-Poinler 
8-7, Closed Tuesday 
826-2086 


SUSIE S POODLE SHOP Professional all 
breed grooming Mr Groom, Rawleigh 
distributor We care 827-2064 


FOR 
SALE 
OR 
TRADE- 
Doberman 
Pinscher puppies Excellent watch dogs 
and 
devoted 
com panions 
Price 
reasonable Call 417-644-2396 


FREE TO GOOD HOME-BeautituI 5 month 
ofd Calico cat 826-1490 


PUREBRED PERSIAN chaded-silver male 
kitten Phone 335-4388 


ONE YEAR OLD purebred Collie. $50 
Phone 827-3624 


Horses-Cattle 
40 


EXTRA NICE 


large Hampshire Gilts reody to 
breed. 


WAITER BOHIKEN 


East Hwy.50 at City limits. 


CORN FED 
LOCKER BEEF 


Lewis C. Hieronymus 


INQUIRE AT 
HUGHESVILLE LOCKER 
826-8630 


H ALVES................... Ik. 6 6 ‘ 


HINDQUARTERS.... Ik. 79' 


FRONT QUARTERS... Ik. 55* 
Free L ive r W ith B e e f 
All slowgktering and pro* 
ctssing done under USDA 
Inspection. 


Poultry 


LOW EVERYDAY PRICES 
ON NEW A USED 
APPLIANCES. TV'S 
A AIR-CONINTIONERS 
MID-MO APPLlANCiS 
SO UTH 65 H IG H W A Y 
836-3456 


Used Aluminum 
Printing Plates 
22" X 32" X .010" 


Su itabI« for flashing, 
in sulatin g and m any 
o th ar uses. 


2 5 


Call 


Sedolio Democrat 


C all a t 


YORKSHIRE BOARS and gilts, purebred, 
breeding age. 4 ’ 
5 
miles southwest Ionia 
Call 285-3369, John Ficken. 


WANT TO BUY, Calves, yearlings, or 
cows and calves, by private individual 
.816-859-2639 


NEW AND USED horse and slock trailers 
Financing 
available 
826-8438 
Lloyd 
Williamson South Park 


PUREBRED HAMPSHIRES and crossbred 
Hamp Chester boars 
Ready for ser­ 
vice 
Joe 
Bill 
Reid, 
Houstonia. 
568-3404 


PUREBRED 
HAMPSHIRE 
boars 
and 
giHs. East Highway 50 at city limits 
Walter Bohlken. 826-7767 


REGiSTERED ANGUS BULLS. 1 herd 
buff. I Angus cow with heifer calf. 
826-4741. Charles Biuhm 


PUREBRED YORKSHIRE and Spotted 
boars 
also 
Yorkshire 
gilts 
Jaeger 
Farms Smithton 816-343-5603 


15 SPRINGING HOLSTEIN heiters, due 
late January Call 668-3765 after 6 P M or 
by 7;30 A M 
49 YOUNG Angus cows, bred to Angus 
bull. 368-2822 evenings 


49 FEEDER PIGS average weight. 30 to 35 
pounds Also, 3 Appaloosa colts 368-2311 


2 YEAROLDnofsecolt Nice 826-9406 


WEANED PUREBRED ANGUS bull calves, 
sons of Spur Emulous Master Buy now 
for club calves or bulls 
Outstanding 
weights See them at Fletcher s Route 4. 
Box 25 826-6615 


IF YOUR 1 
WATER 
I 
ACTS BAD- i 
TASTES BAD-^ 
LOOKS BAD-; 


O uiliLtG LaM / _ ^ 


Automatic Conditioner 
m u TAKE CARE 
OF IT- FAST! 


Call us 
now for 
a free 
water 
analysis 
and 
installation 
estimate. 


C all 827-2770 
» m S A Y 


Se d alia, M o. 


50 WOOD BURNING cook and heat 
stoves, butcher block table, kitchen 
cabinet, oak ice boxes Smithton Antique 
Outlet. Smithton, Mo Saturday and Sun­ 
day only, 10 - 5 


FISCHER'S 
FURNITURE STRIPPING 
ef Stover, Missouri 
Rem oves point 
vorm sh 
loc 


quer, 
from 
wood or 
metol 


surfaces 
with 
PSI 
Vof 
Dip 


process 
Antiques 
for 
sole ' 


Phone 314-377 2517 for free 


estim ate dow ntow n Stover 


ALLIS-CHALMERS WD with live power, 
Massey-Ferguson 35 combine and two 
headers Phone 335-6734 after 5p. m 


4020 JOHN DEERE diesel tractor, nice 
463-7080 


Antiques 
45 


Guns-Supplies 


WANTED TO BUY 
Junk cars, trucks, 
farm machinery. 
Ace Metal & Iron, 
826-1900 


Fuel - Feed 
53 


FIREWOOD FOR SALE $15 a pickup load 
343-5332 evenings 


WOOD FOR FIREPLACE Call after 4 30 
P M 826-3779 


FIREWOOD, 
specify 
lengths 
Phone 
879-4594, Marshall Jet, 
WANTED TO BUY HAY Would like it fo be 
delivered 827-3940 


FIREWOOD-dry oak, fireplace or stove 
length, $17 50 pickup load 826-3895. 


CUSTOM CUT FIREWOOD Call anytime 
827-2117. 


CHRYSLER SALES and Service. Marine 
equipment, sales and repairs. B ob s 
Manna, South 65 Junction V 


BUD LONG PONTOON CENTER all type 
boats. 50 pontoons, Johnson motors. 
314-347-2444 highway 7. Climax Springs, 
Mo 


RAISE RABBITS, v.n. 


around market. Free pickup at 


Clinton. N ow paying 46' lb. plus 


annual bonus. Send $1.00 for 48 


page PR O D U C T IO N BO OK. PEL- 


FREEZ RABBIT MEAT 
Rogers, AR 


72756. 


Boats and Accès. 
46 


41 


CHfCKENS FOR SALE White Rock Hens, 
$1 00 Red Roosters. 60* 563 2338 
. 


Vlll-Merchandise 


Articles 
44 


PARTS FOB ALL electric shavers Zür­ 
cher s Jewelers Ohio at 3rd 


GOOD USED REFRIGERATORS. Stoves, 
dineties 
cabmets. 
washers, 
dryers 
sofas 
chairs, labies 
beds, 
chests 
dressers Cook s 520 West 16th 827-2032 


40 FOOT VAN storage traders for rent 
New house doors, cheap Clothesline 
poies. pipe and channel iron 350 sneets 
Qf gaivantied tin, up fo 21 feel lorvg from 
burrit buiidirvg nice McCown Brothers 
1400 North Grand 826-4012 


WHITE 
D E M O N ST R A T O R 
SEW ING 
MACHINE 25 stitches fully guaranteed 
Reduced had price 
$19995 
RudiSdl 
Fabrics 827-0633 


NATIVE 
HAY 


Brome, timothy, blue gross. 
15000 squore boles $1.35 FOB 
500 big round boles $25.00 
FOB. No minimum. No limit. 
Easy drive-in loading. Truck­ 
ing available. 1 mile off 1-35 at 
Lathrop, Mo. exit, M cG inness 
F o r m , 
L o f h r o p , 
M o . 
816-528-3454 or 816-637-2478. 


Good Things to Eat 
54 


A P P LE S 
- 
SM ITHTO N 
O RCH A R D 
Jonathan - Winesap - Golden and Red 
Delicious. Pecans - Walnuts - Sorghum - 
Honey - Cider 8 miles East of Sedalia on 
U S 50 


PAPER SHELL 
PECANS 
WALNUTS 
DRESDEN, M ISSOURI 


We 
are 
still 
buying 
Black Walnuts at $4.50 
per hundred pounds at 
the following locations: 


Kanenbley’s Store 
Florence. Missouri 
Homan Feed & supply 
Fortuno, Missouri 
IS O Phosphate 
Hughesville, Missouri 
Paul's Feed Store 


Moin Street 
leeton, Missouri 


McGirk Feeds Supply Co. 
McGirk. Missouri 
Jock Veulemon Elevator 
Otterville, Missouri 


Sedolio MFA Exchange 
2200 Clinton Rood 
Sedolio, Missouri 
Wagoner Seed S Feed 
Hwy.50 West 
Worrensburg, Missouri 


IX-R oom s and Board 


Rooms without Board 
64 


S L E E P IN G 
B O O M S 
FO R 
R EN T - 
Relrigerator and entrance, clean. Will 
consider any singles Connie Prenger. 
827-0132. 


Frnits.vegetables 
55 
x-R e a l Estate For Rent 
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APPLES 
HUFFSTUTTEB ORCHARDS. 
I'*: miles northeast of New Franklin on 
Route ' P " Open Weekdays and Sundays 
7-\ M -6P M 


COER, 
pure, 
no 
preservative. 
$2 00 
gallon Pettis County Fruit Growers, one 
mile north of Sedalia on Highway 65. 


HANDPICKED APPLES Jonathans, Red 
and Yellow Delicious, Yorks and Winesap 
826-2441 2500 Ingram 


BEN DAVIS AND RED DELICIOUS Apples 
Thurman's Market. 302 East I6th 


PECANS, cracked, Southern paper shell 
Pettis County Fruit Growers, one mile 
north Sedalia, Highway 65 


Mobile Homes 
67 


MOTOR HOME FOB BENT By day or 
week 
Sleeps 6. fully self contained 
827-1443 


3 BEDROOM, 2 baths trailer home, 
available by Nov. 
lOth, unfurnished, 
deposit required Phone 827-1443 


MOBILE HOME FOR RENT: furnished or 
unfurnished 
No 
children 
preferred 
826-2845 


DELUXE FURNISHED, new 2 bedroom 
Mobile Home, no pets Call 826-3623 or 
826-9043 


Music 


ORGAN, Gulbranson Spinel model with 
buill-m Leslie Deluxe keyboard Priced to 
sell 826-6673 


GIBSON GOSPEL GUITAR, same as new 
Used one month Take over payments 
826-8076 after 5. 


CHURCH ORGAN, used Wurlitzer, lull 
size, 25 pedal board. $5,000 new-$1500 
now Firm Ike Marlin Music. 608 South 
Ohio, Sedalia 827-3293 


LUDWIG DRUM, Valve Trombone. York 
French Horn, Tenor Saxophone All 
^ 
'good condition 826-4665 


^ 
Mobile Home Space 
68 


NICE LARGE country lot, water and trash 
pickup, adults. 827-2378 


MOBILE HOME SPACE - Fortuna. Mo. 
816-458-2211. alter 3.30 phone 816-337-2151 


Apartments 
69 


WHY PURCHASE 
BEFORE 
YOU'RE SURE? 


Check 
with 
Shaw 
Music 
about 
our 
R e n t a l - P u r c h a s e 
Plan 
on 
Pianos 
and Organs — by 
names 
such 
as 
Baldwin & Wurlitzer. 
SHAW 
MUSIC CO. 


702 S. Ohio 
826-0684. 


Wanted to Buy 
60 


BOB S USED FURNITURE antiques 1115 
and 734 East 5th Buys anything of valu;.- 
826-9528, 827-2858 


TWO BEDROOM stove and refrigerator 
furnished West location. Lots of storage 
Garage Deposit required. 826-9432, 


ONE BEDROOM FURNISHED APART­ 
MENT, downstairs, gas and water paid, 
air-conditioned, garage, excellent West 
location, adults only, no pets please. $115 
per month, $50 deposit required. Call 
827-1428 or 827-2371. 


CO M FO RT IS OUR 
BUSINESS 


Somerset Apartments 


West 50 Hwy. ot Ruth Ann Dr. 


la rge 5 room s or 2 bedroom 
unfurnished aparfm enf, 
2nd 
floor, fully carpeted, separate 


utility, adults only, no pets, 
$100 per month. 


DONNOHUE LOAN AND 
INVESTMENT CO. 
410 South Ohio 
826-0600 


Duplexes 
70 


UPPER OR LOWER, close in, furnished or 
unfurnished, carpet and drapes, water 
furnished. Deposit, References 826-9381, 


UPSTAIRS-utilities 
paid, 
stove 
and 
refrigerator, deposit required, no children 
or pets. Call 826-5749 after 6p m 


BY OWNER Newly decorated, ten rooms. 
Two blocks from Safeway, Immediate 
possession. 826-1892. 


Houses 
71 


CABOOSE-ANTIQUE authentically refur­ 
bished. on 4 acres, 3 miles from Sedalia 
826-5073 


'FOR LEASE": Lovely Three Bedroom 
Home' Available November or December 
References. Box 916. Sedalia Democrat 


FOR BENT: 5 room modern house, near 
Safeway, 
deposit 
and 
references 
826-3734, 


ONE BEDROOM, carpeting, nice yard. 
East location Elderly couple or single 
female . Damage deposit 827-1354 


HOUSE FOR RENT Available immediate­ 
ly, references, deposit 826-0059 alter 5 
P M. 


2 BEDROOM, new wall-wall carpet, com­ 
pletely 
redecorated, 
working 
couple 
desired. References, inquire 1226 Liberty 
Park 


FURNISHED TWO BEDROOM HOUSE 
$85 Furnished one bedroom apartment. 
$80 Deposit 826-6139 ‘ 


2 BEDROOM 12X60 MOBILE HOME Neat, 
good location 347-5539.509 South Walnut. 
LaMonte. Missouri 


7 ROOM 
HOUSE with family room, 
carpeted 
throughout 
References. 
Deposit $200 month 826-9412 


Business Places 
73 


FOR RENT ROOM EQUIPPED for barber 
shop or office space. Mam Street Inquire 
Freese Dairy. Mam and Prospect. 


Offices 
74 


MOVING'’ WE BUY and sell good used 
furniture and appliances 
Cook s. 520 
West 16th 827-2032 


PLAZA WEST APARTMENTS 3130-3136 
West 10th, carpeting drapes retnqerator, 
stove, dishv^sher, 1-2 bedroom^, swimm­ 
ing pool, $160 up 826-2295,826-7788 


4 ROOM LOWER, 2 room upper furnished, 
heat, water Adults No pets Deposit 
827-1140,826-236’ 


2 
BEDROOM 
furnished 
apartment, 
available December 1st Can be shown 
now . West side, deposit 343-5634 


5 ROOMS FURNISHED, utilities paid, 
private entrance, no pets Inquire 1416 
South Ohio 


DOWNSTAIRS APARTMENT, furnished. i 
bedroom, private bath and entrance, 
close-m Catl82’-0403 


THREE 
BEDROOM 
luxury apartment 
Also, two bedroom apartments all nearly 
new Call 826-7516 No pets 


3 ROOMS, furnished, upstairs, utilities 
paid, adults only, no pets 826-7255 


BEAUTIFUL ONE BEDROOM - fireplace, 
fully carpeted, garage, private entrance 
Prefer single and or working lady All 
utilities furnished Write P 0. Box 1176 
Sedalia 


FURNISHED LARGE 
THREE ROOMS, 
batn. utilities paid, deposit, no pets, 
reference Call 343-5480 a<ler 5 


S M A L L 
A P A R T M E N T 
upstairs, 
downtown location Call 826-1701 between 
9a m and 5p m 


4 
R OOM 
F U R N ISH E D 
apartment, 
carpeted near downtown. High School 
adults, air-conditionmg 917 South Osage 


FOR RENT ONE ROOM, all utilities paid. 
South 65 Highway. $75 month 826-2100 or 
826-5470 


SUITE OF OFFICES 
FOR LEASE 
Reception 
room 
and 
two 
privote oUices 
Approx 
700 
sq ft 
utilities included 
CONTACT 
MAGGARD REALTY 
826 0078 


Xl-Real Estate For Sale 


Houses 
81 


s e v e r a l DEER HUNTING leases (ommg 
park on Red Post Ranch $50 and up. will 
accommodate 3 or more hunters. Shown 
by appointment 747-9398 after dark 


Building Materials 
49 


ROAD ROCK all sizes and kinds Dial 
826-7771 Howard Quarries 


FASHION 
Custom Alum inum 
Ventilated Awnings 
Custom Alum inum 
Storm Windows 
Free Estim óles 
LOONEY-BLOESS 
LUMBER CO. 
M om & W ashington 
826-0350 


Farm Equipment_____ 
52 


TRACTOR DRIVEN ALTERNATORS tot 
portable and Standby Electricity, 
every 
farm needs one 
Call Winpower 827-1295 


USED TiRES-2 tractor 13x28 Front end 
loader for Allis Chalmers tractor 5632515 
afier 6 


“ A retirement drea m” 


Retirement is a Plea sure, 
When the Wo rry is Go ne. 


^ W A Y M I^ A vT sT ilA lT V CO. 


Visit Brooking Park V illa ge This Afternoon. 
Learn About a NEW IDEA in Retirement Living 


East H ighw ay 50 at Route TT, SecJalia, Mo. 65301 


12125 W. Broadway 
Q 


Judy Kitchens 
826-9952 


Office Phone 826-1937 


Of AltOO 


Dean Kitchens 
A ssociates 
826-9952 


Wayne Davis, Broker 
826-4470 


922 W. 20th 


HUNTING THIS S EA SO N ?-lry shooting for this 3 bdrm. brick, 
garage made into family room, fully corpeted, Horace Mann 
School Oist. 


THE PLACE! THE SPACE! THE G R AC E!- Sparkling new 3 bdrm. 
roncn, 3 lovely bath rooms, fully carpeted, C A, built in range, 
dishwasher, disp., utility room, formal entry hall, formal dining 
room, fireplace, full basement mostly finished, att. double gar., 
plus extras. 
B ASEM EN T ?- Older 3 or 4 bdrm., french doors between living 
and dining rooms, 120x150 lot. 
REDUCED- Call us for a look ot 1400 E. Broadwoy 
WHILE HUBBY W ATCHES FOOTBALL- 
let us show you o 
lovely suburban 3 bdrm., lots of kitchen cabinets, family room 
20x25, double gar. in full basement, located on approx. ’’j an 
ocre, near city. 
DOES YOUR HO M E SEEM SM ALL?- Coll on this 3 or 4 bdrm.. two 
baths, corner location. 
REMODELED- completely remodeled 3 bdrm, ranch, full base­ 
ment, carport. $25,000. 


WE SERVE TO SERVE 


< 1^ 
<KENNIE cTHILLERj 
‘H ealtot 


FURN6LL REALTY. 3907 South Limit, 
827-2213 
Evenings 
call 
Dick 
Esser 
626-8714 or Bill Jackson 815-343-5536 col­ 
lect 


CNE - 5 RCv)M HOUSE and 5 lots on 
Highway 5. Fortuna. Mo. Daytime phone 
816-458-2002 after 3:30 phone 816-337-2151 


FOR SALE-BY OViiNER 3 bedroom home 
Newly decorated, close to Shopping 
Center 827-1443 


SMALL 2 BEDROOM HOUSE carpeted, 
large yard. Horace Mann school dislrict 
826-1424 alters 


SELL OR TRADE A lovely Spanish style 
home 
with 
two fireplaces. 
3 
or 
4 
bedrooms, three lull baths, some custom 
drapes, custom built kitchen, ww carpet, 
central a<r, gas heat, for a nice 3 or 4 
bedroom home with acreage 827-1443 


This very attractive and well arranged home will be hard 1o 
resist! It is beoutifully decorated, bos new carpeting, a greoi 
kitchen and dining area. 3 bedrooms, I'A baths, hot ^water 
baseboard heat full basement, double garage with opener, ap­ 
proximately 2 ' j lots, chain link fence 


1612 E. B RO A D W A Y - well kept and super clean! 2 or 3 
bedrooms, full bosement, extra large lot with nice garden spot, 
close to grocery store and bonk. 
1800 S. BEACO N - Older type home with big yard (125x250), 3 
bedrooms. 2 baths, dining room, basement, near new roof, 
newly pointed exterior Teens. 
NEARLY COMPLETED- New 3 bedroom home, 2 baths, 2 car 
garage, deck, city water and gas, no city tax! 
209 CARLENE- Its even prettier inside! Attractive ranch style 3 
bedroom home, I' /j baths, beautiful family room, sunken living 
room, central air, fenced yard. 20’s. 
ACREAG ES- with new or near new homes. 
2.9 A C R E S -3 A C R E S -4 ACRES. 
Jim Hall 826-6406 
Judy Wolthuis 826-1712 


WHIRE OUR CUSTOMERS SEND THEIR FRIENDS 
Serving Sedalia for 30 Years 
SOUTH HIW AY 65 at 18th 
826-2586 
826-2525 


CENTRAL MISSOURI 
REALTY 
1815 S. Limit (S. 65 Hwy.) 
826-2100 ^ 


D A LE BREDW ELL 
B ro k e r 
P h o n e 8 2 6-64 70 


L A W R E N C E F U N K ^ 
S a le sm a n 
a 
P h o n e 8 2 6-5 0 60 
is 


EXCLUSIVE- 3 bdr., newly remodeled, new c.a., . new furnace, 
new kitchen, both ect., full base., garage. Must see to ap ­ 
preciate. Vacant, upper teens. 
EXCLUSIVE- Close to Sofewoy, 5 room bungalow, full base., 
hardwood floors 
new type t.o. furnace, 2 cor qoroqe. only 
$10 900. 
EXCLUSIVE- 2 bdr., corner double lot, storage bidg., ect., only 


$9.000 
EXCLUSIVE- 4 bdr., gorner lot, full bose., corpeting, very nice. 
Quick possession. M id teens. 
EXCLUSIVE- New type 3 bdr., full base,, fireplace family room, 
carpeting. Full price $20.500, 
EXCLUSIVE- 5 room home, port bose., large corner lot, close to 
market. Reduced for quick sole to $7,500. 


•FARMS4 


262 Acre- Choice groin form, mostly tillable. 
240 Acre- Very nice grain and stock form, improved. 
158 Acre- G ood cattle and hog form, on blacktop. 
126 Acre- G rozing land, good well, priced right. 
42 Acre- Unimproved, good building site. 
40 Acre- Near new 3 bdr., base., good born, on blacktop. 
30 Acre- Newly redeocroted 2 bdr. home, other buildings. 
8 Acre- O lder improvements, close to Sedolio. 


We hove some nice smoller ocreoges for building sifes. 


R E A L E S T A T E THE 
M O S T D O W N T O E A R T H I N V E S T M E N T 
Y O U C A N M A K E 


REALTOR MULTILIST 


FURNEllI 


||r ! J . H A « e l « L U J Æ n i 


3907 South LimH 
South tí Highway 
Sodolio 
827-2213 


HOMES AND ACREAGES 
) 27,500 RANCH HOME 
3 bedrooms, I'l bolhs. double 
corport. 
loke 
front 
lot 
in 
Monsees Lake Esioles Coll for 
appointment 


I 4 BLCKKS FROM CITY LIMITS 
3 bedroom house and 7 ocres, 
city utilities plus 2 wells, 4 out­ 
buildings good fencing, garden 
spot, 
fruit 
frees, 
immediofe 
possession 


kVERY CLOSE IN 
10 
ocres 
with 
like 
new 
3 
bedroom home, jusf under 1500 
squore feet of living oreo ond 
lull bosement. Owner would 
trade lor house in Sedolio 


PRICE DRASTICALLY REDUCED 
Ranch style home 
like new 
near Smithton 5 ocres with line^ 
view excellent roods, lull base­ 
ment Priced now ot S36,500 


1934 EAST7TH 
Excellent volue This 2 bedroom | 
home 
hos 
been 
completely 
refurbished ond redecoroted in­ 
side ond out within the lost 4 
years carpeting throughout, in 
eluding both ond kitchen, huge 
utility 
room 
with 
cabinets, 
fenced 
backyard 
and 
lorge 
potio 
attached 
garage, 
Furnell Exclusive. Call lor ap­ 
pointment 


LETOURNEAU ADDITION 
Big rooms and lots of room oil I 
on one floor huge kitchen with 
dining oreo 3 or 4 bedrooms, 
2'> boths 
living room fomily 
room fireplace utiliiy double 
goroge 
C A 
fully corpeted 
covered potio, privocy fences, in 
0 neighborhood of opprecioting 
property volues. 


EXCLUSIVE SUB DIVISIONS 
BRENTWOOD 
MANOR 
newl 
homes from S49 SOO FHA S Va| 
opproved 
below 
morkef 
in 
lerest 
low 
down 
payment 
south of 32nd at Grond 
EIM| 
HILLS 
live on a golf course 
South Pork Ave 
cuslom buiill 
homes your plon or ours 100*. 
linoncing to qualified buyers 
SOUTHGATE 
40th « Morsholfl 
outside of city limits community 
well, new custom built homes, 
linoncing NO NEED TO WAIT TO I 
MOVE in 0 new home in one of 
our 
sub d iv isio n s. 
W e ll] 
guorontee the sole of your pre 
sent house 


GLENWOOO MANOR 
located in Smithton 
this sub 
division features split foyer ond | 
split level homes ot $24 000 
Formers home odminislrotion I 
loons meon SlOO DOWN AND 
MOVE IN Interest at subsidized 
rotes 
Construction will begin 
soon but hurry qualified buyers | 
ore olreody choosing their lots 


FARMS 
18 ACRES OR 30 ACRES 
Owner would sell either way 
One 
mile 
from 
Sedolio 
on I 
blacktop 
3 bedroom modern 
house with 5 outbuildings Coll | 
lor oppointmeni 


140 RCXIING ACRES 
Good 5 room house with lull | 
finished bosement 
deep well, 
fenced ond cross fenced lo ’s of | 
fruit trees 20 ocres tillable 


I NEAR FLORENCE 
160 ocres, 5 room house 
2l 
wells. 6 ponds 2 borns - I with 
cement floor ond woter Seller I 
will finance port 


' EXCELLENT 11 ROOM HCXiSE 
180 ocres 
100 acres tilloble 
good rood well spring fences 
lust 3 miles from Sedolio Coll 
Bill Jockson 
Form Speciolist 
827 2213 or 816 343 5536 collect 


SPORTSMAN S PARADISE 


Located south of Lincoln just '/* 
mile from Loke of the Ozorks 
water s edge 83 ocres with 2 
bedroom modulor home, born, 
good fences. 3 ponds, 3 springs, 
owner will finance ot 7% in­ 
terest. $35,000 Full Price. 


'3'/i ACRE LAKE 
On 12 ocres surrc.<iided by good I 
roods 
This 
is 
on 
excellent 
building site located 7 miles 
south of 
Smithton 
Coll 
Bill | 
Jockson collect 816 343 5536 


BUSINESS OPPORTUNITIES 


^COIN LAUNDRY 


Fully 
equipped, 
estoblished 
mony yeors o going business 
Full price for business is |ust 
S3500 Building con be leased or 
purchosed 


^WHAT'S YOUR LINE? 
We hove troiler porks, motel, , 
quor stores cor wosh, retoil on 
industfiol spoce for leose full 
licensed bors commerciol loi 
ond buildings ond more SfrictI 
conlidentiol service 


LIST WITH US! 
I YOUR PROPERTY 
IS in good hands when ploced 
with us Coll or come by ond let 
US go to work for you. 


FURNELL 


R E A L T Y 
C O M P A N Y 


827-2213 


DICK ESSEX 
M anaging Broker 
826-8714 


BILL JA C K SO N 
Associate 
816-343-5536 Collect 


The Sedalia Democrat, Sunday, Nov. 7, H)7G--9(’ 


Hof Idea For A Cold Day: Cash In With A Democrat- Capital Want Ad. 


6 ACRES-8 Room s and bath, furnace, 
garage, workshop, barn, fruit trees East 
edge 
of 
Syracuse 
on 
Highway 
50. 
816 -298-3317. 


NICE HOM E, by owner. 826 -0322 


M O D E R N 
H O M E 
— 
in 
M ontrose, 
Missouri, 4 bedrooms, kitchen, living 
room, carpeted and some paneling. Full 
basement, central heat Small detached 
garage, garden spot on two lots Call 
816 -6 93-4798 or 816 -6 93-4520 Montrose. 
Four miles from Montrose Lake 


FOR SALE 


IDEAL FAMILY HOME 


4 bedrooms, 1 Vj boths, large living 
and 
dining 
rooms. 
Completely 
carpeted. All redecorated. Enclosed 
back porch. Full basement. Priced 
$26,000. 
Contact or call 


Clay Schro*d«r, Soltsmon 


DONNOHUE LOAN & 
INVESTMENT CO. 


410 S. Ohio 
124-0600 


8 26-525 4 
112 W est 4th St. 


Shicv IHHO 


Sal*s P orion n *!: 


Stiirl«y Z o * m lg . . S27-3 61 4 
Lovino Coonta . . . taS-IS V O 
Jim K v cfc..................S26 -01 79 


602 SOUTH WASHINGTON- 2 
apt. dwelling, in excellent 
condition. 
n i l 
WEST 
SECOND- 
4 
bedrooms, 
some carpeting, 
FAG furnace, garage. 
WEST- 
2 
bedroom, 
family 
room, 
some 
carpet, 
nice. 


$12,000. 
Hunting for income property? 
Call us. 


WE NEED LISTINGS! 


For the 
Love of Living... 
Monsees Lake 
Estates 


DRIVE OUT TODAY! 
For Information: 
See Mary Ann Sears 
6403 North Lake Drive 
(hom e with M o n se e s Lake Inform ation sign in yard) 
EAST OF SEDALIA ON ROUTE " 0 " 


Best buy in Sedotio-Near new 3 bdr. brick & frome ronch, 
spociou' kitchen built-in stove, oven, 8 dishwasher, plush w. 
w., basement, C.A , screened in potio, 2 cor garage, lot of nice 
features 8 options, 5 per cent down. Price 30’s. 
5 ACRES 1 ’''i mile from chy lii^s. large rock and frame ranch 
home, 2 baths, 3-4 b c ^/ l^ ^^ rm , built-in stove, oven ond 
dishwasher, walk out 
eni rec. rm., C.A., double garage 
TERMS. 30s, 


3.5 ACRES- Near town NEW 3 bdr. ranch, ceramic both, built in 
elec kitchen, ott garage C.A, PICK your own carpet colors and 
appliances. 95 per cent loon available Price $30 s. 
WHY NOT S-P-R-E-A-D out this winter Very unique and plush 
bungalow, 3 bdr. plus large moster bdr., 2 baths, formal dining 
rm., pretty fireplace, book coses, good basement. Here’s a real 
buy--west locotion. 
ANXIOUS TO SELL- Near new 3 bdr. ranch, country kitchen, 
ceromic both, w. w,, ott. carport, choice west location, price 


reduced. 20 s. 
S.W. VILLAGE- Custom Tri-level, very spacious, 3 4 bdr , 3 baths 
family rm,-fireplace, built-in stove, oven, and dishwasher, 2 car 
garage Must be seen to really oppreciote 
25 ACRES- of trees, ond pasture, beautiful "A' Fame home 
located in the center, shows like new, 2 baths, 2 family rms., 
fireplace, 3 bdr. plus master bdr., elec. kitchen, ott. garage 
Owner would trode for home in Sedalia 
PRIME WEST LOCATION- Shc^^d^r|Y»nch, w. w., fomily rm., 
centrol air, corner lot plus e x O A JIk W n ie d . Price $18,000, 


WALNUT HILLS— very custom brick 8 frome tri-level, 3 bdr. plus 
master bdr., 2% baths, fomily rm., fireplace. Deluxe kitchen 
with built-in stove, oven 8 dishwosher, formol living 8 dining 
rm., 2 cor goroge 8 golf cart area, full basement, wood deck 
plus numerous options and true quality construction. A Super 
Home- Fontostic Finoncing Will show today. 


BRICK RANCH- Excellent condition, 3 bdr., elec. kitchen, plus 
dishwasher, C. A., ott. garage, prime S W. location. 
103 ACRES- 90% tillable,"neor new brick 8 frome ranch, 3-5 bdr., 
3 baths, finished full basement, big machine born, good fencing 
ond ground MUST SELL-EXCELLENT TERMS 
1001 S. VERMONT- Older brick home, possible duplex, some 
remodeling oireody done, new w. w. $15,500. 


126 ACRES- South 10 miles, older house, $475 per acre 
SOUTHWOOD ACRES- near new 4 bedroom country home on 3 
ocres, 2 baths, family room, electric kitchen, 2 cor garage, 
owner must sell. 


BROADWAY REALTY 
1911 West Broadway 
Office 826-4280 


2 STORY EXECUTIVE HOME- 1st floor has large entrance foyer, 
formal living room, with fireplace, private dining room, kitchen 
has built in stove, oven and dishwasher with lots of cabinets, 
breakfast room, utility and family room plus 2 cor garage with 
automatic opener, 1 both, 2nd floor has 4 bedrooms, 1 Vj baths, 
basement has recreation room, bar and furnace room. Price 
$55,000. Shown by appointment. 
VETERANS, BRING YOUR ELIGIBILITY!- This 3 year old, 3 
bedroom ranch home con be bought VA. Kitchen features built 
in stove, dishwasher refrigerator with ice mqker, family room 
with Ben Franklin fireplace. Large lot. Vacant. Immediate 
possession, $23,500. 
2 OR 3 BEDROOM- Dining room or den, patio fenced yard, win­ 
dow air conditioner. West. Immediate possession. 
$14,000- 2 bedroom, dining room, part basement, storm win­ 
dows, possession December 1, possible, new guttering, gas and 
water lines. Shown by appointment only. West, Horoce Mann 
school. 
BRICK RANCH- 3 bedroom, 1 % baths, air conditioned, 2 to 4 lots 
available, chain link fence. $30's. 
SOUTHERN HILLS- Bi-level, 3 bedroom, w w carpet, stove, 
refrigerator, full basement, drapes, 2 cor garage, extro large 
lot. 
RANCH AND 10 ACRES- 3 bedrooms, good well, good born, 
board fenced, appointment only, $38,000. 
COUNTRY KITCHEN- 3 bedroom brick and frame, ottoched 
goroge, enclosed: porch, new carpeting and point. Middle $30's. 
BRICK RANCH- 2 bedrooms, dinette, shady fenced bock yard, 
closed front porch, attached qoroge and breezeway. $20,500. 


CALL US WITH YOUR LISTINGS. 
WE WILL WORK FOR YOU. 


Edna Wills — 826-2531 
Edith Rissler — 826-7254 
Peggy Thomos — 347-5902 
Jack Foote — 826-7282 


BIGGEST LITTLE HOME IN SEDALIA- very, very shoip condition, 
2-3 bedrooms, lorge formol dining room ceramic both, nice kit­ 
chen plus pontry. bosement, workshop, ottoched goroge ond 
tool shed fenced londscoped yard Owner must sell Low 20's, 
Terms 
HIERONYMUS & SON 
REAL ESTATE BROKERS 
1030 S. Limit S. 65 Hwy. 8 26-009 3 


Janet Sh e lle d y 
n H I 
D avid H ie ro n ym u s II 
Broker 
I Vm 
Broker — G.R.I. 
8 2 7-0015 
8 2 6-009 3 


D avid H ieronym us, Sr., Broker. 
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BOB SCHULZ 
REALTY 
123 EAST THIRD SEDALIA, MO 
8 27-35 5 0 
Bob Schulz 
Shirley Pummill 
8 26 -4 38 7 
. 8 26 -728 7 
Judee Letourneau 8 27-338 8 


1400 STATE FAIR BLVD.- Reduced, 3 bedrooms, P'j boths, large 
living room with fireplace dining room, sunny kitchen with 
breakfast area attached garage, central air, extra lorge lot. Up­ 
per 20 s, 
710 WEST SEVENIH- features a lovely gfeat room with built-in 
bookcases and cabinets 1 r buths huge master bedroom with 
ornamental fireplace and alcove, can be 5 Or 6 bedrooms, in­ 
cluding 3rd floor, basement, goroge, 20's. 
1319 SOUTH ARLINGTON 3 bedrooms, full basement, 2 boths, 
attached garage, formal dining orea large landscaped yard. 
1825 SOUTH WARREN- Extra large lot 65x240 2 bedrooms, large 
living room with woodburninq fireplace, dininq area utility 
room goroge fenced yard S25 '300 
700 STATE FAIR BLVD. 
Large 
4 bedroom and office or 5th 
bedroom ottoched garage all electric. Smithton School, Sedalia 
phone, 10 miles Northeast. 
WALNUT HILLS (Pin Oak Lone) Check this beautiful 4 bedroom, 
full basement with tec. room ond wet bar 2 fireplace, 4 baths, 
extra large built-in kitchen, central air, double garage with 
opener, large walk-in closets, all the extras even a model 
building room for the kids. 
2409 KAY- 3 bedrooms, formal dining with built-in china cabinet, 
eat-in kitchen extra storage ottoched goroge, air-conditioning 
brick front. 


IF YOU' RE STILL LOOKING 
FOR A HOME 
YOU HAVEN' T SEEN US 


STREIT REALTY CO 


3815 s. LIMIT 
REALTOR 
827-1960 


OPEN HOUSE 
2 TO 4 P.M. 


itaCJOCIDOiOCIOOOOOO*POOCR8*»CWWPr4 
iDOHNOHUE X .. 
REAL ESTATE CO. 
SInc. 1889 | 


410 South O hio 
Phone 8 26-0600 . 


FARM, 225 ACRES- 200 tillable, approximately one-half in boh 
tom, good gross on balance, 2 ponds, 2 wells and creek. Good 
machine shed and granary, also older barn, extra good fences. 
2 BEDROOM RANCH- with nice family room, Ben Franklin Stove, 
W to W carpets, good S. W. location, must see to appreciate. 
Priced right. 
DUPLEX- reduced to $10,000, 5 rooms in eoch side, older house 
but in good state of repoir. East Broadway. 
REDUCED MUST SELL- 3 bedroom home, W to W carpets, large 
kitchen, separate goroge, corner lot. Immediate possession, 
only $10,500. 
Q 
CLAY SCHROEDER. S A L E SM A N 
8 26-679 1 
fi 


r 


m 
f7EALTOR 


MAGGARD REALTY 
8 2 6-0078 


W eekends Call 
John M ateja 8 2 6-48 9 8 
Jerry De Chant 668 -469 5 
Collect 


STREIT REALTY 
3815 South limit 
IS HAPPY TO ANNOUNCE THAT.. 


CLARENCE TRAUTMAN 


is now my Realtor Associate. He will be on o lull 
time basis to help you with your real estate needs, 
CALL 827-1960 or 827-3103 


3 BEDROOM- year-round home on waterfront lot, Lake of the 
Ozarks, large living room with fireplace, air-conditioned, 
private dock with good water depth. 


6605 E.32ND-MAPLEWOOD 
Lost street on S. side turn right. 


Ranch, 3 bdrm.,- w w. carpet Ig lot, low 20 s 
Shown ly Shirley White 
EXCLUSIVE- 4 bdrm , split-level. 1% b s w w throughout. C A 
fam rm w frpl ott gor , corner lot 
EXCLUSIVE-3 bdrm ranch I' ib s w w corpet fom rm., C A 
dbl gor., corner lot, chain fenced yord 
EXCLUSIVE- brick ranch. 3% b s C A 
sunroom fom rm., dbl 
gar w. opener pt bsmf , Ig londscoped corner lot. 
EXCLUSIVE- Split foyer. 3 bdrm 
w w carpet, full bsmt 
on I 
Ac 
WEST 
3 bdrm., ranch 
fully droped, w.w. throughout, att. 
gor , utility rm extro deep lot. 
BRICK- ronch 3 bdrm , IS b s C A . built-in country kitchen 
fenced yard close to shopping center 
INVESTMENT- 30 oc. on hwy . next to public use orea of Trumon 
Reservoir owner financing 
5 ACRES- ranch 3 bdrm. new furnace w w corpet hog sheds. 
80 ACRES- 2 bdrm home born. 1 2 tillable 
158 ACRES-2 bdrm home frpl , bsmt barn 3 4 tillable close 
119 ACRES- older house borns grassland on biktp 


YOUR LISTINGS ALWAYS APPRECIATED 


H O M ES - C O M M E R C IA L - F A R M S 
0 «n «ll* Strvit, Brokw r— 827-1 952 
Shlrlwy W hit*. A a aociat*— 826-781 1 
Clarence Troutman 
827-3103 


M e m b e r — M ultlliat 


EXCLUSIVE LISTING 


This large contemporary ranch is nestled among the trees in 
Walnut Hills. It has cedar shake roof, exposed beams, 2 
fireplaces, expansive rooms ond was built with quolity, toste 
ond comfort m mind 


ENJOY COUNTRY LIVING- at its best in this newly remodeled 2 
bedroom home with modern kitchen, den, living room, new 
carpeting, basement and attached garage situated on 40 acres. 
IMPROVEMENTS: 60 x 40 pole born. 36 x 30 Hip Roof born. 1500 
bu. grain bin. Two other storage sheds. Good fences--two 
ponds. LOCATION. 10 miles north of Sedolio. 


LARGE OLDER 2 STORY FARM- house, 4 or 5 bedroom, living 
room, full basement on 6 acres with large born and misc. sheds- 
• more acreage ovoiloble- priced to sell with 6 acres at $29,500. 


LIBERTY PARK- 3 bedroom bungalow, fireplace, central 
heat, modern kitchen, formal dining room, partial 
, choin link fenced yard. Priced to Sell. 
^ 
gas h 
^Mnent, 


REALTOR-MULTILIST 


HASSENREALTY 
624 S. Ohio 
[ 3 
826-0715 
THf SIGN or St)7V'CE 
_______ 


OWNER TRANSFERRED- this lovely 3 bedroom home is in ex 
cellent condition has living roorr.. dining room, very otfroctive 
kitchen, basement, patio, fenced bock yard. Must see to op- 
preciote. 
SOUTHWEST VILLAGE- price has been reduced, 3 bedroom split 
level, 2 baths, family room with fireplace, central heat & air 
potio, double garage, fenced bock yard, 
EAST- 2 bedroom cottage, living room, corner lot, carpeted, |usf 
$9,000. 
SUBURBAN- neat 4 bedroom home, I' /j boths, fully opplionced 
kitchen, potio, large lot, Smithton Schools. 
REDUCED- lovely older 4 bedroom home, 1% baths, formal din­ 
ing room, family room, basement, detached garage. 


ACREAGES 


10 ACRES- like new home, basement, fireploce, close to Sedolio, 
appointment only. 
30 ACRES- 2 bedroom bungalow, fireplace, excellent fences, 
blacktop rood, $37,500. 
40 ACRES- Northeast port of county, wooded. $400 per acre. 
60 ACRES- mostly wooded, fenced, $400 per acre. 
60 ACRES- 8 miles out, older home, 40 acres open, financing 
available. 
80 ACRES- near Lincoln, older home. $24,(XX) 


FARMS 


140 ACRES- excellent home, good out buildings ond fences 
blocktop rood. 
212 ACRES- excellent home, good outbuildings and fences. 
perfect location, owner retiring, owner financing 
260 ACRES- port tillable, mostly wooded, near Lincoln, $250 per 
ocre. 
560 ACRES- cattle form, well fertilized and limed well fenced 4 
ponds, 600 ton silo, 8,000 bu. groin storoge, 460 acres open 
owner has other interests. 
700 ACRES- excellent groin form. 90% tillable, well improved, 
Qood fences this is one of the best, locoted in North port of 
county 


720 ACRES- this is o combinotion form for cattle and hogs, good 
improvements, lots of ponds, well located $400 per ocre 


WE HAVE BUYERS-WE NEED LISTINGS!! 


ASSOCIATES 
Jim Cooney 
John Queen 
Raymond Wasson 
826-6292 
827-3698 
826-6262 
Chorley Hassen, Broker • 826-1443 
YOUR LISTINGS APPRECIATED 
. 
MEMBER MULTILIST 


NEWMAN REALTY 


ALBERT W. NEWMAN, BROKER, 826 7832 
SALESMAN HOMER TYLER, 527 3757 
1901 S. LIMIT AVE., S. 65 HIGHWAY 


NEAR NEW- 3 bedroom ranch w w carpet coromir tile both, 
tub and shower, attached garage only $22,500 
SOUTHWOOD ACRES- nice 4 bedrooms 2 baths, FA gas heat 
shown by appointment only 
SMITHTON- 5 acres, 3 bedrooms double car garage full price 
$36 500, 
156 PLUS ACRES- 2 bedroom home, modern, good daiiy barn, 76 
acres soybeans, good spring and well, ossumable loon quick 
possession. 
39 ACRES- 3 bedroom older home, well pond. 1 4 mile highway 
frontoae. Owner soys Sell due to change of his job 
126 ACRES- or will sell seporolely 40 ocres, mostly fenced and 
ponds, of $475 per acre. 
FOR RENT- 3 bedroom, attached gaiage possession November 
20th. 


YOUR LISTINGS APPRECIATED 
826-7832 


I T 
■ i 


107 SOUTHWEST BLVD. CT. 


A Woman's Dream 


If you dreamed it and it was perfect you were dreaming 
about this beautiful spocious tn level it featuies a fan­ 
tastic kitchen, 2 family loorns. 3 bedrooms, 2S baths 2 
car garage, central an, all on a huge fenced yard. Call to 
see 


Battle of the Bulge? 


If you ore fighting to provide enough room for a growing 
family here is a home ideally suitable and wortfiy of im­ 
mediate inspection. It is o 2 story 3 bedroom with fenced 
yard and full basement. 


MAYDAY 


Owner panics, must move ond move fust Does not wont 
to leave familv behind. We are offenng o nice 3 bedroom, 
11 % baths, fully carpeted home, on a cornet lot, at n 
sacrifice. If you need a home, and qualify for loon 
assumption buy this one. 
. 


2614 STEPHENSON 
Reduced! 


Three bedrooms, family room, with fneplace, country kit­ 
chen, with built-in range, oven and dishwosher, disposal, 
large living room, 2' i baths full bosement 2 cor garage, 
central air. wall to-woll corpet. Shown by appointment, 


NEW USING! 


Attroctive cottoge with 2 bedrooms, full botrm: 
cor goroge, home is completely corpc-red cor 
locoted of 618 Eost 17th $15^)00 


•1 Mngle 
.fcnierit'y 


Peach Pie Condition 


Well built, well thought out home truly spectoculor in 
every detail there ore 4 or 5 bedrooms fomily room kit 
chen thot mom will love huge livmg room beoutifui 
corpet throughout, cutom drapes full finished bosement, 
double gorage many extras. Coll to see. Immediate 
possession 
MOHSEES REALTY CO. 
1609 S. LIMIT — 8 26-5 8 11 


I M a p le w o o d O ffic e : 2906 M e a d o w W ood Or., 8 26 58 0S 
H A N K M O N SEES - R EA LTO RS - TO N Y M O N S IE S 


A SSO C IA TES: V IO L A W A LLER , 8 26 2064 
R U BY W IL K IN S O N , 8 26 7167 
M A R Y A N N SEA R S, 827-2753 
LYLE FIEN E, 8 26 5805 
REALTORS - MULTILIST 
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B'» 'C''VVNfR-3 be d w r r 2 s tory ” i ’'. batbs 
►ented vai.; 'un basement, .sei* ng room, 
targe i.itcberi to« interest assumable V6 
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4 BEOBOCM BBICK sun room fireplace, 


^ p $! Briiadv^av 
0 ' Al l trade *or sm aller 
nr-mi 8ifc-4n6i 


Business Property 
82 


fO P S4uE OR L EASE-Buildmg and large 
c^t 2D: East Mam 826-0205 or 826-6723 C 
V 
Huddleston 23ai Second Street Ter­ 
race 


5 
ACRES 
6 
vear 
old 
borne 
three 
bedrooms fireplace, electric beat 
mid 
30 s Will finance with reasonable down 
payment 
Smitbton school and Sedalia 
phone Call after 4 P M 826-5294 


F A ^ ^ F O R SALE 
160 Acres. 5 room 
home drilled well, creek, outbuildings 
L ocated m Windsor area 18 miles from 
Sedalia on Highway If desired extra 140 
acres located across the road Priced for 
quick sale Bill Whitlow Real Estate, Clin­ 
ton, Mo 
Phone Agent L arry Fosnow 
Windsor Mo 816-647-5595 


Businesses 
as 


f a s t g r o w in g RETAIL BUSINESS 'Of 
sale Prime location, unlimited potential 
. Pri.-pc below market value, might con- 
sider trade 
Selling due to health and 
Retirem ent 
W rite 
Bo* 
922 
Sedalia 
Democrat 


Farms 
8 5 


REDUCED FOR QUICK SALE 
$15.500, 
.One bedroom country home, completely 
• remodeled 7 acres, one barn 3 sheds, 
■fencing 
17 miles from 
Sedalia 
Call 
.314 377-4566 


;i30 ACRES, potential for cattle, hogs 
'crops, 
good 
area 
Nice 
big 
home 
■ ‘Transferred must sell Make offer over 
$50 000 816-368-2961 


FARM FOR SALE 


160 
Acres , 
5 
room 


home, 
drilled 
well, 


creek, 
outbuildings . 


Located 
in 
Winds or 


area, 
18 
miles 
from 


Sedalia on Highway . If 


des ired ex tra 140 acres 


located acros s the road. 


Priced for quick s ole. 


BILL WHITLOW 
REAL ESTATE 
CLINTON, MO. 
Phone Agent L orry 
Fosnow 
Windsor, Mo. 
8 16-647.5 5 9 5 


MIDWESTERN REALTY AND 
FARM MANAGEMENT SERVICE 
NEW EXCLUSIVE LISTINGS 


REAL NICE- 3 bedroom hous e with finis hed bas ement, 
fehced in y ard one cor ga ra ge. Locofed on Albert Lee. 
WELL BUILT HOUSE- neor Sla te Fair Grounds . Priced to s ell 
in low 20 s . 
3 BEDROOM HOME- ond 15 acres ready for im m edia te oc- 
cuponcy . Sedolio School Dis trict 
Sedalia phone, located on 
blacktop rood. 
BEAUTIFUL NEW- 3 bedroom hous e with full bas ement and 
la rge 2 cor goroge located in Smithton School Dis trict 
on 4 
ocres 
HOMES IN SMITHTON. 


REAL NICE- 2 s tory hom e needs repa ir and would conv ert 


into 0 duplex . 


SMALLER HOMES- nea r s chool. 
SOUTHEAST- Like new w ith finis hed ba s em ent on 78 ocres 


WEST- Split lev el on 5 acres . 
HOMES IN SEDALIA & SMITHTON- from $9 ,500 up. 
ACREAGES IN BENTON M O R G A N , COOPER, J OHNSON & PETTIS 


COUNTIES- O w ner financing ov a iloble on many . 


OFFICE 
2700 WEST 50 HIGHWAY 
OFFICE PHONE 
8 26-319 0 


WE NEED GOOD FARM LISTINGS. 


iv er et t e W ood - B ro ker 
S ed o lio , M o. 
(8 1 6) 3 4 3 -57 56 


C liffo rd N ev elt 
Sa tes R a p res a n to tiv e 
(8 1 6) 3 66-4 4 67 


W es P o lla rd , Soles R ep res en ta tiv e, (8 1 6) 3 4 7 -53 4 9 


•aa 
•aaaa 
•a 
•a 
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a 
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ANOTHER ROSEN 
PUBLIC AUCTION 
FEATURING 


APPROX. $200.000.00 COST INVENTORY HOME & 
AUTO SUPPLIES & ACCESSORIES * LAWN & GARDEN 
EQUIPMENT * TRAFFIC APPLIANCES * TOYS * OUT­ 
DOOR G YM SETS * STORE ft OFFICE FIXTURES * 
GARAGE 
EQUIPMENT 
* 
AIR 
COMPRESSORS 
* 
TRUCKS ft AUTOS 


TO BE SOLD IN 


CREDITOR'S COMMITTEE SALE 
AT 
AUCTION 


TUESDAY • N O V. 16 • 10 A.M . 


on prftmis es at 
MIDWEST AUTO STORES 
WAREHOUSE 
610 s o. HANCOCK 
SEDALIA, MISSOURI 


INVENTORY 


L A W ty S G a r d e n E Q U IP 
O v e iS O A s s td N e » n d m g lo w n m o w e rs ■ lO O s A » s ld ne w 


■ow n m o w e r s a n d fille r s * 100 s o f os s td 
g a rd e n an d la w n fo o ls 
t hos e ' BSD ele e 


e d g e rs ' B S D c o rd le s s he d g e fr im m e r s ' BS D c o rd le s s g ro s s s he ors ' A s s fd s p r in H e rs 


* w he e lbo r ro w s " m e fo l y a r d s fo ro g e bu ild in g s 


R A D IO S STEREO E Q U IP 
t g qt* 23 c ho n n e l CB ro d io s ’ A W F w M u ltip le * a u to s te ie o 


r a d io s w lo p e d e c k s ’ FM c o n v e r te rs ‘ A u to s ie r e o s pe oR e ' s e ts ' A u to CB rod m loc h 


rno im -s ■ r y A m e n n o s S m os ts ’ P o n fo d io s ' 'C p e re c o rd e rs 


t r a f f i c A P P U A N C E S 
I g 
Q 'r 
W oi.ng b e nd e 's ' e er 
b'o i eis 
' C oo*» 3 e se's ’ 
eiec sliiMets ■ A o n n g elee con openers ' A o im g elee m .*e rs ' C>ock rod io ' C olor S 
BSVX le e v sion sers ' M rrom aric pressure cookers ‘ .ce creom fie e re rs ' ice cr-esrs ’ 


s 6w c o o k e r por$ 


A U T O S U P P lllS S A C C E S S O R 'fS N e w S Re oc T re s ' t g qr , O 
S A n t.Ir e e r e ' q r e ' 
n qto ts S G e n e iQ ro 's ’ S p o 'k P lu g s 
C n qm p ion 
AC S A u io in e ' R od iqror H os e S C on 


n e c 'o rs • 
. B e lts ' T he 'm o s to is ’ M e o ie r rsose ’ A v io S e ai C o .e r s e ts ‘ A u ic S e a' 


cushK>ns ■ G o s i" « ' m ore - o i ' V o l.e c o .e - se rs ' S po-k p lu g c le o -e r s ' S pork plu g o. 


c e s s e r.e - ' ig n t.or- p qiH S oc c e s s or.e s ' T u rie j p » .rs ' F io o r rnqts ’ A . p e r bio d e s ' 


B g B r., Iio . 'e r h.tc he v i o c r e s s o r .e s ’ T ruck rr .tr o r s ' E le c rn c o ' e qu ip & s u p p lie s ‘ 
R e fle 'lo r s 4 ter-S ' C le o rqr -e J 
i 
g, 
..g hts ■ A u lo .o le is ■ fr e o n re c n qrg .n g k rs • 


C o c io n ' s v k ie m k 's ■ G as R o d io to r 4 O'* rops ’ T m m g hg n is ' A s s rq A u i o m c v e 'e s ' 


k >s ' 
OOC 
M og w be e is ’ F ioo r g e o t %n.ft o s s , 
u n-ts ' ICK' > o i bocJ. d e c o- 4 p ro te c rc r 


o c t e is o r r 
"e m s ' M ond v o .v u m c ie o n e rv ' F u e i pum .ps 4 -.o rbv re o ro r k rs ■ A o r e r 
Purr p i ■ S *a -Ie is 4 S o.e no .d s • G t. 
S r.P C 0t k 0rbe > s ' B 'a k e s nc e s S e o u ip 
' I g qr , 


A s s in A . 'c . cbe rr.,c o, 4 aO <J.t..e ' e " i ' B a o s te ' 'o b *■ ' S u - t e ', 'e rr r .m o ls 'e s ie ts 4 
'O g ts ' ' i * ' e p c . i k . r s 4 e q « P ‘ A be e bolonc n .. e .g r rs * (q- s 'qn qs ' f . e * be nos e * 
to. p.pe s 4 n.ufl.ers ' F.'» uP ri 
’ <j c 
b- • c • 
M.drau-ii 'Oiks ' Fiom 4 A A fille'S ■ 
G rease g u ns 


tO V S & S P O R T IN G G O O D S O ty 
P 'o , g , m s ’ T nc y c le s ' B ic y c le s ' S id e w a lk bik e s ' 


A lu m 
o u td o o r F u r r 
• A o g o n s ' Ice c he s ts ' B c y c le r e p o ir k iis 4 a c c e s s orie s ‘ 
B os e boilk & ba ts * P .ng P ong s e ts * C ro c qu e t s e 's ' T e nnis bo lls * S w im m in g po o l in 


flo r o bie ite m s * R o tle i s k qte s * S hotg u n S he! s * C o le m o n la n te rn s * G u n rctcks 


M ISC 
H O U SE h O ID it e m s 
T O O lS S H D A E 
I , to n hy d 
.oc k s ' A e o the rs tr .p p m g 


s e ts 4 od he s .y e ' A i r e to o ls ' F r ic tio n to p e ’ A s s td w r e ’ S pore k e y ho ld e rs ' G re o s e 


g u ns • H o u s e ho ld o ils S c he m ic o ls in c lu d e s p ro d u c ts by G u nk & W D 4 0 o il ' 3M s ond 
p a p e r • H o u s e ho ld c le o n m g to o ls ' P lu s M u c h M u c h M o re 


W AR E H O U S E F i x t u r e s & e qu ip 
• s t o r e f i x t u r e s • o f f i c e 
g a r a g e 
e q u ip 


FURN 4 EQ UIP 


a u t o m o t i v e EQ U IP 
t v ' s In te r n o tio n o i 2000 O ie s e 
T ru c k T ro c to i » s lid in g Sin 


w he e l O il c o n d 
CB r o d io 
s o d d le lo n k s 
g o od t.ie s ' 
2 
4 0 o lu m in u m iqn d e m von 
rro ile rs 
s lid in g ta nd e m s 
‘ !9 6V Feud E e onoline 300 v on tru c k ' 1971 M e rc u ry 4 d r 


le d o n o ir c ond 


For illustrated brochure contact; 
RALPH ROSEN ASSOCIATES 


9 2 3 D a v is B id g -D a llo s Tex as 75202 
214 747-5173 
Lie N O TX GC 76-0052 


HILL CREST 
HEIGHTS 
SUBDIVISION 


Lo ca ted on 'U ' H ig h w a y , 2 ’/> 
M iles South o f S edolio 
on In g ro m A v en u e. 


1 
& 5 A cre 
B uilding Sites. 
Some frocts w ith frees 
L ots 
g re o tly 
re d u c e d 
in 
pric e 
Financing 
available 
R estric­ 
tions. 


BROADWAY REALTY 
8 26-428 0 
8 26-49 27 
8 26-7 28 2 


Lots 
8 6 


BUILDING SITE 
4‘ . acres. 3601 South 
Park, immediate possession. Write P. 0 
Box 163. Sedalia 


IDEAL 
BUILDING LOTS 


Wes t location — All city 
utilities . 


h a s s e n r e a l t y 
624 s. Ohio 
826-0715 


JOHN 
IRVIN 
Auctioneer 


8 1 6-2 9 8 340 1 
O t ter v ille 


H. M ATT DILLON 
- AUCTIONEER - 


9 08 Ruth Ann Dr. — Sedalia, Mo. 
PHONE: 817-1239 


J&W ANTIQUES & A U a iO N SERVICE 
1 1 2 2 E . 3 r d 
8 2 6-1 54 8 
All kinds of depression glass, 
comic books, paperbacks, 
and furniture. 
OPEN SAT. & SUN. 9 to 5 


HOUSE FOR SALE 


By e xe cu tor of R olla T, H am m ond e state L ocated at 909 E 11th St 
S edolio. M o. This prope rty consists of a 4 room house w ith both ond 
u tility room . N ew roof, fe nce d yard . D etoched 12 
x 24 
block 
g orog e , one ou tbu ild ing . L ocated in o nice ne ig hborhood on 42 x 
120 lot 


W ill re ceive sealed bids on obove prope rty u ntil N ov. 10, 1976 Pro 
pe rty w ill be show n on O ct. 26 and N ov, 8 be tw e e n 2 p.m . ond 6 
p.m . or by oppointm e nt ONL Y 


For appointm e nt or fu rthe r inform ation contoct e xe cu tor 
RALPH LUVIN 
8 04 W. Mill, Warrens burg, Mo. 
Phone 8 16-747-7048 


Bids w ill be receiv ed a t th e office of Earl T. 
C ra w ford, a tto rn ey , 202 W. 4th , Seda lia , Mo. 
6530 1. 
We re serve the rig ht to re je c t any or oil bids 


FORTNER 
AUCTION SERVICE 


The MOST complete auction s erv ice in the 4 
s tate a rea ! 


Including. .. 
40' X 60' tent set up at your location. 
Complete portable corroling. 
Testing facilities for oil livestock. 
Many other services available. 


Please contact us before any arrangements 
are made regarding your sale. 


Phone (417) 523-9 465 
2040 Os age 
Lebanon, Mo. 65536 


PUBLIC AUCTION 


Broadway Realty Bidg., 1911 W. Broadway 


Sat. November 13 at 12:00 Noon 


ANTIQUES 
Burl W alnu t Bed 
H a n d 
C r o c he t e d 
T w i n 
Bedspreads 
from 
Estate 
of 
Gov C ritte nd e n 
W alnu t M irror and Table (has 
been painte d ) 
O vol P icture From es 
O il P ointing O ld P ictures 
S pinning W heel 
C ollection of M iniatu re s 
som e 
old 
D oll House F u rniture 
Irons O ld Books 
W W I U niform and item s 
O ld W ooden M alle ts 
O rie ntal Bross C andlesticks ond 
Urn 


High C hoir 
H andm ade G om e 
Table 
HOUSEHOLD 
4 x8 Fisher Pool Table 
3 
N ew 
Twin 
H eadboards 
(1 
W icker) 
H ollyw ood Bed Beer G losses 
2 Red L eother D ire ctor C hoirs 
Table 
and 
C hoirs 
10-Speed 
Bicycle 
L ouvered 
S w inging 
D oors 2- 
H ondled Sow 
Brass Bird Cage on Stand. 2 
M edicine C abinets 
2 R efrig e rators 2 Electric Stoves 
A u tom otic C lothes W asher 
lo t 
of L inens 
K itchen item s and othe r item s 
too num erous to m e ntion. 


Terms Cos h, Not Res pons ible for Accidents 
Phil and Judy Matthews 


Auctioneer; Col. Jock Foote 
Clerk: Nick Knuti 


P l 
a n Y our S al 
e w Uh 


DELBERT HOLTZEN, Auctioneer 


Phone: 668 -479 3 
Cole Camp, Mo. 


GLEN LA RUE 
Auctioneer 
Phone 8 16-335-4538 
Sweet Springs , Mo. 


PUBLI C AUCTI ON 
PUBLI C AUCTI ON 
PUBLI C AUCTI ON PUBLI C AUCTI ON 


ESTATE AUCTION 


To s ettle the es tote of M rs . Lillie W ornke, w e will s ell the following 
items ot public ouction locoted 213 N. Fis her in Vers oilles , jus t north 
of the M ethodis t Church on 
SATURDAY, NOV. 13 at 10:30 A.M. 


ANTIQUES 
W alnu t F low e r Stand 
R ocking C hoir: M ogozm e Rock 
W rou ght Iron Toble w ith m arble 
top 
C offee G rind e r, C edar Chest 
2 C rystal C andle H olders 
N ice Round End Table 
Chino C abinet: 2 W rou g ht Iron 
C hairs 
F low er Vase 
cut gloss 
w ith 
hand le ve ry sm all 
3 Sets of Galt Dishes 
Chino Sugar Bow l. G e rm any 
Pink C rystal B ow l w ith hand le 
3 Hand P ointed Plates 6 • 10 in. 
dio. N apoleon 
11 
C rystal 
S herbert 
Dessers 
w ith Star P atte rn 
P l a t t e r 
R o y o l 
E n g l a n d 
G odroon patte rn 
Sugar and C reom er Evons 
W icke r Basket: M any othe r A n ­ 
tiqu e Dishes 
FURNITURE 
D ine tte Set w ith 4 chairs 
3 O ccosionol C hoirs 


D ivan: P latform Rocker 
6 L aw n C hairs: C lothes C loset 
Table 
w ith 
4 
choirs 
4 
O dd 
Choirs 
3 Iron Beds, G ooseneck L omp 
Step L adder C hair 
2 Sm all N ig ht Tables 
3 Chests o f D raw ers 
APPLIANCES 
2 V ery nice A ir C ond itione rs 
F ng id aire R e frig e rator 
Gas Range: Space H eater 
C oronado 
A u tom atic 
W asher, 
new 
2 Radios D e hu m id ifie r 
W ater S oftener 
MISCBLLANEOUS 
L ot P ictures: 2 C ard Tables 
2 Pcs. L uggage. Floor to C eiling 
L omp 
Dishes, cookw are all types ap­ 
pliances, vases, tools 
‘ hrow 
p i l l o w s 
c a n d l e o br o . 
tape stry, 
lam ps 
law n cart, 
m ony 
othe r 
ortic le s 
too 
num erous to m e ntion. 


Terms : Cos h Not res pons ible for accidents 


MRS. LILLIE WARNKE ESTATE 
W o ols ey , 
A d m in iitro to r 
Auctioner: J ock Hutchis on 


CONSIGNMENT AUCTION 
F.F.A. BUILDING, 
MISSOURI STATE FAIRGROUNDS 
Sedalia, Mo. 
EACH MONDAY NIGHT AT 6:30 P.M. 


Don't Mis s This Week's 
Auction 
This Monday Night, 
Nov ember 8 


Choice Larger Items Will 
Be Sold at Prime Time, 
7:30 to 8 :00 P.M. 


Bring your good item s in. This co n sig n ­ 
m ent auction is for you. W e hove room 
fo r lots m o re th is w e e k . 


"Come to buy —Come to Sell" 


Building open Sunday s 3:00 to 5:30 (i m ond Monday s 3:00 p m. till 
s ole time 
Lunth room w ill open by 5:00 p.m . 


SQUARE DEAL AUCTION CO. 
Sedolio, Mo. 
Auction Hous e Phone 8 26-9 613 
II No Ans w er, Coll 8 26-6561 


P,UBI I C AUCTI ON 
PUBLI C AUCTI ON 
PUBLI C AUCTI ON 
PUBLI C 


PUBLIC SALE 


Smithton, Mo. 


As I need to v a ca te my building for other bus ines s purpos es , I will 
s ell by Public Auction the follow ing on M a in St. in Smithton, Mo. 
Watch for s ole s igns on: 
SATURDAY, NOV. 13 AT 10:30 A.M. 


ANTIQUE CAR 
1929 M ode l A, 4 d oor sedan 
runs good 
1957 L incoln P re m ie re . 4 door, 
25 ODD 
actu al 
m ile s, 
runs 
good 
Two oak 
w all 
te lephone s 
in 
good c ond ition 
SHOP EQUIPMENT 
M ark 4 shopsm ith w ith jointe r, 
|ig saw , 
dad o blades 
etc. 
very good cond ition 
A ir 
com pre ssor 
w ith 
1 
H.P. 
m otor, 30 g al. tank 
Pullm an shop vacuum cleone r 
B ft. Florescent lig hts 
A u to m a te d 
J ohns on s 
n u t 
w arm e r 
Several doors, variou s sizes 
36 " G.E. e le c tric range 
Two bunk beds 
NEW LAWN MOWERS 
N ew self prope lle d 3 'j 
H P. 
Briggs & S tratton 
N ew 3 H P Briggs & S tratton 
NEW AUTOM OTIVE PARTS 
L arge assortm ent points, con- 
densors, rotors & cops 
L arge assortm ent bulbs 
Fender m ount tra ile r tow m ir­ 
rors 
C learance lenses 
L arge lot of au tom otiv e fastne rs 
Several cons spray paint 
G .M . tail lig ht lenses 


Terms : Cas h 


W indov/ re g u lators and chan 
nels 
S everal chrom e m oldings 
D oor handles H eater m otors 
L arge lot of w ind loce, arm rest 
head rest 
Several nam e plates 
A ssortm e nt trim m old ing 
Spore tire covers, 2 Doz 
air 
filte rs 
Rear deck panels 
800 D oor panels, w iring 
250 Pcs. orig inal u pholste ry 
C onve rtible top ports 
67 C hevelle toil lig ht Bozels 
6 cyl. Used Ford carbu re tors & 
d is tribu tors 
Several used alte rnators 


DISPLAYS MISC. 
L arge 
lot 
of 
display 
racks. 
various sizes and types 
S everal d isplay counters 
D isplay 
rack 
com ple te 
w ith 
packaged screws 
L arge lot of new paper bock 
books 
V ery larg e lot of nuts, bolts, 
screws and othe r fastners, 
various types and sizes 
C hip & dip sets 
C harcoal lig hte r 
A ssortm e nt gears and pulleys 
M any othe r item s too num erous 
to m e ntion 


Not res pons ible for Occidents 


GEORGE MONSEES 


H. M ott Dillon, Auctioneer 
8 27-1239 


PUBLIC SALE 


Hous tonia, Mo. 


(Dors ey Adorns ) I will s ell the 
miles eos t of the Hous tonio 
Due to the deoth of my hus bond 
following a t the form locoted 4 
cem etory . Wotch for s ole s igns on: 
TH U R SD A Y.N O V.il AT 12:30 P.M. 


TR A O O R 
A llis C halm ers D 17 trac tor late 
m odel w id e front, good rub 
ber good shape 
Krause 14 ft 
w he e l disc, lik e 
new 
John D eere 2 row c u ltiv ator 3 
pf hitch 
good 
John D eere 13 hole d rill w ith 
gross & fe rtiliz e r ottachm e nt. 
good 
H eider ougar w agon good 
K eew anee e le v ator good 
John D eere m anu re spreader 
on ru bbe r good 
Flow E2 g rov ily bed on John 
D eere 
heavy 
d uty 
w agon 
good 
T raile r type crop spraye r w ith 
300 g allon fibre gloss tank 
good 
W oods 
C adet 
No 
72 
rotary 
m ow e r. 3 pt hitch, good 
Post hole dig g e r. 3 pf. hitch, 
good 
John D eere No. 5 m ow e r 
John D eere hyd rou lic c y lind e r 
John D eere 3 row rotary hoe. 3. 
pt hitch 
Ford 2 row rotary hoe. pull type 
MM 1 row corn picke r 
John D eere fle x ible borrow 
W efm ore PTO m ill. Tum ble bug 
John D eere hom m e r m ill 
Herd gross seeder 
Tractor w inte r front 
Rubber tire d w ogon 
& bed 
W oqon box 3 inch G roin ougar 


RIDING MOWER t TILLER 
Sw isher rid ing law n m ow e r, on­ 
ly 1 ye ar old, nice 
S pring fie ld 
gard e n tille r w ith 
new m otor 
P ow er law n m ow e r 


MISCELLANEOUS 
Big H uskey hog cotcher 
6 W elded w ire ponels. new 
3 Rolls Red Brand 42 inch hog 


Pride of the Form pig creep 
feeder 
2 Co op m e tal hog fe e d ers 
80 bu Hog fe e d e r 
80 G allon hog w ote re r 
5 Hog houses 
S everal stock tonks 
C attle d uster. Electric fencer 
3 Feed bunks Hoy rock 
Several hog pons Barb w ire 
Some railrood ties 
L orge lot of hedge post. Me 
C ulloch chain sow 
L orge anvil. B locksm ith vise 
S kill sow Electric d rills 
G ate lum be r & othe r lum be r 
A ssorted w e ll pipe 
A ssorted scrop iron 
Hond, yard & gard e n tools. Tool 
bos, Electric m otor. E xtension 
cords S torage cobine f Bolts, 
N ails, 
G rease 
guns, 
Gos 
cans. 
W ire 
stre tche rs 
L og 
c ha i n s , 
S t e p 
l o d d e r , 
' 
A lu m inu m e xte nsion lad d e r. 
8 Sacks of fescue seed Sad 
die dehorners, C lam ps, Etc 
CORN 
A pprox, 200 bu. shelle d corn 
HOUSEHOLD t ANTIQUES 
Bookcase bed w ith box springs 
& 
m a ttre s s 
& 
m o tc hin g 
dresser, good 
S w ivel rocker. D ivan 
Z enity console TV set 
Royal portable ty pe w rite r 
Roll-o w oy bed & m attress 
3 Box springs & m ottresses 
Knee hole desk 
D inetee table & chairs 
L ot of fru it jors 
Stone jars. 
C rocks. 
Kerosene 
lonfe rns. 
Dazey churn 
Flat 
irons L ard press and pad d le 
A pple bu tte r pad d le, A pple 
pee le r 
M ilk cans 
Sausoge 
g r i n d e r 
B u c k 
s a w 
H om em ode soop Some hond 
m ade qu ilts 
Dishes 8 othe r 
sm all 
m iscelloneous 
item s 
not listed 


JERRY OMDRACEK 
Auctioneer 


1 7 0 9 South M a rv in 
S ed o lla , M o. 


S ellinq antiques estates torm m achinery 
ive- 


s t o c k fu rnitu re and real estate Any type auction. 


C a ll A ny Tim e. 
CALL JIRRY 0 - 8 26-5016 
,f n o a n s w er coll P a t B.. clerk - 8 2 6-2 2 9 3 


PUBLIC SALE 


Sedalia. Mo. 


We will s ell the follow ing at 28 05 South Ohio in Sedolio on: 
SATURDAY, NOV. 13 AT 1:00 P.M. 


FURNITURE 
A ntique hutch 
Early A m e rican dm ing set 
Sears Eorly A m e rican solid state 
console stereo, nice 
B reakfast table & choirs 
Bookcose Pictures 
Hom e Inte riors w all d e corations 
Radios Tope re corder 
Electric cord organ 
Record & tu rntable shelf 
Gas stove B roile r 
Deep fat fry e r Tooster 
Pole lam p Fan 
Rocking chir O the r choirs 


NOTE: Portiol lis ting ■ Plan now 
items ore ex pected by s ole day . 
(A ll proceeds go to the 
Terms ; Cos h 
UNITED PENTECOSTAL CHURCH 


Auctioneers : Homan W illia m s , Sedolio Phone 8 26-9 036 
Cloy Schroeder, Sedolio Phone 8 26-679 1 


Iron roil bed 
5 000 BTU air c ond itione r 


MISCELLANEOUS 
Ten speed bicycle 
Bicycle Cor stereo 
A ir cond itione r for Buick 
Bor bell set 
Electric scissors 
H oover hair dryer 
P oloroid C olorpock cam era 
Clock clothes and m any m ony 
othe r m iscellaneous item s 
LIVESTOCK 
12 Pigs 


to a ttend this s ole 
Mony other 


church building fund) 
Not res pons ible for Occidents 


PUBLIC SALE 


Real Es tate and Pers onal Property 


We hov e decided to s ell our home ond pers onol property of public 
ouction. locoted ot 1207 Eos t 11th St. ( llt h ond Engineer) Sedolio, 


"""SATURDAY, NOV. 13 AT 12:30 P.M. 


Reol Es tate Sell* a t 2:00 P.M . 
This lorg e 4 Bedroom hom e hos lorg e kitchen w ith lots of birch 
cabinets d ining room and larg e liv ing room w ith e le ctric f.reploce 
L iving room and d ining room ore carpe ted and k itche n hos new 
floor covering and is pane led 
H om e has larg e u tility room and 
one half both dow n 4 larg e bedroom s up w ith closets 2 bedroom s 
ore paneled ond corpe te d fu ll both up L arge one -room bosem ent, 
w ith low pressure steam heotm g system 
O u tsid e Has near new 
steel siding and com b storm , ond doors also have 2 cor garage 
and o one room storag e house w ith bosem ent P rope rly is on o 105 
X 110 ft corne r lot w ith se veral shade trees, is 5 blocks Irom grade 
school on o poved stre e t w ith curb and g u tte r 
If you need o nice lo rg t hom e for your fam ily com e pre pare d to buy 
Terms on Real Estote ore 20 per cent dow n on sole doy Balance in 
cosh on d e liv e ry of deed Possession on closing 
For Inspection coll ow ne rs M rs. H arold V estal 827 2403 or Jerry 
O ndrocek 826 5016 


PERSONAL PROPERTY 
Sears C oldspot C oppe rtone 
2 
door re frig fre e ze r com bo,, 2 
years old 
5 Piece d inne fte set 
G.E. 
17 cu. ft. U prig ht d e e p­ 
freeze 
W hir lp o o l 
au t o, 
w a s he r . 
H arvest G old, less than 1 yr. 
old 
G.E, e le c tric dryer 
C urtis M othis 25' 
color e nte r­ 
tainm e nt ce nte r w ith stereo 
radio, lik e new , 3 yr. old A-1 
shape 
5 Pc. w alnu t Duncan P hyfe d in ­ 
ing room set w ith rosew ood 
chairs 
Pine 2 gloss door corne r cobine t 
L arge block vinyl d ivon. L arge 
block v iny l re cline r 
4 Pc. cedar bed room set 2 tw in 
beds, d ou ble d resser, nig ht 
stand, com ple te 
2 Pc. cedar bed room set 
4 Poster bed com ple te 6 Chest 
d raw e rs 
2 M aple captain choirs 
M aple se w ing rocker 
Knee hole desk O ffic e choir 
Singer 
ele c 
Zig-Zag 
console 
cabinet se w ing m achine 
Iron bed com ple te 
M aple chest d raw e rs , Sew ing 
chest 
C hilds pool table 
K eystone 
m ovie 
cam era 
and 
proje c tor, good 
V /indsor g u itar 8 am p. 


Zenith 19 table TV 
L ot of 33 records 
Several 
toble 
lam ps 
L ot 
of 
other M isc. 
Short w ove rad io, End table 
A ir H ockey gom e table 
R ifle shell load e r 
48 
Cup 
elec, 
c offe e 
m aker 
Crock pot 
O the r c ooking u te nsils. Some 
dishes 
A bout 30 stQte plate s 
Set 
stainless 
w ore 
P ortable 
elec. V ibrator 
W inte r scene w ith d e tachable 
skaters 
O u td oor C hristm as d ecorations 
w ith approx 700 Xm as lights 
Sm all w agon on runne rs 
Some books 


AUTO'S 
1969 C he vrole t C om ero 307, V-8 
auto 
console, 
good 
tire s, 
runs good 
1958 C he vrole t ' i ton Pickup, 6 
cyl, 
short bed 
good tires, 
postroction re ar end 
good 
ru nning ord e r 
1971 
350 
H ondo 
m otorcycle , 
good cond ition 
2 C ycle helm e ts 
2 A u to. 8 track tope players 
1970 
Huck 
Finn 
fold 
dow n 
cam per sleeps 6 in good con 
d ition 
Some fis hing e qu ipm e nt 
Several sm all tools 
U niversal out. air c ond itione rs 
MR. and MRS. HAROLD VESTAL, Owners 


J erry Ondrocek, ouct. Pot Brown, clerk 


PUBLIC AUCTION 


Nels on, Mo. 


As I hov e mov ed into o m obile hom e, I w ill s ell the following ot 
public ouction ot the Don Froncis form 5 'A miles s outhwes t of 
Nels on, M o. Go 6 miles eos t of Mors holl J unction on |.70 to s late 
rood J, then north on J to s tole rood AE (old 40 Highwa y ), then 2'A 
miles wes t (to old Pipertow n). Watch for s ole s igns on: 


SATURDAY, NOV. 13 at 10:00 A.M. 


ANTIQUES A ND HOUSEHOLD 
ITEMS 
Side 
by 
side 
re frig e ro to r- 
fre e ze r w ith w ate r and ice 
d ispe nser on d oor, lik e new 
G.E. rang e w ith self cleaning 
oven, lik e new 
A u tom atic w asher, lik e new 
Electric d ry e r, lik e new 
G.E. d ishw ashe r w ith pot scrub 
ber, lik e new 
Q uasar color T V ,, lik e new 
4 piece m ode rn nou gohyde liv ­ 
ing room set 
3 piece bed room su ite, e x tra 
^ good 
2 % beds w ith new m attre sse s 
2 
M e d ite rrane an 
style 
end 
tables and m atching coffe e 
table 
D ine tte set w ith 4 chairs, e x iro 
good 
Sm all 
d rople of 
table 
w ith 
2 
chairs, new 
W oshstond, antiqu e 
Chest of d raw e rs 
Telephone table 
L ot end tables 
L ot w hat not shelves 
L ot pictures 
L ot pic tu re fram e s antiqu e 
Set book shelves 
L ot w all m irrors 
2-door base cabine t 
5 oil lam ps, antiqu e 
2 sets table lam ps 
L ot m isc. lam ps 
Pole lom p 
M agazine rock 
2 bedside tables 
B athroom pole shelf 
Tow el pole 
L ot new drapes 
2 e le c tric box tons 
Typing table 
Electric ty pe w rite r, lik e new 
P ortable se w ing m achine w ith 
all ottochm e nts, lik e new 


Electric g u itar w ith c m plifie r. 
new 
• 
D ig ital clock rad io 
C alcu lator, new 
Electric scissors 
L ot new blanke ts 
L ot pillow s 
Set luggage new 
Electric m ix e r 
2 portable e le c tric m ixers 
7 speed ble nd er 
4 slice toaste r 
2 e le ctric con openers 
Electric g rill 
2 
sets 
ironstone d inne rw ore , 
new 
Set m elm oc 
2 sets new stainless steel din- 
ne rw ore 
L ot pots and pons 
L ot m e tal cabinets 
L ot cookbooks 
Set e ncyclopedia B ritonnico 
larg e lot A von bottle s , over 100 
TOOLS AND MISCELLANEOUS 
Tool chest cabine t on rolle rs, 
new 
250 am p 
e le ctric w e ld e r and, 
hood 


3 'A 
Hp. 
g ard e n 
tille r 
w ith 
reverse, good 
8 Hp, e le ctric s tort. 36 in. cut 
rid ing law n m ow e r 
L ot hand sows 
Electric gross shears 
L ot gard e n tools 
C olem an gas lante rn 
Roll 4 pt, barb w ire , new 
2 G78 15 studded snow tire s 
m ounted on 68 Ford w heels 
Jet w e ll pum p 
Cor tachom eter 
M any othe r Item s too num erous 
to m e ntion 
AUCTIONEERS 
NOTE: 
A ll 
the 
above item s ore new or ne ar­ 
ly 


Terms ; Cas h 
Not res pons ible for accidents 
Lunch s erv ed by P ra irie Ridge Club 


MRS. DORSEY ADAMS 


Auctioneers ; Hom an W illia m s . Sedolio 
Phone 8 26-9 036 
Cloy Schroeder, Sedolio 
Phone 8 26-679 1' 


new . Plan to atte nd this 
sole if you need appliances, 
fu rnitu re , tools etc. 


Nothing rem ov ed until s ettled for.Term s : cos h 
Not res pons ible for Occidents s hould any occur 
lunch s erv ed 
' 


JOHNH.MEYER-Owner 
Auctioneer: Col. G len LoRue 
Sweet Springs , M o. 
Phone: 8 16-335-4538 


MFA INSURANCE 


ciI aim 
• n e a it h 
HOME • CAR 


•24-0337 
sooner you coll, 
the sooner you save. 
2700 W. Bdwy. • C am brid ge Center 


I f o r m ^ r fy H ig h w a y 50 M otel 
GOOD USED TRUCKS 
READY TO WORK EOR YOO 
1976 FORD F-100 
6 Cylinder, 3 -speed transm ission, one 
owner, like new condition. You con save 
hundreds of $$$ on this. 
1975 FORD F-100 
6 Cylinder, 3 speed, radio and heater, 
IN TIP TOP CO N D IT IO N - 
1973 CHEV. C-60 CHASSIS CAB 
2 Ton, V-8, 4 -speed, 2 speed rear axle. 
Ready for the rood. 
1972 FORD F-250 RANGER 
Cam per special package, V-8, automatic, 
pow er steering and brakes, one owner. 
In tip-top condition. 
NEW 1977 TRUCKS 
W e bove o good selection of thè new 
1 97 7 Ford truck line in stock. W e in­ 
vite vou to come in and see them. 
BILL GREER MOfORS 
1700 W est B ro ad w ay 
8 26-5 200 
Your Authorized Ford Dealer 
'Open M onday thru Friday, 8A M 'til? 
Saturday 8 A M 'til 6 P. M 


THERE’S NO TOMORROW 
FOR OUR LOW '76 PRICES. 
GET’EM TODAY! 


Several Late-Medel 
Small Cars in Stock! 


Econom y Cars 
(Both Foreign ^Domestic) 
Also, 
5 Used Dalsim Pickups! 


SAIES-PARTS-SERVICE 
MID-MO DATSUN 


O pen Saturday: Sale s 'til S; P arts & Service ‘til N oon 
O pen M o n d a y ‘til 9 P.M. 
3600S. Hwy.65 
827-1403 


BEATY IMPLEMENT CO. 
FARM EQUIPMENT 
CONSIGNMENT AUCTION 


2 M ile s W est of El D orad o Springs. Mo., 
on H igh w a y 54 


Second Soturdoy of the Month. Feel Free to Consign Anything. 


LARGEST SELECTION 


PRE-OWNED CARS 


IN THE MIDWEST! 


See Us Before You Buy! 


LIN CO LN -M SRC U RY -A M C-JSEP 
TOWN & COUNTRY MOTORS 


3110 W est B road w ay 
8 26-5 400 


WE HAVE THE LARGEST 
ASSORTMENT OF NEW 
MONTE CARLOS 


STARTI NG AT *5 4 6 0 “ 


PAT O'CONNOR 
"C O M S SEE THE ALL-NEW 7 7 's" 


1300 S. LIMIT 
Chevreiet-Buick-GMC 
8 2 6-s9oo 


SATURDAY, NOV. 13 93 0 a.m. 


There's a lot of M achinery <S Tractors to sell. 


A P P R O X IM A T E L Y 
150 - TRACTORS -150 
N e w a n d U s e d — 25 to 16 0 H .P. 
We will hove troclors to fill your needs. 
HEAVY EQUIPMENT 
3414 IHC Backhoe, clean 
T6-IHC Craw ler, like new 
HD-6 A-C Hi Loader, iate m odel, oil clutch 
1010 John Deere Diesel, A-1 
A llis-C h alm e rs' Road G rad e r 
HAY EQUIPMENT 
M o w e r Conditioners, new and used, 9 ft. 
Lots pf H ay Equipm ent, N e w & Used Balers, 
R ake s & M o w e rs 
350 IMPLEMENTS 
Crust Buster H a rro w s & Brush C utters 
3 Point Plow s, Large Selection 
D isc s— C u ttin g Discs, O ffse ts 10 to 1672, A ll 
Sizes W h e e l Discs, H yd rau lic W in g Discs and 
3-Point Discs 
W h e at Drills, new and used 
G ra v ity Boxe s & W a go n R un ning G ears, new 
E n silage Choppers. 1 & 2-row h ead s 
SELF-PROPELLED COMBINES 
A N D CORN HEADS 
FIVE 42-FT. BOAT TRAILERS, bedded 
for hauling round bales. 


G ood Loading and Unloading Facilities 


TRUCKING A VAILABLE 


Terms Cash. Nothing to be removed until settled for. 
Not responsible for accidents. 
Lunch will be served by the El Dorado Springs Lions Club. 
Bill & Valerie Beaty, Owners & Operotors 


417-D76-4206 Raaidanca 
417 -«7 6-S5 90 B u sin a u 
W aft o f El D orado Springs, Mo., on H igh w a y 54 


n All n ew 
to r 1977. 
Th at's ",n e 
Cad illac DeVille 
d r y o u . 


With all-new front suspen sion and shorter 
w heelbase for increased manueverabihty An 
All-new Center Control Instrument Panel puts 
controls right at the fingertips Of driver and 
passenger alike 


Plus an all-new electronic Cruise Control that 
includes both 'R e su m e and 
A dvance' features 
New personal m-car entertainment options 
availaP'e Plus 2 i exterior colors and a 
variety of new interiors from which 
to choose 


The all-new Sedan deVille The all-new 
^Coupe deVille Each one a Cadillac you 
can truly fashion to vour own taste C om e 
in and experienci' them for yourself 


david malmo motors, , ltd. 


Our Nam e M ay Be Limited But Not Our Service" 


O LD SM O B ILE - PO N T IA C • CA D ILLA C - FIAT 
2901 S. Limit 
826-6212 


FOR YO U R NEXT AUCTION 
CALL 
AM ERICAN 
AUCTION CO. 


Services Free 
If No» Satisfied. 
827-3610 
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MFA SPECIAL 
FEEDER CATTLE 
SALE 
Thiirs., Nov. 11 
1:00 p.m. 
CATTLEMEN 
AUCTION CO. 
'lUMANSVILLE, MO. 
Calves and Yearlings 
rom Approved herds 
only 
•Fresh from the Farm 
Sorted and grouped by 
Genetic 
background, 
Quality 
and 
Frame 
Score 
• V a c c i n a t e d 
f or 
blackleg, 
Lepto 
and 
Rednose 
Many from Production 
Tested Sires 
750 Quality Cattle 
for Detail Contact 
MFA LIVESTOCK 
ASSN., INC. 


P.O.Box 278 


Morsholl, Mo. 65340 


Phone 816-886-6963 


ALL 
CAR AND TRUCK 
9m m 
S A V E $$$ 
CHECK OUR PRICES 
- TUNE ■ UP SPECIAL - 


W e install new spark plugs, install 
new points and condenser, set 
tim in g and a d fu st ca rb u re to r, 
check 
belt 
tension 
and 
ad|ust 
clean battery cables and road test. 


PRICE INCLUDES 
PARTS & LABOR 
4 /'^ - 
- LOOK - 
^ 
FREE OIL FILTER 
TO 
ANY CAR OR TRUCK OWNER 
PURCHASING A LUBRICATION 
AN D OIL CHANGE IN OUR SER­ 
VICE DEPARTMENT. 


WE'RE NOT KIDDINGl 
WE WANT TO SERVE YOU 
PAT O'CONNOR 
SERVICE CENTER 
1300 S. Limit 
826-5900 


Just A rrive d 
COMPLETE SH IPM EN T 
FULL SIZED 
CHRYSLERS 


W HY SETTLE FOR A 


SM ALL CAR 


THE 1977 


L O O K I N 
GOOD 


C : i l K \ S L l i H 
m :\v p ( )u i 
If you want a full-size car 
for 77 but don t want a 
full-size price, Chrysler 
Newport will 
look mighty 
good to you. 


( : l l i ^ ^ s l J : K 
C O U I K ) U A 
Good looks and elegance. 
No wonder Cordoba is the 
most successful Chrysler 
ever introduced. 


s a w y ( ) h k i : h 
The look of luxury for 77 
looks like this, Chrysler 
New Yorker Brougham 
All the elegance 


n iin sDK 
Vlijmoulñ 


you expect and a 
price you 
can afford 


a u t h o r i z e d 
d e a l e r 
PAA CIDAA 
i;\K E A (K )( )1 ) 1Í )( )K AI' X( )l H 
Cl lK'i'SLl-:U-l’LXMOl T11 D E .M JlK 


DlVQilt 
A40T0 R ^ C 0 MPANY 
2 n d a n d K e n t u c k y 
82 6 2 7 0 0 
d ilb C H R Y S L E R 
1A0I0RS cuopnuATio*! 


J v v , 
X Ì 
-X< 


S«\\ 


CASHEWS . r 
MIXED NUTS 
O ur Reg. *1.19 
7 Oz. Jar. Dry roast­ 
ed. No oils used irp 
processing. 
YOUR CHOICE 
You Save 31‘ 


S K A G ^ 
DRUG 
CENTfRS 


/jr.- N. 
li 


NEW FREEDOM 
O u r REg. $1.49 


30 Mini, 
Pods, 
Beltless, 
Slip Proof. 
Yew SaveSO* 


LYSSL SPHA' 
O u r Reg. $1.77 


14 Oi. Spray 
I Disinfectant. 
Eliminates 
Odors. 


Yew Save 44* 


s 
lE 


LIS 


•‘•I 


llftni-Marsiimaitowsl 


m 


HOT COCOA 
O u r Reg. 9 9 * 


iNestle's Hot 
ICocoa Mix 
With Mini 
iMorshmollowi. 
12 Pockf. Yew Gave 20* j 


RUOBf R nANTS 
29 


O ur Reg. *4.88 
Large 
decorative 
plants to go with any 
decor. 
Extrem ely 
hardy. 
You Save *1.59 


•mm 
DOWNY 
O ur Reg. *2.99 
% 
JOY 
O ur Reg. 57 * 


You Save 70‘ 
fobnc soft<>ner # 1 4 
- 
ITS CONCENTRATED / R9 6 O z. FoF SOttef, 
whiter, fresher clothes. 
It's 
concentrated., 


BATHROOM TISSUE 96 0 9 s o fT • 2 R O U S >376 2 PIT SH tETSPER R O U * 4 ' » 4 5 IN 
YOOUE 
O ur Reg. 49* 
2 Roll* 
Bathroom 
Tissue. 


You Save 20. 


DRUG SPECIALS 
ONE-A-DAY 
Our Reg. *2.73 


ONE n DAY 


/ / / / 


130 Tablets. M ultivitam in 
, ^ 
supplement for adults and 
children. 
You S a v e 44* 
MIDOL CAPLETS 
3 0 's— For 
Fast Relief 
119 


Throat Lozenzes 
V C r M 
v U 
L S oo th in g Relief 
24's 
79 
"■i / , :! 
VICKS VAPR-RUB 
19 


^ O u r Reg. $1.39 


■:S 
3 Oz. Relieves 
distress of 
colds. 
You Save 20* 


O ur Reg. *14.88 


Mini-Greenhouse 3 6" wide, 
52" long, 20 " high. Now 
start your own garden 
early. Be first in your 
neighborhood with your 
own 
early 
tomatoes, 
flowers, etc. 
You Save *4.00 


C H R IS T M A S C A R D S 


in 


c 
o 
l o 
R , 


CHOOSE YOUR FAVORITE 
KODACOIOR OR 
FUJICOLOR NEGATIVE - 
WE DO THE REST! 


SLIM UNE 3'/2" X 7" 
50 1100 
For I For 


1 3 ” |25 « 


200 
For 
48*° 


THIS COUPON IS GOOD FOR 
ino/ ncc THE ADVERTISED PRICE ON 
I U /O Urr PHOTO CHRISTMAS CARDS! 


FOR ORDERS PLACED BEFORE NOV. 15, 1976 


Cdsf’ Vdtue 
1 20tH o' One Cent 


Tht. coupon MUST Mcompany 
piKOmonI ol your ordw 


V— 
A ? 


WE INVITE 
PRESCRIPTION 
PRICE 
iCOMPARISON 


STORE HOURS 
DAILY 9 to 9 
SUNDAY 9 to 6 
SKAGGS 
CeotoiA ^ 


C O M E TO S K A G G S C O U N T R Y 
- W H E R E THE S A V I N G S ARE! 
3125 West Broadway, SedaliGj 


Ilem on" 
f pe»M 


You Save 14* 
Special Trial Offer . . . 
Leman fresh Jay far 
sparkling 
dishes. 
12 az. 


irmi.;,// 
'tí 


O ur Reg. *1.39 
8-Pack 
16 Oz. Bottles 
The Uncola. 


You Save 51* 


COSMCTIC BUYS 


M KsClairol' 
Shampoo Formu'a Maircolof 
MISS CLAIROL 
o u r Reg. *1.79 


^ Natural W ear . . . Shampaa 
V 
farm ula 
hair 
calor. 
One 
^ applicatian. 
You S a v e 30* 
MENNEN SKIN BRACER a,^. sh... 1*’ 
Cl I DC A n tl-P e rsp iran t and D e od o ran t 
d l l K C 12 Oz.. R e gu lar S c e n t ............... 
189 


g 
SHORT A SASSY 


O u r Reg. $1.9 9 


1 1 FI. Oz. 
Clairol's 
portein-enriched 
conditioner. 
You Save 50* 
4 9 


Holiday 


Family 


Favorites 


A dish oflen served during the holidays 
bv Edna Havens' Delaware Indian arand* 
mother is this Stuffed Hog Paunch. Ac­ 
companiments include the Squaw Bread 
shown above with the paunch and the 
Dried 
Corn 
Casserole 
and 
Cornmeal 
Dumplings below. Recipes are included in 


this section. 


Mrs. Havens also tells about the wild 
onion feasts held in her native Oklahom a 


by the Indian Women's Clubs. 


Also included in this special holiday 
cookbook, is a story on how to save on 
your food budget and still serve your family 
nutritious meals. Harristine Draffen. nutri­ 
tion education assistant f o r the University 
Of Missouri Extension, soys ’ lack of money 


is no excuse for a poor diet. 


The most important part of the section, 
consists of recipes that area cooks have 
submitted for your holiday eating pleasure. 
Our men and women readers have joined 
to 
give 
you 
169 
recipes 
for 
meats, 
vegetables, 
casseroles, 
main 
dishes, 
salads, breads, pies, cookies, cakes and 


candies. 


Our thanks to those who took the time to 


send in their families' favorite recipes. 


The Sedalia D em <>crat 
In Combination with The SomliiY H o w ^ 
Sedalia. Mo.. Sunday, Nov. 7 . 197<pSectK>n D 
H oliday CookhiMpk 
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By B E V E R L Y ESSER 


F o o d E d ito r 


FRIGIDAIRE 


Favorite of Housewives Everywhere 


Big discounts from the ^ 
factory and us to you! 
Flilgldaire 
Factory 
Discount 
d35T 
Act now for big discounts on some of our most 
popular Frigidaire appliances. 


CONTENTS 


S tuffed H og Paunch 
.....................................3 


C o s s e r o le s ..........................................................^ 


B read a n d Rolls 
.......................................... 5 


M i s c e l l a n e o u s .................................................. 7 


G ro c e ry b u d g e t ............................................... 8 


M e a t an d M a in D is h e r ................................9 


, Jams an d J e l l y ............................................. 10 


C oo kies a n d C and y 
............................... 11 


V e g e ta b le s a n d S a lad 
.......................... 13 


Pies and D esserts ..................................... 15 


C a k e s .................................................................. 18 


Extra copies of the "Holiday Family Favorites” cookbook may be 
purchased over-the-counter at the newspaper office, Seventh and 
Massachusetts, for 30 cents. W e will send a cookbook section 
anyw here in the United States for 35 cents to cover the price of 
the book, handling and postage. Please type or print the form 
below for the m ailing label and send with 35 cents to: Cookbook 
Section, The Sedolio Dem ocrat-Capital, Sedolio, Mo. 65301. 


Photos by Bill Zieres 


N a m e ______________________________ ___________ 


»33995 


W.T. 


17.0-cu-ft of 
100% Frost-Proof 
elegance. Ready 
for automatic ice 
when you are. 
From Frigidaire. 


Teakwood trim and distinctive 
smoked onyx accents are ele­ 
gant hints of convenience in­ 
side. Top-freezer has 4.75-cu- 
ft with separate ice storage 
and a shelf. Automatic Ice 
Maker, with exclusive Cube 
Level Control, can be added 
now or later (extra charge). 
Storage includes twin Vegeta­ 
ble Hydrators, Meat Tender, 
door compartments. 


For rugged, heavy 
duty dependability 
and gentle care for 
knits, look to 
Frigidaire. 


To help deliver dependable per­ 
formance, this Frigidaire Auto­ 
matic Washer has a heavy duty 
motor and many other com­ 
ponents used in Frigidaire Com­ 
mercial Washers. It helps keep 
the shape in knits longer with an 
exclusive-action Knits cycle and 
also helps to keep the wrinkles 
out of permanent press items with 
3 Permanent Press Wash cycles. 
Convenient Water Temperature 
selector features 4 wash/rinse 
combinations, including a Cold 
Water Temperature settmg that 
helps you save energy by wash­ 
ing with cold water when fabrics 
and degree of soil permit. 


Address 


City. 
S tate 
Zip Code. 


Immediate Free Delivery 
W e Do Our O w n Financing 
McLa u g h l in bros. 
E7 
513-517 O HIO 


Open Daily 8 A.M. to 5 r VS 
Fti. 8 A.M. to 8;30 P.M. 
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Her grandmother fixed stuffed hog paunch for Christmas 


W hile m ost fam ilies have 
turkey and dre ssin g and the 
like for holiday m eals at 
T h a n k s g i v i n g 
a n d 
C h ristm a s, 
M rs. 
C laude 
H aven’s grandm other used 
to fix a Stuffed Hog Paunch 
(stom ach) 
as part of the 
holiday fare. 
M rs. H avens, Route 1, is 
part Indian (D elaw are and 
Cherokee» and her Delaw are 
grandm other used to fix the 
d e lic a c y 
f o llo w in g 
th is 
recipe 


H oliday fare 


This Sweet Pototoe Spice Cake, left, and Stuffed 


Hog Paunch, above, come from Edna Havens' 


Delaware Indian grandmother. 


“stir often, be careful not to 
b urn,'' Add the egg mixture 
to the cooked onions and stir 
constantly until the eggs are 
cooked 
Rem ove from the heat and 
se rv e 
im m e d ia te ly 
with 
fresh 
squaw bread, wild 
honey, dried baked corn and 
hot sassafra s tea. 


ARCO O 


Truflame LP Gas 
IS A SAFI FUEL 


It» 
n o n -p o is o n o u *. 
n o n - 
corrosive 
Best 
source 
of 
h e a t a n d p o w e r 
It is m o st 


reliab le 
LIASI-BENT-BUY 
S00 or 1000 
CAUON TANKS 


I -L rrI n m I i n i r 
AAETER P LA N 


^ 
x 
V 
\ \ C 
) W 
s \ 


11» W 2nd 


S T U F F E D H O G 
P A U N C H 
E m p ty all contents from 
paunch, 
w ash 
thoroughly 
and turn inside out. Stuff 
with hom em ade or country- 
style sausage. Sew opening 
closed F o r an average size 
paunch you will need six 
pounds of sausage. Place in 
a roaster with a lid Bake at 
350 degrees for four to four 
and a half hours or until 
sausage is done. 
M rs. H avens has fixed the 
dish for her own fam ily on 
occasion, but she says that 
while her son. C hris, 17, will 
eat it “ m y husband w on’t 
touch it.” 
A native of Delaw are, Ok., 
M rs. H avens has lived in 
Sedalia for two years. She 
w orks for the Social Security 
Adm inistration and her hu s­ 
band w orks for the C orps of 
E n gin e e rs in W arsaw 
A long with ihe hog paunch, 
M rs. H avens often serves 
squaw 
bread, 
either 
the 
sweet m ilk or the sour m ilk 
recipe, cornm eal dum plings, 
a baked corn casserole and a 
sweet potato spice cake The 
recipes 
for 
all 
but 
the 
casserole follow 


S Q U A W B R E A D 
Sour m ilk recipe 
1 
pint sour m ilk 
4 teaspoon soda 
1 
teaspoon salt 
1 
tablespoon shortening 
3 
h e a p in g 
ta b le sp o o n s 
bakin g powder 
E n o u gh flour to handle 


easily 
Knead all together until 
smooth. Roll out to 12 inch 
thick 
and 
cut 
into 
large 
biscuits Cut two slits partly 
through before fryin g F ry in 
d e e p 
s h o r t e n i n g , 
lik e 
doughnuts 
Eat by dunking 
into the following syrup. Boil 
together 
one 
quart 
white 
corn syru p and one pound 
brown su ga r Add one tables­ 
poon m aple flavoring. Take 
off fire and beat in 4 cup 
bacon grease. 


C O R N M E A L D U M P L IN G S 
2 
cups white corn meal 
1 
tablespoon b aking soda 


1 
teaspoon salt 
4 cup diced raw sweet 


potatoes 
4 cup flour, sifted 
M ix all ingredients. B rin g 
four quarts of water to a 
rapid boil. Add enough water 
to dry ingredients to stick 
together like biscuit dough 
Pinch off dough into sm all 
pieces; mold like a biscuit 
and drop in hot water Cook 
until thev float 


S W E E T P O T A T O 
S P IC E C A K E 


2 4 cups sifted cake flour 
3 
teaspoons double acting 
baking powder 
V4 teaspoon salt 
1 
teaspoon cinnam on 
1 
teaspoon nutm eg 
1 4 cups cooking oil 
2 
cups sugar 


Sift together the flour, bak­ 
ing powder, salt, cinnam on 
and nutm eg; set aside. C om ­ 
bine cooking oil and sugar 
Beat until well blended Add 
3 eggs and 3 egg w hites < save 
yolks for frosting 1 beat until 
light Add '4 cup hot water. 1 
teaspoon vanilla 
and 
mix 
well. Add dry ingredients 
g ra d u a lly , 
m ix in g 
until 
smooth after each addition 
Add 1 4 cups grated raw 
sweet potatoes and 4 cup 
chopped black walnuts M ix 
well 
Spoon batter into two 
greased 9-inch layer cake 
pans Bake at 350 degrees for 
30 to 35 minutes or until 
done 
Rem ove from 
oven 
and cool thoroughly on wire 
racks. Meanwhile, combine 
in 
s a u c e p a n 
1 
c u p 
evaporated 
m ilk, 
1 
cup 
sugar, 4 cup butter, 3 egg 
yolks and 1 teaspoon vanilla. 
Cook 
while 
stirring 
over 
medium heat until m ixture 
com es to a boil and thickens. 
Rem ove from heat Add 1 4 
cups flaked coconut. 4 cup 
chopped black walnuts, beat 
until well blended and thick 
enough 
to 
spread 
Cool 
slightly. Spread between and 
on top of cooled cake layers. 
This is a moist and very 


crum bly cake 


Cake baking is one of Edna 
H avens pastimes. When her 
son, 
a 
senior 
at 
Smith- 
Cotton, needed a cake to take 
to the W hing Ding, the senior 
c la ss’ money m aking pro­ 
ject. M rs. H avens baked one 
in the shape of a tiger. When 
the cakes were auctioned off, 
the tiger brought $40. 


M rs. H avens said that in 
Oklahom a, when one of the 


Indian W om en’s Clubs needs 
to have a m oney raising pro­ 
ject, instead of having a chili 


supper or bazaar, they have 
a wild onion feast. 
To do this, they m ust go 
out and 
hunt 
wild onions 
along the banks of river, 
creeks and sm all stream s. 
The onions are also found in 
lawns and along the road­ 
side, but according to M rs. 
Havens, these are too tough 
to.be good to eat. 
Once located, the onions 
are dug up, sorted to rem ove 
the 
older 
tough 
onions, 
washed 
and 
prepared 
for 
cutting 


M rs. H avens says that the 
best way to cut the onions is 
to arrange them so that the 
green tops and white bot­ 
toms are all turned the sam e 
direction “ Now grab a good 
left handful of onions, grasp 
a sharp knife in the right 
hand and cut the onions into 
one-inch lengths." 
The onions should then be 
m easured by the cup ac­ 
cording to M rs. H avens and 
set aside. 
M rs. H avens said that wild 
duck 
or goose eggs were 
used by the originators of the 
dish, but chicken eggs will do 
just as well Fo r each cup of 
onions, use two extra large 
eggs, 4 teaspoon of salt and 
4 teaspoon of pepper. Addi­ 
tional salt and pepper m ay 
be added to suit the taste. 
Break the eggs into a large 


5 E R V E 


bowl, m ix with the salt and 
pepper and set aside 


U sin g a heavy skillet and 
m edium heat. M rs. H avens 
said to add two tablespoons 
of bacon drippings to the 
skillet for each cup of onions 
Add the onions and cook until 
soft M rs. H avens cautions to 


1 SEDALIA SCHOOL OF HAIRDRESSING 


116 S. Ohio 
_ 
^ 
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A 
Complete Courses » 
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Payable by the Month 
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Spec 10I arrangements can 
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be mode if the tuition 
^^^k 


creates any problem 
^^^k 
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• 
Serving the Sedalia area since 1962; teaching 
the latest styles and methods while offering 


our patrons the finest in supervised 


W 
A 
hair styling. 
• • • » « • 
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275 degrees for three hours, 
uncovered 


1 


1 


NOODLK DISH 
Marguerite Werner 
Versailles 
2 cups ham broth 
cup tomato juice 
can cream of 
mushroom soup 
cup chopped ham 
24 cups dry noodles 
4 cup elbow macaroni 
Bring ham broth, tomato 
juice. soup and ham to a boil 
add noodles and macaroni 
Simmer ,W minutes 


I 


OVEN GROUND B E E F 
AND BEA N S 
Margie Neville 
200 East Tower 
1 


1 


1 


pound ground beef 
cup chopped onion 
teaspoon 
each 
garlic 
salt and seasoned salt 
can (31 ounces) or 2 
cans (1 pound each) 
pork and beans 
package 
(12 
ounces) 
corn muffin mix 
Brown meat well; dram 
off fat Add onion and cook 
until tender Add salts and 
mix well Pour into a lightly 
greased 13 x 9 baking pan. 
Spread pork and beans over 
this and set aside Prepare 
muffin mix 
Spread batter 
over beef and beaii mixture 
Bake for 20 minutes at 400 
degrees 


BROCCOLI SO U FLE 
Mrs Elmo Bruns 
Cole (’amp 
4 cup 
finely 
chopped 
onions 
4 cup water 
6 tablespoons oleo 
2 tablespoons flour 
1 
jar (8 ounces) Cheese 
Whiz 
2 p ack ag es 
chopped 
broccoli (frozen) 
3 eggs well-beaten 
4 cup cracker crumbs 
Saute onion in oleo until 
soft Stir in flour Add water 
and cook over low heat until 
It thickens and comes to a 
boil Blend in cheese spread 
Cook broccoli as directed on 
package, 
mix 
sauce 
and 
broccoli 
Add beaten eggs; 
stir in gently until blended 
Turn into a greased 14 quart 
casserole 
Sprinkle crumbs 
over top and dot w ith butter 
Bake at 325 degrees for 30 
minutes 


CORN C A SSER O LE 
Mrs W P Baker 
Springfield 


EG G PLA N T OR ZUCCHINI 
SQUASH C A SSER O LE 
Emily Alexander 
Albuquerque. N.M 


can cream-stylecorn 
1 
cup diced celery 
4 cup diced onion 
2 eggs 
1 
cup milk 
1 
cup crackers, broken 
«not rolled« 
Combine all together, dot 
with butter and bake at 300 
degrees for one hour in a 9 x 
13 inch pan 


1 
medium size zucchini 
or eggplant or about 4 
cups of chopped squash 
cup chopped onion 
eggs, beaten 
cup crushed crackers 
cup oleo or butter 
can mushroom soup 
Cook squash until tender in 
boiling water, drain 
Mix 
with remaining ingredients 
and bake for 3o minutes or 
until brow n at 350 degrees 


1 


SC A LLO PED CORN 
I.inda Henderson 
Smithton 
1 
egg 
1 
cup milk 
1 
scant tablespoon flour 
% cup cracker crumbs 
1 
can cream-stylecorn 
Beat egg and milk and mix 
in corn Add cracker crumbs 
and 
bake 
in 
a 
greased 
casserole dish at 350 degrees 
for 30 minutes. 


CHICKEN CASSEROLE 
.Mrs Elmo Bruns 
Cole Camp 


2 c u p s 
u n c o o k e d 
macaroni 


2 cups 
cut-up 
cooked 
chicken 
2 
cans 
(104 
ounces) 
cream 
of 
mushroom 
celery OR chicken soup 
1 
small onion chopped 
2 
cups (4 pound) pro­ 
cessed cheese (I use 
less) 


2 cups milk 
Salt and pepper to taste 
(I use no extra salt) 
Grate cheese, mix all in­ 
gredients in a bowl, pour into 
a large 9 x 13 baking dish 
and refrigerate overnight 
Bake 
one 
hour 
at 
350 
degrees. This also freezes 
well. 
TEXAS HASH 
Mrs W P Baker 
Springfield. Mo 


2 
large onions, sliced 


2 
green mango peppers, 
cut fine 
3 
tablespoons shortening 
1 
pound ground beef 
1 
can tomatoes 
4 cup uncooked rice 
1 
teaspoon chili powder 
I 
teaspoon salt 
V4 teaspoon pepper 
Cook onions 
and 
green 
peppers slowly in shortening 
until onions are yellow Add 
ground beef and saute until 
mixture 
falls 
apart. 
Add 
tomatoes, nee and season­ 
ings. Arrange in a large 
casserole, cover and bake at 
375 degrees for 45 minutes or 
until done 


G R E E N C H ILI 
C A SSERO LE 
Emily Alexander 
Albuquerque. N M 
Prepare a can of chicken 
soup 
and 
heat 
Chop 
a 
medium onion and one can of 
green chili 
Mix into soup 
Grate 
1 
cup 
of 
Cheddar 
ch ee se 
P r e p a r e 
one 
package of corn tortillas by 
heating tortillas in hot oil un­ 
til cooked, about one minute. 
Dram on a paper towel 
Alternate layers of tortillas, 
soup mixture and shredded 
cheese, ending with a layer 
of 
cheese 
Bake 
at 
350 
degrees about 45 minutes un­ 
til bubblv. 


Mrs Haylene Purnell 
Lincoln 
ED IT O R ’S NOTE; 
Mrs 
Purnell 
did 
not 
mention 
chicken in her list of ingre 
dients. but she does mention 
it 
in 
the 
directions 
for 
preparing the dish We feel 
sure that the quantity in 
Mrs 
Wood s recipe would 
apply here also. 


4 


1 


1 


1 


1 can cream of 
mushroom soup 
can cream of chicken 
soup 
can cream of celery 
soup 
1 
cup rice, uncooked 
2 cups water 
Salt and pepper 
Mix all together and place 
in casserole Put chicken on 
top Salt and pepper to taste 
Add about 2 cans of water 
add more if needed Cook for 
2 hours at 325 degrees 


1 
celery 


1 


CH ICKEN AND R IC E 
Two 
readers 
submitted 
similar recipes under this 
name. 
Mrs. Emma Wood 


604 North Quincy 
6 large or 8 small chicken 
breasts 
can cream of 
soup 
can cream of 
mushroom soup 
can cream of 
chicken soup 
4 soup can of water 


1 4 cup uncooked rice 
1 
stick oleo 
Melt butter, add soup and 
water, mix well Put rice in a 
greased 
baking 
dish 
and 
pour half of the soup mixture 
over rice Lay chicken, skin 
side up on ton of rice and 
pour the rest ol the soup mix­ 
ture over chicken Bake at 


1 


I 
4 


SPINACH C A SSERO LE 
.Mrs Emma Wood . 
604 North Quincy 
2 packages frozen chop­ 
ped spinach 
14 cups 
grated 
cheddar 
cheese 
1 
carton sour cream 
1 
package dry onion soup 
mix 
tablespoons oleo 
cup bread or cracker 
crumbs 
Cook spinach according to 
the 
package 
directions, 
drain well Brow n crumbs in 
melted oleo Mix onion soup 
mix. sour cream and one cup 
cheese 
with 
the 
spinach 
Pour into a 9 
X 12 inch 
greased baking dish 
Top 
with remaining cheese and 
browned crumbs 
Bake at 
300 degrees for 45 minutes 


OLD S E T T L E R S BA K ED 
BEA N S 
Mrs W P Baker 
Springfield. Mo 
4 
pound 
ground 
beef, 
brown and drain off fat 
pound bacon, chopped 
(or season with bacon 
drippings) 
medium onion, chopped 
can kidney beans 
can pork and beans 
can butter beans 
4 cup brown sugar 
V4 cup barbeque sauce 
V4 cup ketchup 
teaspoon chili powder 
1 
teaspoon 
prep ared 
mustard 
1 
teaspoons molasses 
Salt and pepper to taste 
Brown the ground beef, 
bacon and onion; drain off 
fat, add beans. Mix remain­ 
ing ingredients together and 
add to beef mixture Place in 
casserole and bake at 350 
degrees for one hour. Serves 
10 to 12 people generously. 
May be frozen before or 
after baking. 


I 


CHICKEN AND 
V E G E T A B L E 
C A SSER O LE 
Marguerite Werner 
Versailles 
14 cups 
cooked, 
cut-up 
chicken 
14 cups mixed vegetables 
1 
can cream of chicken 
soup 
Put 
in 
a 
one 
quart 
casserole 
after 
mixing 
together 
Sprinkle 4> 
cup 
cracker crumbs over the top 
and sprinkle with paprika 


Bake at 375 degrees for 45 
minutes 


LAYÁWAVyour^ 
Christmas 
,Nom 


— it doesn't cost 
one extra penny! 


W e have such exciting new holiday fashions 


and gift ideas right now — com e in and shop 


w hile style and size selections are com plete! 
mope tíDftv 


O pen: 9:30 A.M . 'til 5:00 P.M., Mon.-Sat. 
226 South Ohio 
2901 S. Limit 
826-6212 
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PECAN CARROT B R EA D 
Mrs Maxine Hester 
929 North Osage 
2 cups unsifted flour 
IM: cups sugar 
2 teaspoons baking soda 
2 teaspoon 
ground 
cin­ 
namon 
yt teaspoon salt 
1 
can (3<)^ ounces) flake 
coconut 
V4 cup chopped pecans 
cup raisins 
2 cups grated raw car­ 
rots 
1 cup peanut oil 


3 eggs 
2 teaspoons vanilla ex­ 
tract 
Combine 
flour, 
sugar, 
soda, cinnamon and salt Stir 
in 
coconut, 
pecans 
and 
raisins Blend in carrots, oil. 
eggs and vanilla Pour into 
oiled and floured 9 x 5 inch 
loaf pan Bake at 350 degrees 
for 1 hour and 40 minutes, or 
until done Cool in pan five 
minutes before removing 


S K IL L E T CORN C A KES 
Mrs Harold Schanz 
3410 South Park 
1 
egg 
IV4 cup milk 


2 teaspoon baking 
powder 
3 tablespoons sugar 
1 
teaspoon salt 
Vk cup corn meal 
cup flour 
Beat egg in pan and add 
milk, baking powder, sugar 
and salt Stir in corn meal 
and then flour to make a 
medium batter Spoon out in 
to skillet 
ith some grease in 
it It will be like pancakes 
Cook over medium heat unitl 
brown then turn 
makes a 
quick corn cake or a good 
substitute for corn bread 


CORN F R IT T E R S 
Mrs I J Rboads 
Smithton 
1 
cup sifted all-purpose 
flour 
1 
t e a s p o o n 
b a k i n g 
powder 
1 
teaspoon sugar 
1 
teaspoon salt 
1 
package 
(10 
ounces) 
frozen 
whole 
kernel 
corn, thawed 
Milk 
2 eggs, well beaten 
I 
teaspoon 
cooking 
or 
salad oil 
Fat for frying 
Fill a large skillet with fat 
to half its depth and heat to 
365 degrees Sift all dry in­ 
gredients in 
a 
bowl and 
make a well in the center 
Drain 
thawed 
corn 
and 
measure liquid; add milk to 
make '2 cup Chop the corn 
and add to eggs, oil and the 
liquid mixture 
Mix 
well 
Add to dry mixture and stir 
until just blended Drop by 
teaspoonfuls into hot fat Fry 
uncrowded for three to four 
minutes 
or 
until 
golden 
brown, 
t ur ni ng 
once 
Kemove and drain on paper 


towels Serve hot with maple 
blended syrup 
For added 
taste you may add 2 or 3 
tablespoons 
of 
prepared, 
bacon like pieces 


D A T EN U T BR EA D 
Mrs. Louis Hoffman 
1120South Marshall 
1 cup dates 
1 
cup boiling water 


1 teaspoon soda 
1 
cup sugar 
2 eggs 
3 tablespoons melted but­ 
ter 
V4 teaspoon salt 
IMi cups flour 
1 teaspoon vanilla 
yz cup nut meats 
Put soda in hot water, add 
dates and let stand until cool 
Add sugar, eggs and butter 
Sift flour before measuring 
Bake in slow oven for one 
hour 


O ATM EAL BR EA D 
Em ily Alexander 
Albuquerque. N M 
Stir 2 cups quick cooking 
oats into 2 cups boiling water 
with 2 teaspoons salt Add 1 
tablespoon shortening 
Stir 
until 
smooth 
Cool 
to 
lukewarm Crumble 1 pack­ 
age 
yeast 
into 
smal l 
bowl w'ith '4 cup lukewarm 
water and 1 teaspoon sugar 
Let this stand until dissolved 


See Bread and rolls, page 6) 


... 
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305 S. Ohio 
826-0433 


HOLIDAY 
BEDDING 
EVENT 


ORTHOPEDIC MED. FIRM 
QUILTED FLORAL 


Pre-built borders re­ 
sist sag. Coil box 
spring. Full or twin 
size. 


HOSPITALITY QUILT 
TOP FIRM 


Full 1 -inch foam 
topper, foam box 
spring. 
*129* 


ORTHOPEDIC DELUXE 
EXTRA FIRM 


1-inch polyfoam top­ 
per, pre-built bor­ 
ders, foam box 
spring. Full or twin 
size. 
*139* 


Queen Size Set 
79*^^ 


Easy M onthly Paym ents 


Mode by the monufocturers. of the nationally famous THER-A-PEDIC 


FURNITURE 


Free Delivery 
Easy Terms 


113 West Main 
Downtown 


p. HOFFMAN 
HARDWARE 
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(Continued from page 5) 


and foamy Than add lo the 
above mixture Stir in ‘;tcup 
brown sugar or corn syrup 
dissolved in 
cup warm 
water 
Work 
in 
cups 
flour, more if needed When 
the dough is well mixed, 
knead on a floured board un 
til smooth 
I'se plenty of 
flour so the dough won't be 
sticky Set to rise in a well- 
greased bowl Cover and lei 
rise until double, about one 
to one and a half hours 
f'unch down and let rise a 
second time 
Cut out on a 
floured board and use more 
flour if necessary to prevent 
It 
from 
becoming 
stick> 
Duirie 
dough 
into 
three 
loaves and shape fMace in a 
uell-greased loaf pan Turn 
the dough to grease the top 
l et rise until double Bake at 
(2.1 degrees for ii minutes 
then reduce heat 
o :575 to 
finish 
baking, 
about 
4,i 
minutes total cooking time 
To make crust more tender, 
brush 
with 
butter 
when 
bread comes from the oven 


ZUCCHINI BREAD 
Mrs HobertC Smith 
Smithton 
3 
eggs 
2 
cups sugar 
I 
teaspoon salt 
1 
teaspoon cinnamon 
^4 cup nuts 
^4 cup coconut 
^4 cup oil 
3 
cups grated zucchini 
2 
teaspoons vanilla 
2'/iz cups flour 
1 
teaspoon soda 
I 
t e a s p o o n 
b a k i n g 
powder 
Silt flour and add other in­ 
gredients 
Bake 
at 
325- 
degrees for one hour 


BANANA NUT BREAD 
Mrs Edna Simpson 
Bunceton 


1^4 cups flour 
l ‘/4 t e a s p o o n 
c r e a m 
of 
tarter 
1 
cup nuts 
1 
cup ripe bananas 
2 
eggs, beaten 


^4 teaspoon soda 
teaspoon salt 
<6 cup shortening 
% cups sugar 
Mix together and pour into 
a 
well greased 
loaf pan 
Hake at 35o-degrees for one 
hour 


AP P L E CINNAMON 
PANCAKES 
.Mrs Carrie (iay 
927 North Osage 
cups all-purpose flour 
teaspoon salt 
2h teaspoon baking 
powder 
1 tablespoon sugar 
‘A teaspoon cinnamon 
1 
egg 
14 cups milk 
3 
tablespoons 
vegetable 
oil or melted margarin e 
1 
medium unpeeled ap ­ 
ple, cored and chopped 
S t i r 
dry 
i n g r e d i e n t s 
together 
In a small howl 
beat egg until light and c o m ­ 
bine with milk and oil or 
melted m arg arine 
Add to 
dry ingredients and blend 
Add chopped apple Rake on 
m o d e r a t e l y 
hot 
l ig h tly 
greased griddle 
.Serve hot 
with butter and honey or 
syrup .Makes 18. 4-inch pan 
cakes 


RAISED DOUGHNUTS 
Ehel Esser 
1809 South Barrett 
2 
packages 
active 
dry 
yeast 
4 cup water 
\ cup milk, scalded 
4 cup shortening 
>/4 cup sugar 
1 
teaspoon salt 
2 
eggs 
5 cups sifted flour 
Soften the active dry yeast 
in 
warm 
water 
Combine 
milk, shortening, sugar and 
salt Stir till dissolved: cool 
to luke warm 
Add yeast, 
eggs and I cup flour; beat 
well 
Add remaining flour 
P la ce 
dough 
on 
lightly 
floured surface and knead til 
smooth and elastic Place in 
a greased bowl, turning to 
grease surface 
Cover and 
let rise until double. 50 to 60 


minutes Cut dough in half 
Roll each half into a circle 4 
inch thick 
Cut with a 24 
inch round cutter Place on a 
greased pan one inch apar t 
Let.nse in a w arm place un­ 
til very light 
Then fry in 
deep fat Drain on absorbent 
paper then glaze 
GLAZE 
I 
pound 
con fection er’s 
sugar 
6 
tablespoons water 
1 
tablespoon vanilla 
2 
tablespoons soft butter 
Pinch of salt 
Mix all together and dip 
doughnuts 
Put on w’axed 
paper 


WHOLE WHEAT BREAD 
Emily Alexander 
Albuquerque. N.M 
1 
package yeast 
1 
tablespoon sugar 
1 
cup milk 
1 
cup water 
1 
cup white flour 
2 
ta b le sp o o n s 
m e lte d 
shortening 
4 
cups whole wheat flour 


Dissolve the sugar in the 
milk and water which have 
been 
scalded 
and 
cooled 
Add other ingredients, using 
just enough flour to enable 
you to handle the dough, 
kneading well Cover and let 
rise until double Make into 
loaves 
and 
let 
rise 
until 
doubled Bake .50 minutes at 
,350 degrees 


S P I C Y 
A P P L E S A U C E 
BREAD 
Shirley Tomlinson 
1009 South Massachusetts 
2 
cups flour 
1 
teaspoon soda 
4 t e a s p o o n 
b a k i n g 
powder 
4 teaspoon cinnamon 
4 teaspoon salt 
V4 teaspoon nutmeg 
4 teaspoon all spice 
1 4 cup applesauce 
I 
cup sugar 
4 cup oil 


NoVSet 
Ld)k 


2 eggs 
3 
tablespoons milk 
4 cup pecans 


Blend dry ingredients with 
moist ingredients. Pour in 
greased 
and 
floured 
loaf 
pan Top with 4 cup brown 
sugar 4 teaspoon cinnamon 
and '4 cup chopped pecans 
Bake 
one 
h our 
at 
350 
degrees 


CROISSANT ROLLS 
Vicki Lake 
2424 Greenwood 
These take at least five 
hours total making time but 
are very delicious 
1 
cup m argarine, cut 
in chunks 


IV4 cups milk 
4 
teaspoons sugar 
1 
teaspoon salt 
3 
to 4 cups flour 
4 cups cornstarch 
4 cu p 
w a r m 
w a t e r , 
105-115 degrees 
1 
package yeast 


V4 cup peanut oil 
1 
egg beaten 
1 
teaspoon water 
Place m argarine in a large 
bowl of ice water Squeeze 
butter 
through 
fingers 20 
times, remov e or w ipe off ex­ 
cess water Divide into 3 por 
tions Wrap in plastic wrap 
and chill 
while preparing 
dough. Scald milk, add sugar 
and salt: cool to lukewarm 
Combine 
flour 
and 
corn­ 
starch, set aside, .Measure 
warm 
water 
in 
a 
bowl 
S p r i n k l e 
in 
y e a s t 
a n d 
stir 
until 
dissolved 
Add 
lukewarm milk, peanut oil 
and enough flour for a soft 
dough Turn out on a floured 
board, knead lightly until 
slightly 
elastic 
and about 
five 
minutes 
Place in 
a 
greased 
bowl, 
turning 
to 
grease top 
Cover, let rise 
until 
d o u b l e , 
a b o u t 
45 
minutes Punch dough down 
on the floured board Roll in­ 
to a 16 x 12 inch rectangle 
with the long side toward 


you Dot center 4 with one 
portion of margarine Cover 
with right 4 of dough Fold 
left section under margarine 
center Seal the edges; wrap 
in plastic Chill 30 minutes 
Place 
chilled 
dough 
with 
margarine layer near the top 
with long side toward you 
Repeat the proceedure of 
r o l l i n g , 
d o t t i n g 
wi t h 
margarine, folding, chilling 
Chill for 30 minutes Repeat 
to use the third portion of 
mar garine Chill again for 30 
minutes Cut chilled dough in 
half on 
a 
lightly 
floured 
board 
Roll 
and 
streatch 
each half into a 16 inch cir 
cle 
Cut each into 12 pie 
shaped wedges. Roll up each 
wedge beginning at the wide 
end Place on greased bak 
i n g 
d i s h 
wi t h 
p o i n t s 
underneath 
Curve to form 
cresents Cover and let rise 
in a warm place until double 
in bulk about one hour, ('om 
bine egg and w a t e r . brush on 
rolls 
Bake at 425 degrees 
about 15 minutes These rolls 
can be trozen in foil wrap for 
up to three months 


YEAST ROLLS 
Harristine Draffen 
Sedalia 
V4 cup wa rm water 
1 
package dry yeast 
4 cup shortening 
V4 cup sugar 
1 
cup 
milk 
(or 
1 
cup 
water and 4 cup dry 
milk, warm) 
1 
teaspoon salt 
1 
egg 
3 4 to 4 cups flour 
Dissolve yeast in 4 cup 
w ater 1 put in a little pinch of 
s u g a r I 
Mix 
sh orte ning. 


B . J. DESIGN SHOP 


HOMt OF THE AVA GABOR WIG 


THE VERY f i n e s t in FASH IO N S 


5 0 6 s o u t h O H IO 
S E D A L IA , M IS S O U R I 6 5 3 0 1 


NO 
^ MATTER... 


If You 
Fix 'em, 
or 
If You Get 
'em Fixed 


M A C — Tools-The C h o ice of B e t te r M e c h a n ic s 


S O R E N S O N - P o i n t s . C o n d e n s e r s & S w itc h e s 


M O O G — Fron t-end p a rts 


B O W E S S E A L F A S T - O i l . A ir & G a s 
Filters-The F a m o u s 5 00 C o r C a re 


P ro d u cts 


H I - J A C K E R - T h e A ir Shock 


S T R I D E R & R E D R Y D E R — S h o c k s 
A C — S p a r k P lu g s 


C H A M P I O N - S p a r k P lu g s 


A U T O L I T E - S p a r k P lu g s 


W O R L D P A R T S — For F o re ig n C a rs 


M A R E M O N T — E x h a u st S y ste m s, The 


C o m p le t e Line 
from . . . 
W here the Pros G o! 
PALMER TOOL & SUPPLY 
I h n u f (h v iietl 
( f p e r n lf t l 
1811 S. Limit 
826-0841 


sugar, salt, eggs and warm 
milk; add yeast mixture and 
stir well Add flour, one cup 
at a time; beat after each a d ­ 
dition until a thick dough 
Use remaining or additional 
flour on board and knead til 
smooth and elastic. Lightly 
grease a bowl, place dough 
in bowl and lightly grease on 
top Cover and let rise in a 
warm 
place 
until 
double 
.Make into desired breads 
and let rise till double again 
Bake in a 375 degree oven for 
20 to 25 minutes until golden 
brown Let rest five minutes 
with the door open 
F o r 
v a r i a t i o n s 
divide 
dough in half for coffee cake 
and 
cinnamon 
rolls 
.Mix 
sugar and cinnamon 
Roll 
dough and spread with hut 
ter. sprinkle with sugar and 
cinnamon 
Roll up and cut 
For coffee cake mix 4 cup 
flour, 4 cup sugar and 4 
cup butter icinamon is op 
lional I and spread on dough 


BANANA BREAD 
Mrs Louis Hoffman 
1120 South .Marshall 
4 cup butter 
3 
m as h ed 
(over 
ripe) 
bananas 
1 
cup sugar 
2 
eggs 
3 
tablespoons sour milk 
I 
dash of salt 
1 
teaspoon 
b a n a n a 
or 
lemon extract 
4 cup nuts 
2 
cups flour 
1 
teaspoon soda in flour 
Cream butler and sugar, 
then add eggs and mix well 
Add remaining ingredients, 
mixing 
after 
each 
Bake 
slow ly for one hour 


DINE OUT 
OFTEN 


G ra cio u s surroundings, finest service and 
m ost delectable food...a w in n in g co m b i­ 
nation well w orth trying, soon! 


You'll Enjoy Our 
SU NDAY 
FAMILY BUFFET 
Served 11 A M . lo 3 P.M. 


• BA RO N OF BEEF 
• STA N D IN G H A M 
• FRIED CHICKEN 
• LARGE SALA D BAR 
R'SiH 


The Sign 
of 
Good Food 


HO M EM ADE NOODLES 
Mrs Car! Spaulding 
Smithton 
2 eggs 
2 tablespoons 
melted 
margarine 
Salt to taste 
Flour 
M ix 
to g e th e r 
eg g s, 
margarine and salt 
Add 
flour til the dough is stiff and 
dry Knead until smooth on a 
floured board. Roll paper- 
thin and cut May be cooked 
immediately. 
These 
take 
longer to get tender than 
store noodles. 


P IN E A P P L E RO LLS 
(’harley Sands 
Clinton 
1 


1 


1 


tube 
r e fr ig e r a t e d 
biscuits 
heaping tablespoon but­ 
ter 
brown sugar 
sm all 
can 
crushed 
pineapple, drained 
chopped pecans 
In a round baking pan. 
melt butter Sprinkle sugar 
to cover the surface, then 
sprinkle on the nuts and 
spread 
pineapple 
evenly 
over this Place biscuits on 
top to cover surface Bake at 
450-degrees 
about 
40 
minutes Remove from oven 
and turn over on large plate 
immediately 


P A R K E R HOUSE RO LLS 
Emily Alexander 
Albuquerque. N.M 
I 
package yeast 
V4 cup lukewarm water 
V4 cup sugar 
'/4 cup butter or oleo 
1 
teaspoon salt 
1 
cup scalded milk 
1 
egg,beaten 
About four cups flour 
Soften yeast in the water 
Add 4 teaspoon sugar Let set 
until foamy Add rest of sugar, 
butter, and salt to hot milk 
Stir until sugar is dissolved 
Cool, than add egg 
Stir in 
softened yeast Stir flour into 
liquid ingredients until well 


mixed Turn dough out onto 
floured 
board 
and 
knead 
quickly until it is smooth and 
elastic. Form dough into u 
smooth ball Put in a greasea 
bowl to let rise until double 
Roll the dough on board until 
4 inch thick and cut with a 2 
inch 
round 
cookie 
cutter 
Brush 
with 
melted 
butter, 
crease through the center and 
fold over, press down Place 
'.rolls on a greased cookie sheet 
inch apart and let rise till 
couble 
Bake at 425 degrees 
about 15 to 20 minutes or until 
light brown 
For cinnamon 
rolls, use 2 packages of yeast 
and 4 cup sugar 


QUICK HOT RO LLS 
Letha Cox 
1002 East Fifth 
1^ package dry yeast 
2 cups warm water 
2 tablespoons shortening 
2 tablespoons sugar 
1 
teaspoons salt 
1 
egg(optional) 
3 cups flour (you may 
need more) 
Disolve 
yeast in worm 
water 
Add 
shortening, 
sugar, salt and egg 
.Mix 
well Add flour a little at a 
time Let rise Work dough 
and make rolls 
Let rise, 
then bake 


C tJLE SLAW D RESSIN G 
Shirley Tomlinson 
lo()9 South Massac husetts 
3 tablespoons sugar 
3 tablespoons vinegar 
2 tablespoons salad oil 
V4 teaspoon salt 
Vii teaspoon celery seed 
Mix dressing well Let set 
for an hour or more before 
adding to slaw. 


FR EN C H D RESSIN G 
Linda Henderson 
Smithton 
D4 cup vegetable oil 
1 
can tomato soup 
4 cup vinegar 
3 tablespoons sugar 
1 
tablespoon Worcester­ 
shire sauce 
1 
tablespoon dry mustard 
1 
teaspoon salt 
1 
teaspoon pepper 
1 
teaspoon paprika 


1 
small chopped onion 
1 
clove garlic, chopped 
Combine all ingredients in 
given order m bottle and 
refrigerate. 
Shake 
well 
before using 


C H E E S E B A LL FOR 
CHRISTM AS 
Emily Alexander 
Albuquerque. N M 


8 ounces cream cheese 
4 ounces blue cheese 
V4 cup oleo 
% cups 
ripe 
chopped 
olives 
1 
tablespoon chives 
Mix altogether and mold 
with 
hands 
into 
desired 
shape 


COCOA S Y R U P 
Mrs Louis Hoffmann 
1120 South Marshall 
To one cup of cocoa add 
two cups cold water and 


PU M PK IN BR EA D 
Mrs Bruce ITmer 
1007 Arlington 
% cup hot water 
cup molasses 
2 cups granulated sugar 
1 
teaspoon each of soda 
and cinnamon 
2 teaspoon salt 
% cup seedless raisins 
2 cups mashed pumpkin 
4 eggs, slightly beaten 
4 teaspoon each of cloves 
and baking powder 
1 
cup chopped walnuts 
% cup shortening 
34 cups all purpose flour 
Grease two loaf pans. Add 
hot water to raisins and set 
aside 
Beat 
shortening, 
sugar 
and 
molasses 
at 


medium speed Beat in eggs 
and pumpkin at low speed 
.Sift together dry ingredients 
and loss nuts in flour-spice 
mixture Gradually beat into 
creamed mixture 
Stir in 
r a i s e n s 
P o u r 
bat - 
ter into prepared pans and 
q u arter 
hours 
at 
350- 
degrees 
Let stand a few 
minutes in pans and turn out 
on rack to cool completely 


MAMA’S D U M PLIN G S 
.Mrs G R Pace 
702 North Stew art 
2 cups flour 
3 tablespoons 
lard 
or 
shortening 
A4 cups milk (sweet) 
1;^ t e a s p o o n 
b a k i n g ) 
powder 
(no more) 
4 teaspoon salt 
like bread dough You may 
need more milk 
Roll out 
about 4 inch thick Cut into 
squares 
Add 
to 
boiling 
oroth 
Don t let dumplings 
touch each other as you add 
them to the broth Let sim­ 
mer until done, about 4- 
hour 


Physicians & Siirjüieons 
Optical Service, Ltd. 


I’R K S C R l l ’TIO.N OI’TIC'l.V.NS FO R KYF, F H Y S R i . W S 
O l'T K Al. C IIFC K LIST 


Fancv Cases 
.Athletic (iards 


Optical Screw Onvers 


Magnifiers 


Clip-On Sunglasses 


('ontact Lens Solution 


I.ens ('leaner 


.\ose Pad and Temple Covers 


Classes Chains 


C'ontact Lens C'ases 


We have all the above and manv more optical accessories as 
well as a complete line of all types of frames and all types 
of contact lenses Whatever your needs, we will do our best to 
please vou with the finest quality eyewear available 


PRESCRIPTION OPTICIANS FOR EYE PHYSICIANS 


Mrs. Norma Böttcher, Mgr. 


Sedalia Medical Center 
17th and Ingram 
Telephone 826-4729 


Hours: 9 to 5 Weekdays-9 to 1 Saturdays 
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(lissnlvc over siow heat, stir 
ring 
c 0 n s t a n t i y . 
When 
almost boiling add 4 teas­ 
poon salt and three cups 
sugar 
Stir until dissolved 
and 
allow 
to 
boil 
three 
minutes 
more 
Add 
one 
t a b l e s p o o n 
v a n i l l a 
Refrigerate 


G O O D C H EESE SPR EA D 
FOR SANDW ICHES 
Emily Alexander 
Albuquerque, .N .M 
1 
pound Velveta cheese 
1 
small can mild chopped 
chili's 
2 to 4 tablespoons milk 
Chop cheese into double 
boiler over over hot water, 
but do not let water boil Add 
two to four tablespoons of 
milk and stir until the cheese 
IS almost melted 
Remove 
from heat and stir in the 
chilis Pul into a bow l or con 
tamer 
with 
lid 
and 
col 
D elicio u s 
on 
c r ac ker s 
or bread with a slice of stuf­ 
fed olive 
for 
garnish 
If 
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ile^’ired to have a hotter 
flavor, add two small cans of 
chills 
This will keep in 
definitely in refrigerator 


B A R B E Q U E S A U C E 
Mrs Harold Schanz 
.1410 South Park 
12 ounce bottle ketchup 
4 cup vinegar 
4 cup water 
1 
cup vegetable oil 
4 cup melted butter 
4 cup 
worchestershire 
sauce 
4 
cup sugar 
juice of 1 large lemon 
4 
teaspoons liquid smoke 
3 or 
4 
garlic 
cloves, 
minced 
2 bay leaves 
4 teaspoon dry mustard 
4 teaspoon red pepper 
enough Tabasco sauce 
to tickle your tongue 
Put all ingredients in a 
large pot ana bring to boil 
Boil gently for 15 minutes 
(’an be stored in a cool plate 
Good 
for 
pork, 
beef 
or 
chicken 


When you 
get tired of 
re-cooking 
that old 
Turkey, 
W hy Not J 
try 
• • • 


Ktntufkii Tried C^\eVt% 


. . . it's a cook-saver 
and DELICIOUS!! 


E q \ if here or 


take if with you. 


• SNACK BOX 
«REGULAR BOX 


2 pieces chicken, 
3 pieces chicken, 
potatoes, g ra v y 
potatoes, gravy, 
a n d roll. 
s la w a n d roll. 
4 FAMILY BUCKET 
• THRIFT BOX 
«BARREL 


\ 
* 
' 
v:'- 


9 pieces 
chicken 


• Bean Salad 


• Potato 


Salad 


• Slaw 


• Baked 
Beans 


21 pieces 
chicken. 


1513 s. Limit 
Sedalia, Mo. 
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Planning meals and making lists will savebudget 


_ 
^ 
a 
vegetable 
because of the 
Ridge and is forming a group 
vegetable 
because of the 
way it is prepared.“ She sug­ 
gested trying to find new 
ways to prepare vegetables 
and new vegetables to try on 
your family. 
The 
nutrition 
education 
assistant works with groups 
as well as individuals in try­ 
ing to leach about food Mrs. 
Draffen is presently working 
with one group in Green 


Ridge and is forming a group 
in 
Sedalia. 
These 
groups 
meet in someone’s home and 
they learn to prepare dif­ 
ferent foods. 
Mrs Draffen says that she 
asks each member to list the 
kinds of foods that they 
would like to prepare and 


(See Planuing. page 170» 


MAGIC CHEE 


»■ -V 
IS 


S 
P 
a 
R 
k 
U 
N 
G 
n 
e 
w 
witli 


and 


f iln M ia 4 d 


'i 
^ 


'^JTm a o i c c m e t 


The new Magic Chef sparkles with new­ 
ness to outshine any other gas range avail­ 
able. New styles and new features bring 
you the one gas range that makes cooking 
easier and better than ever. . .Magic Chef. 


SEE THESE MAGIC CHEF FEATURES 


Cutting costs 


Horristine Draffen, a nutrition education assistant for the University of Missouri 
Extension Center, teaches people how to shop to get the best value for their 
dollar Top she points out that a turkey roast may be a better buy for a very small 
family than a large turkey. Below, she points out a good buy in fresh green 


beans. 
S E R V E 


Want to know how to save 
money on your food bilC Ask 
a Nutrition Education Assis­ 
tant from the University of 
Missouri Extension Center 
Mrs 
Elm er 
Draffen. 
209 
East Jackson, is one of three 
assistants m this area The 
other two are Myrtle Griggs 
and Madeline McMullin 
The main job of these 
women according to Mrs 
D raffen . 
is 
to 
“ leach 
families to have a be»ter 
diet “ 


Mrs Draffen emphasized 
that by planning meals and 
making a grocery list you 
will save money She cited 
the example of one lady who 
had been spending $60 one 
w eek and $30 the next for her 
groceries. When she planned 
a menu for two weeks at a 
time and shopped from her 
list, she spent $60 for the two 
week period 
Emphasizing that “ money 
is no excuse for a poor diet." 
Mrs 
Draffen 
savs 
that 


Americans 
eat 
too 
much 
meat and not enough fruit 
and vegetables. The recom­ 
mended portion of meat for a 
day is two 4-ounce portions. 
Mrs. Draffen said that the 
average American eats 16 to 
20 ounces a day 
In contrast, most people 
eat only one or two servings 
of 
fruits 
and 
vegetables 
when 
the 
recommended 
amount 
is 
four 
servings. 
Mrs 
Draffen said. “ Many 
times people don't like a 


Color Coded Control 
Knobs 


High Performance Life­ 
time Burners 


Life-up and Removable 
Cook Top 


Lo-Temp Oven 
Control 


Chrome Plated, Non-tilt 
Oven Racks 


Sizes 30-36" 


Slant-Front Controls 


Removable Oven Door 
and Door Seols 


Clock with 1 -Hour Timer 


Oven Window and Light 


Appliance Outlet 


Fluorescent Bockguard 
Light 


Colors: Avocodo, White & 
Harvest Gold 


BIXLERAGAS 


Otterville, Mo. Phene 366-4311 


Meats and main dishes 
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BARBECUED B E E F 
Margie Neville 
200 East Tower 


1 
bottle hot ketchup 
1 
sm all can (4 ounces) 
taco sauce 


1 
h e a p i n g 
ta b l e s p o o n 
brown sugar 


1 
tablespoon vinegar 


1 
onion, chopped 


2 
cloves garlic 
Pinches of o reg an o ,d ry 
m u s t a r d 
a n d 
b la c k 
pepper 
2 t a b l e s p o o n s 
W o r - 
chestershire sauce 


Mix 
all 
in g r e d i e n t s 
together Pour m ixture over 
three or four pounds of stew ­ 
ing m eat in a baking pan. 
Cover w ith foil and bake four 
or five hours at 300 degrees 
Serve on ham b u rg er buns 


ST U F FE D P E P P E R S 57 
.Mrs Maxine Hester 
929 North Osage 
4 
medium-size green pep­ 
pers 


1 
pound ground beef 


1 
medium onion, chopped 
b cup cooked rice 
V4 cup Heinz 57 sauce 
V4 cup tom ato ketchup 


Slice stem ends from pep­ 


p e rs ; 
scoop 
out 
seed s 
Blanch 
in 
boiling 
salted 
water five minutes; drain 
well. Combine ground beef 
and rem aining ingredients. 
Stuff peppers 
Arrange in 
greased baking dish 
Top 
with extra steak sauce if 
desired Bake in 350 degree 
oven 45 to 50 minutes or until 
meat is cooked 


CHOW MEIN 
Emily Alexander 
Albuquerque. New .Mexico 
Fry lean chunks of pork 
loin 
Sim m er pork, celery 
chunks, bell pepper pieces 
and chopped onion Add one 
can of bean sprouts, salt, 
pepper and soy sauce Serve 
over cooked n e e or chow 
mein noodles 


BARBECUED SPA R E RIBS 
Mrs Raylene Purnell 
109 South Ohio 
3 
to 4 pounds ribs, cut in 
pieces 


1 
lemon 
I 
large onion, sliced thin 


1 
cup ketchup 


•6 cup 
W o rch e sters h ire 
sauce 


1 
teaspoon chili powder 


1 
teaspoon salt 


2 
dashes Tabasco sauce 


2 cups w ater 


Place ribs in a shallow 
roasting pan. m eaty side up 
On each piece, place a slice 
of unpeeled lemon and a thin 
slice of onion 
Roast at 450 
degrees for 30 minutes. Com­ 
bine rem aining ingredients, 
bring to a boil and pour over 
ribs Continue baking at 350 
degrees until tender, about 
45 minutes to one hour. Baste 
ribs w ith the sauce every 15 
minutes. If sauce gets too 
thick, add water 


HOMEMADE SUM M ER 
SAUSAGE 
Mrs Louis Hoffman 


1 1 2 0 South Marshall 
4 
pounds ground beef 
V4 teaspoon onion powder 
V4 teaspoon garlic powder 


1 
t a b l e s p o o n 
l i q u i d 
smoke 
4 
t a b l e s p o o n s 
M o rto n 
tender quick salt 
( N O T E 
Us e 
M o r t o n 


tender quick or some other 
salt used to preserve meat, 
ordinary salt w ill not work ) 
Mix 
above 
ingredients 
w ell Shape into three or four 
rolls Wrap in alum inum foil 
cind refrigerate for 24 hours 


Place foil-wrapped rolls in a 
saucepan and cover w ith two 
cups water, cook at a slow 
boil for one hour. Remove 
from pan; open the foil to 
drain 
and 
cool 
Wrap 
in 
clean foil and refrigerate 
This recipe freezes well 
It 
has a flavor sim ilar to the 
s u m m er 
sausage 
in 
the 
stores — only better and 
cheaper according to Mrs 
Hoffman 
MEATLOAF 
Mrs Charles Rush 
1701 East Sixth 


2 
well-beaten eggs 
4 
slices bread 


1 
cup w arm milk 


2 
pounds ground beef 
V4 cup diced onion 
V4 cup diced celery 


2 
teaspoons salt 
V4 teaspoon pepper 
V4 teaspoon sage 
V4 teaspoon dry m ustard 
V4 t e a s p o o n 
p o u l t r y 
seasoning 


1 
tea sp o o n 
W o rc e s te r­ 
shire sauce 


1 
can (18 ounces) tom ato 
sauce 
.Mix eggs, bread and milk 
together Add rem aining in­ 
gredients Bake lU- hours at 
350 degrees 


COATING FOR FISH, 
CHICKEN 
.Mrs Maxine Hester 
929 North Osage 
For an excellent coating for 1 
fish, chicken, pork chops and 
other fried 
meats, lightly 
moisten m eat with w ater or 
milk Roll on all sides in p a n ­ 
cake mix or place pancake 
mix m a bag. add one or two 
pieces and shake until evvn- 
1\ coated Place in a frying 
pan with a small amount of 
hot shortening, brow n evenly 
a n d 
s e a s o n 
to 
t a s t e 
R efrieeratp Ipfinvprs 


MARINATED CHICKEN 
.Mrs Bruce Ulmer 
1007 South Arlington 


1 
chicken, cut into se rv ­ 
ing size pieces or 
6 
chicken breasts 
I 
cup onion slices 


1 
cup green and red pep­ 
per 


1 
cup celery, diced 
cup uncooked rice 
chicken broth to cover 


Place chicken in a 13 x 7 
inch baking dish; 
salt to 
taste Spread the next four 
ingredients over chicken and 
pour chicken broth over all 
Plan this far enough in ad ­ 
vance 
so 
that 
you 
may 
refrigerate for several hours 


c o v e r e d 
w i t h 
f o i l 
to 
m arinate Bake covered in a 
m oderate oven for one hour 
or until tender Remove foil 


and continue baking for 2 0 or 
25 minutes Serves 6 


BAKED HAMBURGER 
STEAK 
.Marguerite Werner 
Versailles. .Mo 


1 ^ 4 pounds ham burger 


2 
slices of bread 


1 
egg 
V4 cup ketchup 


1 
tea sp o o n 
W o rc e s te r­ 
shire sauce 
teaspoon salt 


C om bine 
above 
in g r e ­ 
dients and 
form 
into six 
steaks; put m baking dish 
.Mix together one cup w ater 
and 
'4 cup ketchup 
Pour 
over steaks Cover and bake 
for 
45 
m i n u t e s 
at 
375 
degrees 


ARCO <> 


Truflame LP Gas 
IS A TRUSTY FUiL 


In 
o n y 
k in d 
of 
w e a th e r 
trust A R C O g a s to k e e p on 
w o rk in g H a n d y to store, too* 
IIASI-RINT-BUT 
500 or 1000 
GALLON TANKS 


I 
n h n u t t m r 
METER PLAN 


« 7 0114________________ lU W 7b4 


WHY NOT??? 
You Can Swing it with a Low Cost Union Savings 
HOME IMPROVEMENT 
LOAN 


If you wont to build o new kitchen, odd o both, o 
recreation room, garage or remodel other areas 
of your home, you can do it with the help of an 
FHA TITLE I 
HOME IMPROVEMENT LOAN 


Your good credit con qualify you immediately. 
No mortgage or lien is required and terms con be 
arranged ot o most reasonable interest rate. 
Come in soon and discuss your needs with our 
loan officer. 


Vour friendly home owned, home operated family bank. 
UNION SAVINGS BANK 


M ain bank: M ain & O hio 
Member FDIC 
Drive-in bank: 14th & 65 Hi w ay 
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Meats and main dishes 


STROGANOFF57 
Mrs Maxine Hester 
929 North Osage 
1 
potmd ground beef 
1 
egg, slightly beaten 
1 
teaspoon salt 
Dash pepper 
2 tablespoon shortening 
1 
can (4 ounces) 
Dttshroom stem s and 
pieces 
Vh cup chopped onion 
2 
tablespoons all-purpose 
flour 
1 
cup w ater 
Vi cup Heinz 57 sauce 
cup sour cream 
Hot buttered noodles 


Lightly combine first four 
ingredients, 
form 
into 
16 
meatballs 
In large skillet, 
partially brow n m eatballs in 
shortening Drain off excess 
fat 
D ra in 
m u s h r o o m s , 
r e s e r v i n g 
l iq u i d 
S t i r 
mushrooms and onion into 
skillet, saute until onion is 
tender 
Stir in flour, then 
reserved mushroom liquid, 
w ater 
and 
steak 
sauce 
Cover, sim m er 23 minutes, 
stirring occasionally Slow ly 
stir in sour cream Heat but 
do 
not 
boil 
Serve 
im ­ 
mediately over hot buttered 
noodles 


NOODLES AND W EINERS 
m. 'g u e n te Werner 
Ve sallies 


1 ' cups w ater 
IW **ups tom ato juice 
W c. *) gren winter 
OBKMis. chopped 
5 
weiners, cut in >4 inch 
pieces 
I 
t e a s p o o n 
N a t u r e s 
Seasonings. 


Place above ingredients in 
a sauce pan and bring to a 
boil 
Add three cups dry 
noodles: sim m er 30 minutes 
Add >4 cup Milnot. one table­ 
spoon wine and 4 teaspoon 
butter flavoring 
Stir and 
serve 


B E E F LIVER 
STROGANOFF 
Mrs Carl Spaulding 
Smithton 
4 
slices bacon, diced 
1 
cup onion, sliced 
1 
pound sliced beef liver 
2 
tablespoon flour 
1 
teaspoon paprika 
4 teaspoon salt 
1 
can (4 ounces) sliced 
m ushroom s; 
do not drain 
cup dairy sour cream 


Sa cup w ater 
1 
tablespoon flour 


Fry 
bacon 
in 
a 
heavy 
skillet over low heat until 
crisp, 
rem ove bacon bits 
and dram on paper toweling 
Add onion to drippings and 
cook 
until 
limp, 
but 
not 
brown Remove onions from 
skillet Dredge liver in m ix­ 
ture of flour, paprika and 
salt Brown lightly in bacon 
drippings Sprinkle with any 
rem aining 
flour 
m ixture 
Add m ushrooms, bacon bits 
and onion 
Cover and cook 
slowly until liver is tender, 
about 30 m inutes 
Arrange 
l i v e r 
t o p p e d 
w i t h 
m u s h r o o m s , 
b a co n 
and 
onion 
on 
serving 
platter 
Blend together sour cream , 
w ater and flour: stir into pan 
d r i p p i n g s 
C o o k 
u n t i l 
thickened Spoon over liver 


MEATLOAF SU R PR ISE 
Mrs Tom Bridges 
Otterville 
pound ham burger 
4 cup oatm eal 


Sa 
large green pepper, 
chopped 
I 
slice large onion, chop­ 
ped 


\ teaspoon sage 
4 teaspoon Kitchen Bou­ 
quet 
1 
teaspoon salt 
V4 teaspoon lemon pepper 
W teaspoon parsley flakes 


1 
egg 
4 cup each tom ato sauce 
and ketchup 


2 
or 3 ounces cheddar 
cheese 


Mix together all above in­ 
gredients except cheese Put 
half of m ixture in pan, layer 
cheese on top. cover w ith re­ 
maining m eat m ixture Bake 
for one hour at 350 degrees 
V a r i a t i o n s : 
i n s t e a d 
of 
o a t m e a l , 
u s e 
c h e e s e 
crackers or bread Instead of 
c h e e s e , 
u s e 
m a s h e d 
potatoes 


BARBECUED LAMB 
SPA R ER IB S 
Helen Taylor 
St Louis 
3 
pounds lam b spareribs 
cut in serving pieces 
1 
teaspoon salt 
>4 teaspoon pepper 
1 
garlic clove, chopped 
1 
large onion c h o p p ^ 
2 
tablespoons 
vegetable 
oil 
2 
teasp o o n s 
ro s e m a ry , 
crumbled 
4 cup dark molasses 
1 
cup m int Jelly 
2 
large lemons, juice only 


Cook ribs in boiling salted 
w ater for one hour or until 
m eat is tender Dram ribs, 
remove excess fat Put m eat 
in a shallow pan. pour sauce 
over m eat and m arinate two 
hours, turning often 
Grill 
SIX to eight minutes on both 
s i d e s 
b r u s h i n g 
w i t h 
m arinade Serves 4 


PORK SAUSAGE 
DRESSING RING 
Helen Taylor 
St Louis 
V4 cup crushed corn flakes 
1 
p o u n d 
l e a n 
p o r k 
sausage (bulk) 
1 
t a b l e s p o o n 
m i n c e d 
onions 
A4 cup fine bread crum bs 
2 
tablespoons parsley 


1 
egg,beaten 
parsley to garnish 


Lightly grease a one-quart 
ring 
mold 
Combine corn 
f l a ke s , 
s a u s a g e , 
onion, 
bread crum bs, parsley and 
egg Mix and place in mold 
Bake at 330 degrees for 15 


PARTY EQUIPMENT 


FOR YOUR WEDDING 
OR SPECIAL OCCASION 


Why Buy? 
When You C an Rent! 


All types of Glassware... 
Punch Bowls, Table Linen, 
C andleabras, Compotes, 
Tables, Chairs. 
MAC'S 
U.S. RENTS - IT 


530 East Fifth 
Phone 826-2003 


APRICOT-ORANGE JAM 
Mrs. Louis Hoffmann 
1120 South M arshall 
1 
pound dried apricots 
2 
unpeeled oranges 
2 
cans (1 pound 4 ounces 
each) crushed pineap­ 
ple 
8 
cups sugar 
Soak apricots overnight; 
cook until soft. Put apricots 
a n d 
u n p e e l e d 
o r a n g e s 
through a food grinder. Mix 
all fruits and sugar; cook 20 
to 25 m inutes pour into hot 
sterelized ja rs and seal at 
once 


minutes Remove from oven 
and 
dram well 
Return to 
oven and bake 15 minutes 
more 
Pour off grease and 
remove from mold Garnish 
w ith parsley 12 servings 


O V E N 
B A R B E C U E D 
CHICKEN 
Mrs Charles Rush 
1701 Fast Sixth 
Cut up one three-pound 
fryer Melt one stick of but 
ter and roll chicken in it 
Place buttered chicken in 
aluminum foil-lined baking 
dish Pour desired amount of 
barbecue sauce on chicken 
Cover with aluminum foil 
and 
bake 
2 4 
hours 
at 
325 degrees Remove foil and 
c o n t i n u e 
b a k i n g 
u n t i l 
browned 


RHUBARB JAM WITH 
P IN E A P P L E AND 
STR A W B ER R Y JELLO 
Emily Alexander 
Albuquerque, New Mexico 
5 
cups cut rh u b a rb ,c u t in 
1-inch pieces 
4 
cups sugar 
1 
can 
(num ber 
1 size) 
crushed pineapple 
1 
r e g u l a r 
s i z e 
b o x 
straw berry jello 
Cook the rhubarb, sugar 
and pineapple until done, 
about 20 minutes. Stir in jello 
and seal in pint jars. 


RASPBERRY-RHUBARB 
JAM 
Emily Alexander 
Albuquerque, New Mexico 
6 cups rhubarb, cut in l- 
inch pieces 
4 
cups sugar 
1 
r e g u l a r 
s i z e 
b o x 
raspberry jello 
Cook rhubarb and sugar 
until done, about 20 minutes. 
Stir in the jello and seal in 
pint jars. 


HONEY BUTTER SPREAD 
Mrs. Louis Hoffmann 
1120 South Marshall 
4 cup butter or oleo 
4 cup powdered sugar 
4 cup honey 
4 to 1 teaspoon cinnamon 
Beat together with electric 
mixer and store in a plastic 
conlaineror glass jar. 


P E A R HONEY 
Emily Alexander 
Albuquerque, New Mexico 
P rep are pears as for can 
ning, then run through the 
food 
chopper 
Add 
4 as 
much sugar as fruit and cook 
until clear, about an hour to 
an hour and a half, stirring 
constantly 
while 
cooking 
Seal while hot, 


ARCO i> 


Truflame LP Gas 
IS A THRIFTY FUEL 
S a v e * y o u 
m o n e y 
b e c o u ie 


you n e ve r w a t le a n y 
J u si 
turn o n o n d off 


tlASi-RENT-IUY 
500 or 1000 
GALLON TANKS 


I »/> u h in il i i i i r 
NIKTIRPLAN 


177 0114 
now Imé 


Cookies and candy 
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CRISS-CROSS COOKIES 
Mrs. Carl Spaulding 
Smithton 
1 cup white sugar 
1 cup brown sugar 
1 cup shortening 
2 eggs, well beaten 
1 teaspoon vanilla 
yt teaspoon salt 
1 teaspoon soda 
1 teaspoon cream 
of 
tarter 
4 scant cups flour 
C r e a m 
s u g a r s and 
shortening well; mix in re­ 
maining ingredients except 
flour Add flour a little at a 
time Roll into small balls 
and criss-cross with a fork 
on a lightly greased cookie 
sheet. Bake at 350 degrees 
until light brown. 


MOCK MINCEMEAT 
Mrs James Gregory 
1803 South Osage 
3 pounds green tomatoes 
3 pounds apples, chopped 
2 pounds raisins 
8 cups brown sugar 
2 tablespoons salt 
1 cup ground suet 
1 CUD vineear 
2 tablesi^ns cinnamon 
2 teaspoons cloves 
1 teaspoon nutmeg 
Chop or grind tomatoes 
and drain 
Measure juice, 
add equal amount of water to 
pulp 
Scald 
mixture 
and 
drain 
Repeat this process 
twice discarding juice and 
adding 
fresh 
water 
The 
Then add apples, raisins, 
sugar, salt, suet Cook until 
clear 
Add 
vinegar 
and 
spices 
Cook 
until 
thick 
Seal 


COCONUT SW IRLS 
Mrs. Carl Spaulding 
Smithton 
Melt two tablespoons but­ 
ter or oleo in a two quart 
saucepan Take from heat 
and add three tablespoons 
water 
and 
one 
teaspoon 
vanilla. Mix two cups sifted 
powdered sugar and one half 
cup dry powdered milk. Add 
to butter mixture one-half 
cup at a time, mixing well 
after each addition. Stir in 
three cups coconut Drop by 
teaspoon onto waxed paper 
Let stand until firm, about 10 
minutes Melt one (6 ounces) 
package of chocolate chips 
over hot water. Swirl about a 
teaspoonful on top of each 
candy, then chill 


COBBLESTONE CANDY 
Mrs. Howard Hickey 
Versailles 
2 packages 
(12 ounces 
each) 
butterscotch 
pieces 
2 tablespoons shortening 
or butter 
3 c u p s 
m i n i a t u r e 
marshmallows 
2 cups chopped walnuts 
Melt butterscotch pieces 
with shortening in a double 
boiler, stirring occasionally. 
Add 
marshmallows 
and 
nuts. 
Marshmallows need 
not melt completely Press 
into a 13 X 9 inch baking dish 
and refrigerate for three 
hours before cutting. 


HANDCRAFTED 
GIFTS 
INGREDIENTS: 


Choice pieces of whiteware, lamps, pedestals, 
plaques, planters or statues. 
Paints of one, tw o or m any colors. 
Brushes of assorted sizes. 
A dash of talent is optional. 


M i x in a friendly free w orkshop and serve 
in holiday w rappings. Serves everyone on 
your gift list. Economical as no baking is re­ 
quired. All ingredients are available at the: 
PUMPKIN PATCH 
I. Mwy. 50 at TT - 826-9001 
O P f N M O N .. TUES., WED. 1 -5, 7-9 


FANTASY FUDGE 
Mrs. Charles Rush 
1701 East Sixth 
3 cups sugar 
V4 cup butter 
% cup(5Mj 
ounce 
can) 
evaporated milk 
package 
(12 ounces) 
chocolate chips 
ja r 
m a r s h ma l l o w 
creme 
cup chopped nuts 
teaspoon vanilla 
Combine sugar, butter and 
milk; bring to a rolling boil, 
stirring constantly Boil five 
minutes over medium heat, 
stirring constantly. Remove 
from heat; stir in chocolate 
chips until melted Add mar­ 
shmallow creme, nuts and 
vanilla, 
beat 
until 
well 
blended. Pour into a greased 
13 X 9 inch pan Cool; cut in 
squares. 


S E R V E 


M ELTING DREAM 
COOKIES 
Carol Ann Haulotte 
Route 1 
‘/i pound butter 
Mj cup powdered sugar 
% cup cornstarch 
pinch salt 
1 cup flour 
1 teaspoon vanilla 
chocolate chips 
Cream butter and sugar. 
Stir in rest of ingredients ex­ 
cept chocolate chips. Drop 
from teaspoon onto lightly 
greased cookie sheet Bake 
at 300 degrees for 15 to 20 
minutes. 
Cookie 
will 
not 
brown. Frost immediately 
by placing three or four 
chocolate chips on top of hot 
cookie If necessary entire 
pan 
of cookies 
may 
be 
replaced in oven for a few 
minutes — but only long 
enough to melt chocolate. 


CHOCOLATE CHIP FUDGE 
Virginia Anderson 
Smithton 
4 cups sugar 
2 cups milk or 1 can 
evaporated milk 
‘A pound 
b u t t e r 
or 
margarine 
package 
(12 ounces) 
chocolate chips 
cup nuts 
jar (8 ounces) marsh­ 
mallow creme 
teaspoon vanilla 


Place first three ingre­ 
dients in a large saucepan 
Cook to the soft ball stage, 
stirring constantly as it scor­ 
ches easily. Add remaining 
ingredients all at once. Don’t 
beat, but stir vigorously until 
it is ready to set. Pour into a 
large buttered loaf pan Cut 
as 
needed. 
Makes 
four 
pounds. 


OATMEAL COOKIES 
.Mrs Tom Bridges 
Otterville 


1 cup shortening or 
cup shortening and 'A 
cup peanut butter 
^4 cup brown sugar 
Y4 cup white sugar 
2 eggs 
1 teaspoon vanilla 
DA cup hour 
■A teaspoon salt 
1 t e a s p o o n 
b a k i n g 
powder 
2 cups uncooked oatmeal 
1 cup chopped pecans 
■A cup coconut, (optional) 


Cream 
shortening 
and 
sugars 
Add 
eggs 
and 
vanilla, beat well Sift flour, 
salt 
and 
baking 
powder 
together and stir into mix­ 
ture Add oatmeal, nuts and 
coconut Form into rolls on 
waxed paper and refrigerate 
overnight Slice 'n inch thick 
and 
bake 
on 
ungreased 
cookie sheet at 350 degrees 
until light!> browned These 
may be left in the reing- 
erator for several days if 
desired 
Do not overbake. 


they should be moist and 
chew V 


CRACKER JACK 
Mrs. Louis Hoffman 
1120 South .Marshall 
1 cup molasses 
1 cup sugar 
1 tablespoon butter 
*A teaspoon salt 
3 quarts popped popcorn 
Combine molasses, sugar, 
salt and butter and boil to 
hard crack stage. Pour over 
popcorn and stir; spread in a 
thin layer. Break up when 
cool. 


ARCO <> 


Truflame LP Gas 
IS A CLEAN FUEL 
It b u rn t cl«an N o to o l or 
dutt. It it q u iet a n d c o m p le te ­ 
ly a u to m atic. N o m o v in g 
partt. 


l E A S i - B U Y - RENT 
500 or 1000 
CAUON TANKS 


I »A n l n m i t m r 
METER PLAN 


.. for CHRISTMAS 
ond ALL YEAR ROUND there's 
dwoys 
ot both stores 


CASH HARDWARES 


I4 *h & S 6S 
)06 W Mam 


Choose from: 
• STAINLESS FLATWEAR 
• CRIK-A-BRAK 
• COOKWARE 
• CHINA 
• GLASSWARE 
• APPLIANCES 
• TABLEWARE 


FREE GIFT CARDS 


Don't forget to 
CHECK 
OUR 
BRIDAL 
BOOK 
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ORIGINAL TOLL HOUSE 
COOKIES 
Harry S Yeager 
2229 West First Street Ter­ 
race 
Sift 
together 2'j 
cups 
flour, 1 teaspoon baking soda 
and 1 teaspoon salt and set 
aside 
Combine 
1 
cup 
softened 
butter. m 
cup 
granulated sugar, cup firm­ 
ly packed brown sugar. 1 
teaspoon vanUla and 
teas­ 
poon 
water. 
Beat 
until 
creamy Beat in 2 eggs Add 
flour mixture and mix well 
Stir in one 12-ounce package 
of Nestle s chocolate or but­ 
terscotch morsels Stir in 4 
cups of Rice Crispies Drop 
from teaspoon on a greased 
cookie sheet and bake at 355 
degrees for 10 to 12 minutes. 
Makes about 4 dozen. 


LEMON BARS 
Mrs Howard Lear 
Sweet Springs 
Combine 
cup butter. 1 
cup 
flour 
and 
' t 
cup 
powdered sugar, Fut into a 
9-inch square pan. Bake at 
3.50 degrees for 15 minutes. 
Mix 2 beaten eggs. 1 cup 
sugar. 2 tablespoons flour. 
teaspoon baking powder, two 
tablespoons lemon juice and 
grated lemon rind 
Pour 
over baked crust Bake at 
350 degrees for 25 minutes. 
Let coot completely Frost 
with '1 cup powdered sugar. 
1 tablespoon butter and the 
juice of one lemon. 


POTATO CHIP COOKIES 
Mrs W P Baker 
Springfield, Mo, 
1 cup margarine 
1 cup white sugar 
1 cup brown sugar 
2 eggs 
1 teaspoonful vanilla 
2 cups flour 
4 teaspoon salt 
1 teaspoon soda 
2 cups crushed 
potato 
chips 
1 cup chopped nuts 
(optional) 
C^ream 
margarine and 
% sugars. Beat in eggs and 
vanilla 
Stir in dry ingre­ 
dients sifted together. .Mix in 
potato chips and nuts. Drop 
on greased baking sheet 
Bake 10 to 12 minutes at 325 
degrees. The cookies will 
flatten out in baking, so 
allow for slight spreading 
For crisp cookie, flatten 
slightly with a fork 
They 
will keep beautifully for 
weeks in a tightly sealed jar 
or tin box 


PUMPKIN BARS 
Shirley Tomlinson 
1009 South .Massachusetts 
1 cup oil 
1 cup sugar 
1 cup pumpkin (fresh or 
canned) 
1 egg 
2 cups flour 
1 teaspoon soda 
1 cup raisins 
1 cup chopped nuts 
1 teaspoon cinnamon 
pinch of salt 
‘ 1 cup dates, cut up 
.Mix together all ingre­ 
dients. Bake 12 to 15 minutes 
at 375 degrees on a cookie 
sheet. 


APPLE DANISH BARS 
.Mrs 1 J Rhoads 
Smithton 
2'/^ cups flour 
1 teaspoon salt 
1 cup shortening 
1 egg yolk and enough 
milk to make % cup 
1 cup crushed corn flakes 
4 large peeled tart ap­ 
ples, sliced 
1 cup sugar 
cinnamon 
butter 
1 egg white 
Icing; 
1 cup powdered sugar 
1 tablespoon milk 
1 teaspoon vanilla 
Beat egg yolk in cup, add 
milk to make - 3 cup Mix 
with flour, salt and shorten­ 
ing like pastry Divide in half 
and roll thin, place in a jelly 
roll pan Sprinkle on the corn 
flakes. Slice on the apples 
sprinkle with sugar and cin­ 
namon and dot with butter 
Holt out remaining dough, 
spread on top and seat 
edge>. do not slit top Beat 
egg white and brush on top 
Bake one hour 
at 
375 
degrees Remove from oven 
and drizle with icing Fool 
and cut into bars 


CAKE-LIKE COOKIES 
Mrs. Maxine Hester 
929 North Osage 
1 cup white sugar 
^4 cup shortening 
2 teaspoons vanilla 
2 eggs 
2 teaspoons baking 
powder 
1/2 teaspoon salt 
1 cup sour milk 
1 teaspoon baking soda 
3 V4 cups flour 
Blend sugar, shortening, 
vanilla, eggs and salt. Beat 
well. Add sour milk. Sift 
flour with baking soda and 
baking powder and add to 
baiter Mix well. Drop by full 
teaspoon on greased cookie 
sheet. Bake at 350 degrees 
for 10 to 12 minutes. 


RAW APPLE COOKIES 
Mabel C, Walker 
Nelson 
1 cup shortening 
1 cup white sugar 
1 cup brown sugar 
4 eggs, well beaten 
2 cups chopped raw ap­ 
ples 
3'/2 cups flour 
1 teaspoon cinnamon 
1 teaspoon soda 
teaspoon salt 


BETSY ROSS COOKIES 
Mrs. W. P. Baker 
Springfield, Mo. 
1 cup oleo 
1 cup white sugar 
Mi cup brown sugar 
2 eggs 
1 teaspoon vanilla 
2>4 cups flour 
1 teaspoon salt 
1 teaspoon soda 
1 cup chopped prunes 
(cooked) 
1 package 
(6 ounces) 
chocolate chips 
Cream butter, sugars, egg 
and vanilla. Add flour, salt 
and soda Blend in prunes 
and chocolate chips. Drop by 
spoonful on greased cookie 
sheet and 
bake at 375 
degrees for 15 minutes. 
MAPLE CREAM CANDY 
Charley Sands 
Clinton 
2 cups maple sugar 
4 cup thick cream 
1 cup whole butternut 
meats 
Boil sugar 
and cream 
slowly until it threads. Add 
butternuts and beat until 
creamy. Pour into a buttered 
cake pan and 
cut 
into 
squares, 


CARAMELCORN 
Mrs Emily Alexander 
Albuquerque. New Mexico 


2 cups brown sugar 
. 
2 sticks butter 
4 cup white syrup 
1 scant teaspoon salt 
Boil all together for five 
minutes 
Add '* teaspoon 
soda and stir thoroughly. 
Pour this over five heaping 
quarts of popped popcorn 
corn and mix well Pul in two 
flat cookie sheets or 
large cake pans and put in 
oven at 2.50 degrees for one 
hour Stir occasionally and 
cool Break up and store in 
glass jars 
or tin cans 


1 teaspoon vanilla 
14 cups quick cooking 
oatmeal 
1 cup raisins 
1 cup nuts 
Cream shortening, sugars 
and eggs. Gradually beat in 
flour, cinnamon, soda and 
salt. Add vanilla. Stir in 
oatmeal, raisins nuts and ap­ 
ples. Mix well. Drop by teas­ 
poonfuls on a 
greased 
cookies sheet; bake at 350 
degrees. Makes 5 to 6 dozen. 


WATERGATE COOKIES 
Mrs. George Tagtmeyer 
Higginsville 
1 regular size box white 
cake mix 
1 box instant pistachio 
pudding mix 
4 cup oil 
3 tablespoons 7-up 
2 eggs 
4 cup chopped nuts (op­ 
tional) 
4 cup coconut 


Mix ingredients together 
thoroughly. Drop by rounded 
teaspoonfuls about two in­ 
ches apart on a lightly 
greased baking sheet. Bake 
10 to 12 minutes at 350 
degrees. Makes 4 to 5 dozen. 


SEVEN LAYER COOKIES 
Mrs. Howard Lear 
Sweet Springs 
1 stick of butter, melted 
in a 13x9 inch pan 
1 cup graham cracker 
crumbs 
6 ounces chocolate chips 
6 ounces butterscotch 
chips 
1 cup chopped nuts 
1 cup coconut 
• 
Sprinkle each ingredient in 
layers, one over the other 
Pour one can condensed 
milk over all. Bake at 350 
degrees for 25 minutes, 


PEANUT BUTTER FUDGE 
Joyce Anderson 
Smithton 
2 cups sugar 
4 cup milk 
2 tablespoons peanut but­ 
ter 
Bring to a boil and boil for 
five minutes. Remove from 
stove and stir well. Pour into 
greased pan and refrigerate. 


minutes. Remove from oven 
and cut into squares. This 
makes a soft cookie-cake. 


JACKSON COOKIES 
Mrs. Harold H, Schanz 
3410 South Park 
1 cup butter 
14 cups sugar 
3 eggs 
1/4 cup milk 
4 teaspoon soda 
1 pinch salt 
2 cups flour 
1 teaspoon nutmeg 
1 teaspoon cinnamon 
14 cups r a i s i n s or 
chocolate chips 
4 cup chopped pecans or 
walnuts 
Cream butter and sugar 
Beat eggs and 
add to 
creamed mixture. Stir milk, 
soda and salt into mixture. 
Blend in flour and add re­ 
maining ingredients and mix 
well. 
Spread 
on shallow 
well-greased pans and bake 
at 375 degrees for 10 to 12 


PEANUT BRITTLE 
Emily Alexander 
Albuquerque, New Mexico 
3 cups sugar 
4 cup light corn syrup 
14 cups water 
1 can (13 ounces) salted 
peanuts 
2 tablespoons butter or 
oleo 
4 teaspoon soda 
Lightly butter two large 
cookie sheets. 
Combine 
sugar, corn syrup and water 
in a heavy saucepan. Heat 
over medium heat stirring 
constantly 
until sugar 
dissolves, then cook, without 
stirring, to 270 degrees on a 
candy therm ometer. 
Sprinkle peanuts into syrup 
mixture and add butter or 
oleo, but do not stir in. Con­ 
tinue cooking to 300 degrees 
on thermometer. 
Remove 
from heat. Dissolve soda in 
two teaspoon of water; stir 
into syrup mixture. 
Let 
stand a few minutes until 
foaming stops. Pour onto 
cookie sheets; 
quickly- 
spread as thinly as possible. 
Let stand until cool and firm. 
Break into bite-size pieces. 
Store in a tightly covered 
container Makes 3 pounds. 


1 teaspoon vanilla 
1 package caramels 
chopped pecans 
Work together first three 
ingredients until stiff and 
shape into logs about the size 
of a quarter and five or six 
inches long. 
Put in the 
refrigerator and chill. Melt 
the caramels and with tongs 
drop the chilled logs into the 
melted caramel Roll logs in 
chopped pecans on waxed 
paper. Keep in refrigerator 
until ready to eat, then slice. 


PECAN LOG 
Emily Alexander 
Albuquerque, New Mexico 
1 box powdered sugar 
1 small (7 ounce) jar 
marshmallow creme 


m e r r y CHRISTMAS 
COOKIES 
Cyd Mitchell 
2431 West Third 
1 cup brown sugar 
3 cups plain flour 
1 cup butter 
4 cup sweet milk 
3 eggs, well beaten 
3/4 cup seedless white 
raisins 
6 slices (1 pound) can­ 
died pineapple 
2 cups 
(2 packages) 
dates, chopped 
2 cups candied cherries 
7 cups pecans, chopped 
1 teaspoon soda 
1 teaspoon cinnamon 
Cream sugar and butter; 
add other ingredients. Drop 
from spoon on an ungreased 
cookie sheet. Bake at 250 to 
300 degrees for 20 to 30 
minutes Do not overbake. 
You may cut down on the 
amount of nuts. These may 
be frozen. 


for jpow cMMren. or grandcMUren. lieces or nepkews 
Something To Grow On 


Buy Their 
26th Birthday 
Present Now. 


M F A JU N IO R LIFE PO LICY 
life insurance paid to age 26 
for one premium payment. 


M fA Lif« Inturonc* C o . Cotuwibi«. Me 65101 


MIKE 
SWAIN 


826-0337 
2 7 0 0 W .B d w y . 
C o m b rid g* C«nl«» 
SMmo Of SHun« "“""•"DL’Î'.’ÎÎ’"“’'" 


HIGH TIMES 


Step up to thick crepe 


and polished wood. 
, 
. ^ 
Add soft leather and 
/ 


plenty of fashion. 
/ 
Get set to wing through / 


a swinging fall. 


Use Your M o ste rch o rge or Bonk A aierlcard 
PRIDPY'S SHOE 
208 So. Ohio 
D o w n to w n 


MASHED POTATO CANDY 
Mrs. Robert G. Smith 
Smithton 
This recipe uses a lot of 
powdered sugar, but it really 
absorbs it according to Mrs. 
Smith. 
'/i cup mashed potatoes 
(nothing added) 
2 tablespoons vanilla 


4 pounds or 
more 
powdered sugar 
Combine these three ingre­ 
dients to make a dough, Roll 
out very thin and spread 
peanut butter on thickly. 
Roll up and slice about >2 
inch thick. 


DIVINITY WITH JELLO 
Virginia Anderson 
Smithton 
3 cups sugar 
34 cup white syrup 


34 cup water 
2 egg whites 
1 package gelatin (any 
flavor but lime gelatin 
seems to work best for 
me) 
Cook first three ingre­ 
dients to hard ball stage. 
Beat egg whites and gelatin 
into peaks and add to hard 
ball candy. One-half cup 
coconut or 1 cup nuts may be 
added 
Beat candy 
until 
gloss is gone. Drop quickly 
by teaspoonful on to waxed 
paper. 


WALNUT TURTLES 
Emily Alexander 
Albuquerque, New Mexico 
2 cups walnut halves and 
large pieces 
36 caramels 
3 tablespoons butter or 
margarine 
# 
teaspoon vanilla ex­ 
tract 
% cup semisweet or milk 
chocolate pieces 
14 teaspoons shortening 
Cover cookie sheets with 
waxed paper and arrange 
walnut pieces in 28 to 30 
clusters; space at least one 
inch apart. Place caramels 
in the top of a double boiler 
with butter Set over boiling 
water. Heat until caramels 
are completely melted, stir­ 
ring occasionally. Remove 
from heat, add vanilla and 
stir until butter and vanilla 
are mixed with caramel. 
Drop by teaspoonfuls onto 
center of each 
walnut 
cluster, making sure that 
caramel touches all the 
walnut pieces to hold them 
together. Allow to cool Melt 
chocolate with shortening 
over hot, not boiling water 
Spread over caramel on can­ 
dies and allow to set before 
removing from 
waxed 
paper. Makes 28 to 30 can­ 
dies. 


HOMEMADE COOKIE MIX 
T h i s r e c i p e 
f rom 
Associated 
Press Food 
Editor Cecily Brownstone 
was published in a Sunday 
edition of the Democrat- 
Capital. Some of the ingre­ 
dients were inadvertantly 
left out so we are publishing 
it again for those who may 
want the correct recipe. 


of mix makes about 44 
dozen cookies. (NOTE: But­ 
ter or margarine may be 
substituted for the shorten­ 
ing but in this case the mix 
will have to be refrigerated 
and cannot be mailed.) 


MILLION-DOLLAR 
FUDGE 
Mrs. Mctxine Hester 
929 North Osage 
1 can (134 ounces) 
evaporated milk 
44 cups sugar 


Vegetables and salad 


By CECILY BROWNSTONE 
About 10 years ago when 
my niece and her husband 
were living in Chicago, 1 
mailed their son — then five 
years old — 
a 
bag of 
Homemade Cookie Mix from 
my New York test kitchen so 
he and his mother could stir 
up some cookies. And 1 w rote 
a column about it. giving the 
recipe. 
Because the present was a 
big success, it occurred to 
me that there's a new crop of 
small boys and girls who 
would appreciate such a gift, 
should a new crop of aunts or 
grandmothers enjoy bestow­ 
ing it. We retested the mix 
recipe and found it as good 
as ever. Anyone who sends it 
as a gift should of course 
enclose directions for mak­ 
ing it 
into cookies, 


24 cups flour, stir to 
aerate before measur­ 
ing 
1 teaspoon baking soda 
IV4 teaspoons salt 
1 cup granulated sugar 
1 cup packed dark brown 
sugar 
14 cups solid white 
shortening 
34 cups quick cooking oats 
1 cup raisins 
1 cup s e m i - s w e e t 
chocolate pieces 
Sift together the flour, 
soda and salt; stir in the 
sugars. Cut in the shortening 
until blended. Thoroughly 
stir in the oats. Makes about 
10 cups. 
Measure half of mix, about 
five cups, into a plastic bag; 
add ‘ 2 cup of the raisins and 
• 2 cup of the chocolate 
pieces; close bag tightly. 
Turn the remaining mix, 
raisins and chocolate pieces 
into another bag and close 
tightly. May be stored at 
room temperature 
for 
several weeks. 
To bake cookies, empty 
one bag of cookie mix into a 
bowl; with a wooden spoon, 
make a “ hole" in the center. 
Drop 1 egg, 4 cup milk and 
4 teaspoon vanilla into the 
hole. Mix the liquids well, 
gradually stirring in the dry 
ingredienls. Drop by teas­ 
poonfuls, a few inches apart, 
onto ungreased cookie 
sheets. Bake at 350 degrees 
for 12 to 15 minutes. One bag 


tablespoons butter or 
margarine 
Dash salt 
1 package (12 ounces) 
chocolate chips 
1 bar (12 ounces) sweet 
chocolate, broken into 
pieces 
1 jar (8 ounces) mar­ 
shmallow creme 


24 cups chopped walnuts 
Mix 
evaporated 
milk, 
sugar, butter and salt in a 
saucepan and bring to a boil. 
Stir and boil for 7 minutes. 
Combine all remaining in­ 
gredients in a large bowl, 
mix well. Pour boiling milk 
mixture over all. Beat until 
fudge is creamy. Pour into a 
buttered 9 x 9 inch pan to 
cool. Cut into squares when 
cold. Makes 30 pieces. 


SKILLET COOKIES 
Miss Penny Hester 
929 North Osage 
2 cups sugar 
I4 pound butter or 
margarine 
4 cup milk 
3 cups quick cooking 
oatmeal 
1 teaspoon vanilla 
2 teaspoons cocoa 
Combine sugar, milk and 
butter in a skillet, boil for 
one minute. Remove from 
heat and 
add uncooked 
oatmeal, vanilla and cocoa. 
Stir until thick, spoon out on­ 
to waxed paper to harden. 
Nuts or coconut may be ad­ 
ded with the oatmeal. 


HARVARD BEETS 
Mrs Charles Rush 
1701 East Sixth 
6 medium beets 
4 cup sugar 
14 teaspoon corn starch 
4 cup vinegar 
4 cup water 
Wash beets and cook until 
tender 
Remove the skins 
and cut into small cubes 
Mix sugar, corn starch and 
salt: add vinegar and water 
and let boil five minutes 
Add beets and 
heal 
thoroughly 


ZUCCHINI RELISH 
Mrs Edna Simpson 
Buncelon 


10 cups ground zucchini 
squash 
4 cups ground onions 


2 V4 cups vinegar 
6 cups sugar 
1 tablespoon dry mustard 
2 teaspoons celery seed 
V4 teaspoons black pepper 


1 tablespoon tumeric 
1 tablespoon cornstarch 
1 tablespoon nutmeg 
a few red peppers for 
coloring 
Let zucchini and onions 
stand together overnight, 
rinse, dram and rinse again 
Add remaining ingredients, 
cook slowly 
until clear, 
about 30 minutes. Seal hot 
Makes about six pints 


DELICIOUS FRIED 
EGGPLANT OR ZUCCHINI 
Emily Alexander 
Albuquerque. New Mexico 
Slice small eggplant or 
zucchini in length-wise slices 
mot across the eggplant.) 
Beat one or two eggs in a 
large enough bowl to dip the 
slices Dip them one by one 
in the egg. then in rolled 
cracker crumbs 
Pour 
'4 
inch of oil in an electric 
skillet 
and 
heat 
to 350 
degrees. Fry each side until 
reddish brown, salt each side 
as you cook it Drain on a 
paper towel and eat while 
hot to really enjoy this dish 


Your Home 
for ••• 


Home Appliances, Home Improvements 
Auto & Truck Parts & Accessories 


For Free Estimates on Heating and 
Air Conditioning Systems coll us at 
826-6500. 
M on. - Sat. 9-5, Fri. 9 - 8:30 


Sears 


110 W. 3rd. 
Oow*ntown 
Sedalia 
826-6500 


< himI.i ï ti. I'lH.n. 
S E A R S , R O E H l.i'K AND < <>. 


FILLED COOKIES 
Mrs. Amelia Anderson 
915 South Ohio 
1 cup butter or oleo 
1 cup white sugar 
1 cup brown sugar 
3 eggs, well beaten 
4 cup flour 
1 teaspoon soda 
1 teaspoon vanilla 
pinch salt 
Filling: 
1 cup dates, chopped 
3/4 cup raisins chopped 
4 cup water 
Combine first eight ingre­ 
dients in order given, roll'A 
inch thick. Cook filling ingre­ 
dients for five minutes. Add 
1 cup nuts and spread over 
dough, roll up. Wrap in wax­ 
ed 
paper and 
store 
in 
refrigerator. Slice and bake 
at 350 degrees until brown. 
R V E 


D raperies 


Experts in the field o f hom e d e coratin g for 
seven years. W e o ffe r a com plete selection 
o f fabrics. 
— C O M P U T E "IN -Y O O II-H O M i" SEPVICE 
-C U S T O M M A D E l Y P«0(FE$SI0N ALS 
— DEANIE LO N G . D fCO H A T O « CO N SU LTAN T 


DRAPERIES ARE ALL WE DO — WE DO IT BETTER! 
Coll for on appointment — 826-5664 


Take one closed toe of suede leather then 
place on rope covered wedge heel. Add rope 
bond around toe. Place on V* ' crepe sole. 
Add style and comfort. 


Season with o sprinkling of beautiful 
colors of foil and winter. It's o shoe creation 
fit for someone special...like you. A lovely 
way to welcome the season & the holidays, 
TOWN & COUNTRY SHOES 
FACTORY STORE 
W est H iw a y 50 
OPSN : 9-6 Dolly, 9-9 Friday ________ SedoH o 


1 4 D - T h e Sedalia D em ocrat, Sunday, Nov. 7.1976 


POTATO SOUP 
Mrh Tt)m Hndgt's 
(MtcrvilU' 
8 
m e d i u m 
p o t a t o e s , 
peeled and diced 
4 
large 
carrots, 
peeled 
and diced 
3 
slices bacon 
2 
or 3 tablespoons chop 
ped onion 
'■2 to 1 cup shredded ched- 
, dar cheese 
Milk 
Cook potatoes and carrots 
in a small amount of water 
until very tender 
Drain if 
necessary 
Fry 
bacon and 
onion 
together 
Cru mble 
bacon 
Add bacon, grease, 
onion 
and 
cheese 
to 
hot 
potatoes 
Add enough milk 
so you can just see it in the 
pan Cover and let stand 5 
minutes Stir and serve (iar 
nish with additional cheese if 
desired This i> very thick If 
you w ant it to he thinner, add 
more milk 


GOLDEN HASH 
Mrs Kileen Deuschle 
(’oncordia 
2 
medium sized s u m m e r 
squash 
1 
c u p 
s o d a 
c r a c k e r 
crumbs 
2 eggs beaten 
V4 cup milk 
Salt 
Pepper 
Slice 
squash 
into 
bowl 
Add cracker crumbs, eggs, 
milk and seasonings. 
Stir 
and try in margarine 


MACARONI AND HOTDOG 
SALAD 
Margie Neville 
200 Fast Tower 
10 
hot dogs, cooked and 
sliced 
2 cups macaroni, cooked 
and chilled 
3 
t a b l e s p o o n s 
s w e e t 
pickle relish 
14 teaspoons minced onion 
^ 
4 cup chopped celery (op 
tional) 
3 
t a b l e s p o o n s 
m a y o n ­ 
naise 
4 t e a s p o o n 
p r e p a r e d 
mustard 
Salt and pepper 
Mix all together and chill 
before serving 


A FAVORITE SALAD 
Glady s Kurtz 
Sweet Springs 
1 
p a c k a g e 
(3 
ounces) 
lemon gelatin 
1 
cup boiling water 
1 
cup crushed pineapple 
drained 
1 
t a b l e s p o o n s 
l e m o n 
juice, 
plus 
pineapple 
syrup 
and 
water 
to 
make one cup liquid 
1 
cup 
shredded 
cheese 
(American or cheddar) 
1 
cup whipped cream 


Dissolve gelatin in ooiling 
water .Measure lemon juice, 
pineapple syrup and w ater to 
^ make one cup liquid: add to 
gelatin Chill until partially 
set. 
th en 
add 
c r u s h e d 
pi nea ppl e 
and 
sh r e d d ed 
cheese 
Fold 
in 
whipped 
cream and chill until firm 


QUICK FRUIT SALAD 
Mrs Eileen Deuschle 
(’oncordia 
1 
can peach pie filling 
1 
cup Mandarin oranges, 
drained 
1 
can (134) ounces) 
pinepple chunks, 
drained 


2 
bananas, sliced 
1 
cup miniature m a r s h ­ 
mallows 
Nuts (optional) 
Combine peaches, oranges 
and pineapple Let stand in 
refrigerator overnight Just 
before 
s e r v i n g , 
fold 
in 
bananas, marshmallows and 
nuts 


MUSHROOM CASSEROLE 
Mrs George Tag tm eye r 
Higginsville 
1 
pound mushrooms 
V4 pound crac kers 
1 
cup cream 
1 
teaspoon salt 
Paprika 
Pepper 
Butter 
Crush crackers, add sliced 
mushrooms 
Pour 
melted 
butter over the combination 
and add cream Dot w ith but­ 
ter, sprinkle with paprika 
and bake in a casserole dish 
at 350 degrees for 45 to 60 
minutes 


C R A N B E R R Y - O R A N G E 
RELISH SALAD 
Charley Sands 
Clinton 
1 
p a c k a g e 
(3 
ounces) 
orange 
or 
raspberry 
jello 
1 
cup boiling water 
4 
cup cold water 
1 
jar (14 ounces) 
cranberry-orange 
relish 
4 cup chopped nuts 
Dissolve jello in boiling 
water, add cold water and 
chill until slightly thickened 
Fold 
in 
cranberry-orange 
relish and nuts Pour into a 
3-cup mold and chill until 
firm Serves 4 to 6 


CHRISTMAS SALAD 
Mrs Ray lene Purnell 
Lincoln 
1 
package cherry gelatin 
1 
package lime gelatin 
1 
p a c k a g e 
m i n a t u r e 
♦marshmallows 
1 
p a ck a g e 
(8 
ounces) 
cream cheese 
4 cup mayonnaise 
4 teaspoon salt 
I 
can (9 ounces) crushed 
pineapple 
1 
cup celery, diced 
4 cup nuts, chopped 
1 
cup whipped cr eam 
14 cup hot water 
1 
cup boiling water 
Dissolve cherry gelatin in 
hot water, let cool Dissolve 
lime gelatin in boiling w ater 
Melt marshmallows in lime 
gelatin 
Combine 
cheese, 
m a y o n n a i s e 
a n d 
s a l t 
together, add to lime mix­ 
ture Chill until partially set 
Add pineapple, celery and 
nu ts 
Fold 
in 
w h i p p ed 
cream Chill until set 
Pour 
cherr\ 
gelatin 
over 
lime 
gelatin Chill 


CARROT MOLD 
Helen Taylor 
St Louis 
2 
cups 
cooked 
mashed 
c a r r o t s 
( a b o u t 
2 
pounds) 
1 
cup crack er crumbs 
1 
cup milk 
4 c u p 
g r a t e d 
c h e e s e 
(Cheddar) 
2 
cups 
soft 
butter 
(2 
sticks) 
V4 cup grated onion 
1 
teaspoon salt 
V4 teaspoon pepper 
4 teaspoon cayenne 
3 
eggs 
Combine 
all 
ingredients 
except eggs in a large bowl 
Beat eggs until foamy Fold 
into carrot mixture Pour in­ 
to well greased 14 quart 
ring 
mold 
Bake 
at 
350 
degrees for 40 to 45 minutes 
Garnish with parsley 
You 
may serve fresh or frozen 
peas, cooked and seasoned, 
in the center Makes 8 to 10 
servings 


MILLION DOLLAR SALAD 
Margaret Mitzel Dye 
Pilot Grove 
V4 cup lemon juice 
1 
can Eagle Brand milk 
1 
bowl (44 ounces) cool 
whip 
1 
can 
(number 2 size) 
well 
drained crushed 
pineapple 
1 
cup chopped pecans 
1 
cup coconut 
Green or red food color­ 
ing (if desired) 
Mix juice and milk a little 
at a time Fold in all other in­ 
g r e d i e n t s 
R e f r i g e r a t e 
Makes 5 cups 


MARSHMALLOW SALAD 
Mrs Louis Hoffmann 
1120 South Marshall 
4 
egg yolks 
Juice of one lemon 
I 
teaspoon mustard 
(scant) 
I 
teaspoon salt 
1 
pint 
whipping 
cr eam 
(whipped) 
I 
p o u n d 
c u t 
m a r s h ­ 
mallows 
1 
m e d i u m 
s i z e 
c a n 
crushed pineapple 
A bottle of red cherries, 
sliced, or almonds may 
be added if desired 
In a double boiler boil egg 
yolks, lemon juice, mustard 
and salt till thick Let cool; 
mix in w hipping c ream .Add 
remaining ingredients. This 
is better if made the night 
before or early in the mor n­ 
ing 
Will 
k e e p 
in 
the 
r e f r i g e r a t o r 
for 
se v e ra l 
days 


G L A Z B t ^ N i O N S 
Mrs Carrie Gay 
927 North Osajje 
12 
medium-sized onions 
4 
tablespoons butter or 
marg ar ine 
4 teaspoon salt 
V4 teaspoon ground black 
pepper 
12 teaspoons honey 
P r e h e a t 
o v e n 
to 
450 
degrees Cut onions in half 
crosswise, dot with butter 
and arrange in a shallow 
baking dish, sprinkle with 
salt and pepper Pour 1 teas 
poon honey over each onion 
Bake 
u n c o v e r e d 
for 
45 
minutes, until tender Makes 
5 servings 


CRANBERRY SALAD 
Carol Ann Haulotte 
Route 1 
1 
p a c k a g e 
r a s p b e r r y 
jello 
1 
package lemon jello 
1 
cups hot water 
1 
p a c k a g e 
frozen 
red 
raspberries 
1 
package frozen or jar 
(14 ounces) cranberry- 
orange relish 
Mix 
above 
ingredients 
together Cool but do not set 
Add qne ( 7 ounce) lemon- 
lime 
c a r b o n a t e d 
dr in k 
Refrigerate Serves 12 


ELEGANT SPUDS 
Carol Ann Haulotte 
Route 1 
1 
p a c k a g e 
(8 
ounces) 
cream cheese 
6 
c u p s 
h o t 
m a s h e d 
potatoes 
1 
beaten egg 
4 cu p 
finely 
c h o p p ed 
onions 
V4 cup chopped pimento 
(optional) 
1 
teaspoon salt 
Dash pepper 
4 t e a s p o o n 
b a k i n g 
powder 
Blend cheese into mashed 
potoatoes. using hand mixer 
Mix in remaining ingredi­ 
ents 
Spoon 
into 
greased 
casserole dish. Sprinkle w ith 
paprika and dot with butter 
Bake at 350 degrees about 45 
minutes. Serve hot 


EASY BROCCOLI 
.Mrs George Tagtmeyer 
Higginsville 
1 
package frozen broccoli 
spears 
4 can 
Cheddar 
cheese 
soup 
3 
tablespoons milk 
Cook broccoli as directed 
on the package Dram Heat 
soup and milk; serve over 
broccoli 


CONVENIENT COLESLAW 
Mrs Carl Spaulding 


Smithton 
1 
medium head cabbage, 
shredded 
1 
medium onion, chopped 
1 
medium green pepper, 
chopped 
1 
tablespoon salt 
Combine ingredients in a 
kettle 
Cover with boiling 
water, cover kettle and let 
stand one hour 
Drain in a 
colander and return mixture 
to kettle Pour a mixture of 1 
cup vinegar, 14 cups sugar 
and 
one 
t ea sp oon 
each 
celery 
seed 
and 
mustard 
seed 
over 
cabbage. 
Mix 
well , put in jars and store in 
refrigerator This will keep 
indefinitely 


G R E E N TOMATO 
P R E S ER V ES 
Emily Alexander 
Albuquerque. N M 
Peel tomatoes and remove 
seeds 
To 
one 
pound 
of 
tomatoes use one pound of 
sugar .Mix together and let 
stand overnight 
Drain off 
syrup and boil till it threads, 
add tomatoes and boil for ,30 
m i n u t e s 
F l a v o r 
wi t h 
lemon Seal in hot jars 


S É It V É 


FROZEN SALAD 
Joyce Anderson 
Smithton 
2 " cups sour cream 
2 
tablespoons lemon 


juice 
4 cup sugar 
4 teaspoon salt 
1 
can (8 ounces) crushed 
pineapple, drained well 
1 
banana, diced 
>4 cup chopped pecans 
1 
can (1 
pound) 
pitted 
bing cherries, drained well 
C o m b in e 
so ur 
c r e a m , 
lemon 
juice, 
sugar, 
salt, 
d r a i n e d 
p i n e a p p l e 
a n d 
banana pieces. Lightly fold 
in nuts and cherries. Mold as 
desired, cover with plastic 
wrap and freeze Remove 15 
minutes before serving 


ARCO 0 


Truflame LP Gas 


IS A TRUSTY FUEL 


In 
o n y 
k i n d 
of 
w e a t h e r 


tru s t A R C O g o s to k e e p o n 


w o r k i n g H a n d y to s t o r e t o o ' 


L E A S f-R E N T IU Y 
500 or 1000 
GALLON TANKS 


I 
i i l m ii l n i i r 
AAKTKR PLAN 


Homemade Entertoinmeirt 


W i t h 
Player Pianos 


By 
K im b all 


IKE MARTIN MUSIC CO 


I?; oiu 
ni*t 2i«i 
608 S. O h io 
827-3293 
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G R E E N R IC E 
.Mrs W P Baker 


TUNA SALAD 
Linda Henderson 


Springfield. Mo 


^4 cup onion 
1 
cup uncooked rice 
cup green pepper 


1 
medium can mushrooms 
V4 cup parsley 


2 cups chicken stock 


1 
teaspoon salt 
cup grated cheese 
Cook onions in salad oil un 
til soil but not brown Add re­ 
maining ingredients 
Pour 
into a 1'2 quart baking dish 
Covei w ith a tight lid or foil 
Bake at 35o degrees about 40 
minutes or until rice is done 


Smithton 


1 
ca n 
c h u n k 
tu n a , 
drained 


1 
cup 
diced 
cooked 
potatoes 


4 cup 
chopped 
sweet 
pickles 
4 cup chopped celery 


'4 cup 
chopped 
green 
onions 
cup chopped radishes 


C R A N B E R R Y SALAD 
Mr.s \V P Baker 
Springfield, Mo 
Bring 1 cup water and 2 
tups sugar to a boil and cook 
until svrup\ 
Add 1 pound 
cranbtrries and cook until 
they burst 
Remove from 
fire, let stand, covered, for 


10 minutes 
Remove cover 
and cook five more minutes 
Chill When cranberries are 
cool, 
add 
2 cups marsh 
mallows, 2 diced apples. 3 
sliced bananas, 2 cans Man­ 
darin oranges and 4- cup 
pecans. 
Keep 
cool 
until 
readv to serve 


2 hard boiled eggs, chop­ 
ped 


4 cup 
diced 
cheddar 
cheese 
1 
tablespoon pickle juice 


1 
tablespoon mustard 


'4 teaspoon salt 
Dash pepper 


4 cup mayonnaise 
Mix last four ingredients 
and stir into chopped ingre­ 
dients Serve on crisp green 
lettuce 


STAY C R ISP SLAW 
Mrs W P Baker 
Springfield. Mo 


8 cups shredded cabbage 
(use a sharp knife) 


2 cups shredded carrots 


1 
green 
pepper, 
sliced 
thin 


4 cup chopped onion 


^4 cup cold water 


1 
envelope 
unflavored 
gelatin 
% cup sugar 
% cup vinegar 


2 teaspoons celery seed 


14 teaspoon salt 
V4 teaspoon pepper 
4 cup salad oil 
Mix 
cabbage, 
carrots, 
green 
pepper 
and 
onion 
Sprinkle with 
cup water 
and chill Soften gelatin in 4 
cup 
water 
Mix 
sugar, 
vinegar, celery seed, salt 
and pepper in a saucepan 
Bring to a boil and stir in 
softened gelatin Cook until 
slightly thickened Beat well 
and gradually add the oil 
D r a i n 
w a t e r 
f Po m 
vegetables, pour on dressing 
and mix until all is coated 
Store in the refrigerator 
This IS better if made the 
dav before 


C H ER R Y PUDD ING 
Mrs Joe Ryan 
516 West Third 
"This was my mother's 
favorite dessert to serve on 
Christmas Day and it has 
become a tradition in our 
famil} ■ 
24 cups sugar 


STRA W BERRY-SO UR 
CREAM JE L L O MOLD 
.Mrs Robert (i Smith 
Smithton 
2 packages 
(3 
ounces 
e a c h ) 
s t r a w b e r r y 
gelatin 
2 cups boiling water 
1 
package 
(16 
ounces) 
frozen 
straw berries 
(slightly thawed) 
1 
can (20 ounces) drained 
crushed pineapple 
2 ripe bananas, mashed 
8 ounces sour cream 
Add 
reserved 
pineapple 
juice and water to make 2 
cups Bring to a boil Add to 
gelatin and stir to dissolve 
Stir in strawberries, pineap 
pie and banana Four 
cup 
of the mixture into a ring 
mold Let layer begin to jell 
but not quite set Spread sour 
cream over gelatin in mold 
Add remaining gelatin mix­ 
ture and refrigerate until 
set 


2 cups flour 
2 teaspoons baking soda 
2 teaspoons cinnamon 
V4 teaspoon salt 
1 
cup nutmeats 
4 cups sour cherries, well 
drained (save juice for 
sauce) 
2 eggs, slightly beaten 
2 tablespoons 
melted 
margarine 
Sauce; Juice from the 
drained cherries 
3 tablespoons corn starch 
4 stick margarine 
4 cup sugar 
Mix all of the pudding in 
gredients together and pour 
into a greased and floured 9 
X 12 inch pan Bake at 330 
degrees for 4.5 minutes Cook 
sauce ingredients over low 
heat until thickened Serve 
warm sauce over pudding 
along w ith w hipped topping 


A P P L E C R ISP 
.Mrs Tom Bridges 
Otterville 
4 to 6 apples, peeled and 
sliced 
4 
cup butter 
A4 cup brown sugar 
V4 cup (scant) granulated 
sugar 
1 
tablespoon tapioca 
1 
teaspoon cinnamon 
A4 cup 
Post 
40% 
Bran 
Flakes 
4 cup uncooked oatmeal 
Put apples in a 9-inch pie 
pan 
Sprinkle with granu­ 
lated 
sugar 
and 
tapioca 
Melt 
butter 
Add 
brown 
sugar, 
cinnamon. 
Bran 
Flakes and oatmeal 
Mix 
well Sprinkle over apples 
Bake 30 to 35 minutes or until 
apples are tender 


F R IE D EG G PLA N T 
.Mrs Charles Rush 
1701 East Sixth 
Peel eggplant Cut in thin 
slices 
Dip each slice 
in 
beaten egg, then in bread 
crumbs Fry in hot fat until 
brow ned on both sides 


MOBILE HOME "1870" 


LOOK HOW THEY HAVE CHANGED 


FltK K Z K R S1.AW 
Mrs James Gregory 
1803 South Osage 
medium head cabbage 
stalk celery 
green pepper 
cups sugar 
cup vinegar 
4 cup water 
2 teaspoons 
m ustard 
seed or powder 
Grind cabbage, celery and 
pepper 
Put in mild salt 
water Let sit three hours 
Squeeze water out 
Bring 
sugar, vinegar, water and 
mustard to a boil Cool, mix 
m cabbage mixture Pack in 
freezer bags 


NEW A N D USED 
F IN A N C IN G AVAILABLE 
UP TO 12 YEARS 


"WE DON'T MEET COMPETITION- 
WE MAKE IT" 


BROADWAY HOMES INC. 
W. Hwy. 50 
826-5889 


and cinnamon Bake at 375 
degrees for 45 minutes Cool 
Topping Prepare two pack­ 
ages of vanilla pudding mot 
instant I and pour over ap­ 
ples Let cool and top with 
whipped 
cream 
or 
Cool 
Whip Store in refrigerator 
Cut into 2 inch squares to 
serve 


S T R A W B E R R Y IC E BOX 
P IE 
Mrs Howard Lear 
Sweet Springs 
1 
package 
(17 
ounces) 
marshmallows 
1 
box 
frozen 
strawber­ 
ries, or 2 cups fresh 
strawberries 
sweeten 
to taste 
1 
cup whipping cream 
1 
pastry shell 
Put marshmallows in a 
double boiler Add 2 tables­ 
poons of strawberry juice, 
heat until marshmallows are 
dissolved Mix strawberries 
a n d 
m a r s h m a l l o w s 
thoroughly. Chill about two 
hours, Fold whipped cream 
in 
marhsmallow 
mixture 
and pour into pastry shell. 


A P P L E T O R T E 
Carol Ann Haulotte 
Route 1 
Crust: 
2 cups flour 


I 
tablespoon sugar 
1 cup butter 
pinch of salt 
Filling: 
12 apples 
1 
cup sugar 
1 
teaspoon cinnamon 
.Mix crust ingredients and 
press into 10 x 15 inch pan 
Peel and slice apples Place 
on crust; sprinkle w ith sugar 


BR EA D PUDDING 
.Mrs Tom Bridges 
Otterville 
1 
tablespoon butter 
2 eggs 
4 cup (heaping) sugar 
4 teaspoon vanilla flavor­ 
ing 
1 
t e a s p o o n 
a l m o n d 
flavoring 
1 
teaspoon cinnamon 
dash salt 
2 cups milk 
8 slices bread (approx­ 
imately 44 cups) 


B L U E B E R R Y OR C H ER R Y 
SQ UA RES 
Lil Hebert 
222 State Fair Blvd 
1 
can blueberry or cherry 
pie filling 
4 p o u n d 
b u t t e r 
or 
margarine 
2 cups sugar 
4 unbeaten eggs 
3 cups flour 
teaspoon almond extract 


(ream butler and sugar, 
add eggs one at a time mix­ 
ing well. Add flour and al­ 
mond extract Spread 'j of 
dough on greased 9x12 inch 
pan Spread filling and top 
with rest of dough Bake at 
3,50 degrees for 45 minutes 


S E R V E 


Butter an 8 x 8 inch pan 
with the butter, leaving it all 
in the pan 
Beat the eggs 
Add cinnamon to sugar and 
stir into eggs Add flavorings 
salt 
and 
milk 
Stir well 
Break 
bread 
into pieces; 
mix in and sprinkle with a 
little more cinnamon Bake 
at 
350 
degrees 
for 
45 
minutes to one hour or until 
golden brown Serve warm 
w ith cold milk 


Cookin’ with the King! 


Odweis^^r. 


Chili con Bud 


I 


1 
(xJuniH 
bept 


4 sm all onion- 
L'm iii'iit 


I clove ¡'.ailic. mincprt 
' 
cup oil 


h ounce can tomato sauri 
1 iifiunil I ounce can tomatoes 
? IS ounce tans k u lm , oi 


liinlii beans, ilta.neil 


Bto »n the meat, on.ons and 
and rem aining mttredienis (e>cept beans) and cu 
lor 2 hoots 01 mote 
Sk.m ott suilace tat and 


1 
I.’ ounce can Huitwi isei e 
4 lea-.l'oons cinti |inv.dei 
4 te a .iu io n s d iie d c iu s lie d 


tpd iii’iu iei 
, li aspoon latiasco» sauce 
2 teas|ioon. satl 
Ctinpiied oniiin 
S a n ' Im 
fa r n is b w tien s eivitu : 


a tlic 
s liiiin ,: n lli'ii 
Add Ib e od 
om 'i ion beat 
t.t m o ie B u i! 


I 


».eiset as necessar> 
Add bean-, and lieal Hiim ikh 
sliiiin ,: occa 


sionally 
II *ou want 
it even hotter 
add 
mote clul, 
iK.^dei 


Garnish vdlh chopped taar onion and seise w illi ,,ialed (laimesaii 
cheese 
Don't toiF.el a biR pdchei 
01 two o( cold Hud 
and I 


II satisly 6 K hi, eaters 


COUNTY 
DISTRIBUTING 
CO., INC. 
826-5189 


A N H L U S IR BU SC H INC 
11 
lO U I S 
2501 W. M ain 
Sedalia, Mo. 
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Pies and desserts 
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EXCELLENT PIE CRUST 
Y - w P 
r* 
Mr 


3 
cups fiour 
1 itaspwic salt 
m cup sboneniEg 
3 
egg 
1 
teaspooD vinegar 
5 labiespoons water 
N!.x 
four 
Gf'i»e'a.r£ ur 't,<r 
sire 
tr.^ e.f- pa- 
r^,^. r.- 
freere 
w:" 
».ee;- 
tcc 
severa: aavs 
Ker.ove fr: rr. 
r e ; r ; £ e r a t c r 
a b o u ’ 
2 - 


r r u te s t - e t '- r e ' ^ . . ¡ n g f»u* 


PIE SSl'CCESSIN ABAC 
M-s E r r r .a ^ w G 
f»í*í Nor.r w-*i»vv 
P 
s.r.pie 
i:iaos! 
:’«•;• 
z.tZTi»z for tai.r.g a;- 
;.,.e :■>€ cc-"'.r’ ríeí t&e usua. 
seas'>r,.:.£s ar.; ’,ar; ¿ppitb 
V 
ten-.:>i jU'Ot arj£ var....a 
ei'-ae* Trie ;>.-e .s ttfer p.ace 
.r a laromr ;-a;»er £>a£ tr»e 
oitti-fE sea.-ec ari- ta s e c .r. 
a pre-i>e2’eG over. Tne P££ 
ir e verts trie irus* fror. Mur- 
r£ arc assures ever, bat- 
’ £ 
‘rr-vuir*-:.!;* 
‘r»e 
apiee 
*r..xtu'e 
Ni cup firm h pacleg dart 
browt sugar 
*41 cupfK»ttr 
\* t e a s p o o E 
g r o u E d 
tu im e f 
DasE of sai! 
T cups pet'teC cored and 
tàinij sliced apples 
2 t a b l e s p o o c s 
p u r e 
vanilla extract 
1 
tabiespooB temo® juiee 
Pastry for a two-crusi 
9-incb pie 
2 t a b l e s ^ n s butler or 
margarine 


ir. a meciurr. tK:» i ctmb.r¡e 
C'own su£ar, flour r j i m e t 
a n sai: aod appies anc loss 
Stir .r var.iiia extract 
ar.G ¡.".or. jUice 
set asioe 
Fri. na if of the past r> •. men 
• '.; 1. M>e *0 ..re a 9-.r.c^: p.e 
i-.a’e 
Fi.. v'*r app;e mix- 
■-'e 
Dut-er 
Roi 
'- r a , r , , ’'.£ pas’rv 
, 
:r»cr 
*v.'i 
P;ace ove' app'es 
sea a n Ha’e ecEes Maae 
s. :is .: 
*'»p for stear. 
e>ca|»e P.ace p.e 
a Prc ur. 
i-aie' ra£ 
Fo;G ere ^'ver 
'v . . i c e s e a : Bai.e .r a rre- 
'••^2-ec r:(.* over. ;2ó degrees 
■-re rour and lú rt-.ru’es or 
ur-:‘ " ' w x Ñp,i^ rag oper 
arc remove pie to cc*oi. or 
s<-'newarrr 


FRESH APPLE PIE 
HLLING 
Mrs JohnWatkms 
•>terv .'.i€ 
\ cup sugar 
2 tabiespwMK fkiir 
1 
teaspoc« cinnaffiOB 
€ 
m-ediciE cookinf apples 
1 
tabie^iooE butter 


Pare 
core and slice ap- 
pies Toss Witt-; mixture of 
SKga' fiour ar?c cinnamon 
Turr :T-'r paslry-nned f-or 
Itv-mct pie plate 
Dot with 
t-u'ter Cover witfi tog c ru st. 
sea! and f i f e edges Cut slits 
,r tip crust for escape of 
steam Bake at *W? degrees 
ior one hour or ur.tii pie is 
aes red nrcwr and apples 
are tenser 


EGG P.ASTRY 


Mrs John Wa*k:ns 
t '••erv .lie 


h cups cn sco (or other 
sbonening 
2 cups sifted aU-purpose 
Dour 
3 
teaspoon sail 
1 
weli-bcalen egg 
cup cold water 
N* teaspoon vinegar 


C” shortening into flour 
and sal! mixture until the 
size of srr.aii peas Combine 
tieaten 
ecg 
w ater 
and 
V : negar 
add ai! at once to 
*re *';f'ur mixture Stir with a 
•'■rk until blended, do not 
: ■- ers’.ir since this causes the 
pastrv to t>ecome tough The 
mixture should be crum bh 
I' necessarv add up to 3 
•ati-espoon 
m,ore 
w ater 
Press togetncr with hands to 
’ormi a ball Divide into two 
p e te s 
Roll 
on 
lightly 
t'’-'>ured board or pastry cloth 
V. 
. inch thicK Place in pie 
tjr. -^dd filimg Roll out top 
F.ute edges and prick top 
Bar.e at 4(M! decrees or ac- 
cordine to filling directions 


TRAFFIC PROBLEMS? 
} 


K 
m 
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INDEPENDENT PLUMBING CO. 


1 3 1 5 W e s t i l c i l l l 
H o r r y W i m e r , O w n e r 
8 2 6 - 3 6 5 1 


MERINGUE 
Mrs Carrie Gay 
927 South Osage 
4 egg whites 
4 teaspoon salt 
4 teaspoon cream of tar- 
U r 
1 
cup sugar 
4 teaspoon pure vanilla 
extract 
Beat egg white, salt and 
cream of tartar until they 
stand in soft peaks 
.Add 
sugar 
2 tablespoosn at a 
t i m e , 
b e a t i n g 
v e r y 
thoroughly after each addi 
tion Then add vanilla 


PECAN PIE 
Two 
rea d e rs 
subm itted 
similar 
recipes 
for 
this 
favorite 
Gladys Kurtz 
Sweet Springs 
1 
unbaked 9-inch pastery 
shell 
3 eggs 
1 
cup dark corn syrup 
1 
cup sugar 
2 tablespo on s 
m elted 
margarine 
1 
teaspoon vanilla 
4 teaspoon salt 
1 
cup pecans 
Beat eggs slightly Mix in 
next five ingredients, then 
nuts 
Pour 
into 
unbaked 
shell Bake ae 4iK) degrees 
for !.i minutes Set oven at 
35(t degrees and continue 
baking 30 to 35 minutes Fill­ 
ing should be slightly less set 
in center that around edge 


Mrs Charles Rush 
!70! East Sixth 
4 tablespoons butter 
\ cup light brown sugar 


3 eggs, beaten 
1 
cup light corn syrup 
dash of salt 
1 
teaspoon vanilla 
1 
cup shelled pecans 
(’r(*am butter and sugar 
thoroughly Add eggs, syrup 
and salt 
Mix 
well 
Add 
vanilla and pecans Pour in 
to a pie pan lined with 
pastry Bake at .350 degrees 
until firm, about 45 to .50 
minutes 


PUMPKIN CHIFFON PIE 
Mrs W P Baker 
Springfield. Mo 
1 envelope 
unflavored 
gelatin 
% c u p 
b r o wn 
s u g a r , 
packed firm 
4 teaspoon salt 
1 
teaspoon cinnamon 
4 teaspoon ginger 
4 teaspoon ground cloves 
1 
can pumpkin (14 cups) 
2 egg yolks 
4 cup milk 
2 egg whites 
4 cup sugar 
1 
teaspoon grated orange 
rind 
4 cup dairy sour cream 
1 
baked 
9-inch 
pastry 
shell or crumb crust 
Combine gelatin, 
brown 
sugar, 
salt, 
cin nam on, 
ginger, cloves, pumpkin, egg 
yolks and milk in a sauce­ 
pan 
Cook 
over 
medium 
heat, stirring constantly, un­ 
til mixture comes to a boil 
Do not boil Cool, chill until 
mixture is thoroughly cold 
and 
u 111 
mound 
when 
spooned Beat egg whites un­ 
til soft peaks form 
Add 
sugar slowly, continue to 
beat until mixture is stiff and 


glossy 
Fold into pumpkin 
mixture fold in orange rind 
and sour cream 
Pile into 
crust chill several hours or 
until set 


AMISH LEMON PIE 
Charley Sands 
Clinton 
2 tablespoons 
softened 
margarine 
1 
cup sugar 
3 eggs, seperated 
3 tablespoOTis all-purpose 
Hour 
4 teaspoon salt 
Juice and grated rind of 
one lemon 
14 cups hot milk 
1 
unbaked 9-incb pie shell 
Cream 
m a rg arm e 
and 
su g a r, 
add 
egg 
yolks 
Beating well, add flour, salt, 
lemon juice and rind and 
milk Beat egg whites until 
stiff 
fold into lemon mix 
ture Pour into pie shell and 
bake at 350 degrees for 35 lo 
40 minutes Cool before ser 
ving serving Delicious with 
a dollop of w hipped-cream or 
w hipped topping 


ARCO <> 


Truflame LP Gas ! 


IS A C L U N FUIL 
ll b u m s t ie o n N o zoet »r 
d u st It It q u ic t a n d c e m p le tr- ^ 
ty o u to m o tic N « m o v in g 
portt 
l U S I - BUY - RfNT 
S(K) 9t 1000 
CALLON TANKS 


I .A n h t m t ii tir 
MKTKR PLAN 


n ? on« 
now imi 


GOLDEN VALLEY 
FURNITURE 


West Hwy. 50 At The Broadway Homes Inc. Site 


F e atu rin g A Full Line O f B e d d in g B y S e a ly 
So fa A n d Ch airs By Sw e iger, P io n e e r A n d R o y a l 
D in n in g Room and B e d ro o m 
G ro u p s By B assett 


^ M 
t 
k 
; 
v i * G, > 
cC 


^ 
- - 
t?' 


D in n ettes By D o u g la s A n d D u tch e ss 
Lam p s - Pictures - M ir r o r s 


L A Y A W A Y FOR C H R IS T M A S 


) 0 % Down will hold your purchase until Dec. 20th 
With No Interest 
Com e in and Browse 
shop And Save 
WHERE QUALITY IS HIGHER THAN PRICE 
GOLDEN VALLEY FURNITURE 
FREE DELIVERY 
10% Discount to Senior Citizens 
O p e n 9-6 Tues. Thru Thurs. And Sat. 
9-9 M o n d a y and Friday 
826-6360 


The Sedalia D e m o c ra t, Sunday. Nov. 7 , 1976-17D 


LEMONADE PIE 


G l a d y s K u r t z 


S w e e t S p r i n g s 
1 (can 6 4 ounces) f r o z e n 
lemonade 
1 can 
sweetened 
con 
densed milk 
1 carton 
(4Mt 
ounces) 
prepared 
refrigerator 
topping 
1 prepared pie shell 


H a v e i n g r e d i e n t s a n d u t e n 


sits v e r y c o l d 
B e a t t h e i n ­ 


g r e d i e n t s t o g e t h e r u ntil soft 


p o i n t s a r e f o r m e d (will not 


b e stiff) P i l e i nt o p r e - c o o k e d 


a n d c o o l e d p ie s h e l l a n d chill 


until s e r v i n g t i m e T h i s is a 


v e r y e l e g a n t p ie. 


LAZY PEACH PIE 


M r s R o b e r t G S m i t h 


S m i t h t o n 


Melt 4 c u p b u t t e r in a 13 x 


9 i nc h p a n 
Sift t o g e t h e r 1 


c u p s u g a r . 1 c u p flour . 2 t e a s ­ 


p o o n s b a k i n g p o w d e r a n d ' 2 


t e a s p o o n 
s a l t 
Mi x 
s i ft e d 


m i x t u r e w i t h c u p m i l k P o u r 


o v e r m e l t e d b u t t e r in p a n 


P o u r 
a 
o n e 
q u a r t 
c a n 
of 


p e a c h e s U N D R A I N E D o v e r 


b a t t e r 
B a k e at 350 d e g r e e s 


for o ne h o u r or until b r o w n 


MILLIONAIRE PIE 


I E t h e l E s s e r 


* 1809 S o u t h B a r r e t t 


1 


HEAVENLY 
CHRISTMAS 
DESSERT 


M r s R e g i n a B r e u e r 


1020*2 W e s t T h i r d 
T h i s d e s s e r t c a n h a v e a 


c r u m b c r u s t o r b e s e r v e d a s 


is 
2 small cans white cher­ 
ries, drain well 
1 tall can crushed pine­ 
apple, drain well 
1 pound 
large 
marsh­ 
mallows, snipped into 
small pieces 
1 package 
(8 
ounces) 
cream cheese, cut fine 
cup 
red 
and 
green 
maraschino 
cherries, 
cut into fourths 
4 cup nuts, pecans or 
walnuts 
2 cartons (4 pints each) 
cream, whipped 
Ms cup sugar 
4 teaspoon almond flavor 
M> teaspoon 
pineapple 
flavor 
B l e n d 
a l l 
i n g r e d i e n t s 


t o g e t h e r 
g e n t l y 
P o u r 
into 


t w o 9 -i nc h o r o n e l a r g e p a n 


M a k e 
a 
d a y 
a h e a d 
a n d 


t r e e z e ; 
r e m o v e 
f r o m 


f r e e z e r o n e h o u r b e f o r e s e r v ­ 


ing 


MOCK APPLE PIE 
N o a p p l e s n e e d e d . 


M r s. F l o r e n c e S t e v e n s o n 


1307 H a s t F o u r t h 
Pastry for a two-crust 
9-inch pie 
36 Ritz crackers 
2 cups water 
2 cups sugar 
2 teaspoons cream of tar­ 
tar 
2 tablesp oons 
lem on 
juice 
Grated 
rind 
of one 
lemon 
Butter 
Cinnamon 


Roll o ut b o t t o m c r u s t of 


p a s t r y a n d fit into 9 -i nc h pie 


p l a t e 
R r e a k 
c r a c k e r s 


c o a r s e l y 
i nt o 
p a s t r y 
l ine d 


p l a t e C o m b i n e w a t e r , s u g a r 


a n d 
c r e a m 
of 
t a r t a r 
in 


s a u c e p a n 
Boil g e n t l y for 15 


m i n u t e s . 
A d d 
l e m o n 
j u i c e 


a n d r i n d 
Cool 
P o u r s y r u p 


o v e r 
c r a c k e r s ; 
dot 
w it h 


b u t t e r a n d s p r i n k l e w i t h c i n ­ 


n a m o n . C o v e r w i t h t o p c r u s t 


T r i m 
a n d 
f l u t e 
e d g e s 


t o g e t h e r 
C u t 
s l i ts 
in 
to p 


c r u s t to let s t e a m e s c a p e 


B a k e in a h o t o v e n . 425 d e ­ 


g r e e s for 30 to 35 m i n u t e s , 


until c r u s t is g o l d e n . S e r v e 
w a r m . 


pie crust shell, baked 
and cooled 
1 cup powdered sugar 


V« cup b u t t e r o r 
margarine softened 


1 egg 
4 teaspoon vanilla 
y« teaspoon salt 
2 cups Pet whipped topp­ 
ing 
1 cup 
(8 ounce 
can) 
crushed 
pineapple, 
drained 
4 cup pecans, cnopped 
1 tablespoon milk 
y< cup maraschino cher­ 
ries, chopped 


C r e a m t o g e t h e r s u g a r a n d 


s o f t e n e d 
b u t t e r 
A d d 
e g g . 


v a n i l l a a n d s a l t 
B e a t until 


s m o o t h a n d c r e a m y . S p r e a d 


m i x t u r e in b a k e d p ie c r u s t . 


C h i l l 
C o m b i n e 
t o p p i n g , 


p i n e a p p l e , p e c a n s , m i l k a n d 


c h e r r i e s 
u n t i l 
b l e n d e d 


S p r e a d m i x t u r e o v e r c h i l l e d 


filling 
Chill p ie u nt i l r e a d y 


to s e r v e . 


R U B A R B 


S T R A W B E R R Y P I E 


M a g u e r i t e W e r n e r , 
V e r s a i l l e s . Mo. 
2 cups rhubarb, cut in 
small pieces 
4 cup frozen strawberries 
1 cup sugar 
1 
tablespoon cor n starch 
2 tablespoons water 


Mix all t o g e t h e r 
P u t in a 


pie 
c r u s t , 
c o v e r 
w i t h 
top 


c r u s t 
B a k e a t 375 d e g r e e s 


a b o u t 50 m i n u t e s 


M A R G U ER ITE’S 
COOKIE 
CAKE 


M a r g u e r i t e W e r n e r 


V e r s a i l l e s 


2 
e g g s 
1 cup cream 
cup sugar 
Vi cup hickory nuts 
y4 cup chopped dates 
1/4 cup chocolate chips 
V4 cup shredded coconut 
3 t e a s p o o n s 
baki ng 
powder 


24 cups flour, unsifted 


B e a t 
e g g s 
a n d 
c r e a m 


t o g e t h e r a d d s u g a r a n d m i x 


well 
A d d f lo ur a n d b a k i n g 


p o w d e r ; s t i r in o t h e r i n g r e ­ 


d i e n t s 
S p r e a d in a 15*4 x 


10*4 i n c h c o o k i e p a n B a k e at 


350 d e g r e e s f o r 25 m i n u t e s . 
P O W D E R E D 
S UGAR 
CREAM ICING 
4 cup cream 
4 cup sugar 
% cup powdered sugar 
1 
teaspoon butter flavor 


Boil 
c r e a m 
a n d 
s u g a r 


a b o u t 
f o u r 
m i n u t e s . 
A dd 


p o w d e r e d s u g a r a n d f l a v o r ­ 


ing 
If it is t oo t h i c k a d d a 


s m a l l a m o u n t of c r e a m s o it 


will s p r e a d e a s i l y S p r e a d on 


c o o k i e c a k e o r sw e e t r o ll s 


A PPLESA U C E CAKE 


H a r r y S. Y e a g e r 


2229 W e s t F i r s t S t r e e t T e r ­ 


r a c e 


4 c u p of o l e o o r s h o r t e n ­ 


i n g 


2 
c u p s s u g a r 
1 
e g g 


1 
c a n of u n s w e e t e n e d ap- 
p l e a s u r e 
Vk c u p s c a k e fl our 


V4 t e a s p o o n s a l t 


4 t e a s p o o n c i n n a m o n 


t e a s p o o n c l o v e s 


t e a s p o o n a l l s p i c e 


c u p c h o p p e d r a i s i n s 


c u p w a l n u t 


* 2 c u p b o i l i n g w a t e r 


2 
t e a s p o o n s o d a 


L E M O N J E L L O C A K E 


M i s s P e n n y H e s t e r 


929 N o r t h O s a g e 


1 
l e m o n c a k e m i x 


c u p s a l a d oil 


4 
e g g s 
1 
p a c k a g e l e m o n j e l lo 
1 
c u p h o t w a t e r 


M i x c a k e m i x , s a l a d oil 
a n d 
e g g s 
t h o r o u g h l y ; 
a d d 


r e m a i n i n g 
i n g r e d i e n t s 
a n d 


b e a t t h o r o u g h l y . B a k e a t 350 


d e g r e e s f o r 15 m i n u t e s o r a t 


300 d e g r e e s f o r 35 m i n u t e s . 


P r i c k t op of c a k e w i t h a for k. 


Mi x t h e j u i c e of 2 l e m o n s , 2 


h e a p i n g c u p s of p o w d e r e d 


s u g a r ; p o u r o v e r t o p of hot 


c a k e . 


PISTACHIO CAKE 


M r s . J o h n T. S t a n t o n 


O v e r l a n d P a r k , Ks. 
1 
package (34 ounces) 
pistachio instant pud­ 
ding mix 
1 
white cake mix 
3 whole eggs 
1 cup corn oil 
1 cup club soda 
4 cup chopped pecans 
4 cup coconut 
Icing: 
1 envelope whipped topp­ 
ing mix 
I b ox 
( 3 4 
o u n c e ) 
pistachio pudding mix 
1 cup cold milk 


Planning 


C o n t i n u e d f r o m p a g e s 


t h e y j u s t go d o w n t h e list a n d 


fix e a c h one. 
U s u a l l y a g r o u p will s t a r t 


w h e n o n e of M r s 
D r a f f e n s 


c l i e n t s 
i n v i t e s 
h e r 
f r i e n d s 


o v e r 
fo r 
a 
s e s s i o n 
T h e 


a v e r a g e 
g r o u p 
t h a t 
s h e 


w o r k s w i t h is five to s e v e n , 


hut t h e y c a n r a n g e f r o m t w o 


p e o p l e to 10. 


In t h e s u m m e r . M r s . D ra f - 


fen is r e q u i r e d to s p e n d 75 


p e r c e n t of h e r t i m e w i t h 


y o u t h S h e t a k e s t h e m to t h e 


p a r k a n d h a s S n a c k o s a n d 


t h e y h a v e a d a y c a m p S o m e 


of t h e c h i l d r e n l e a r n to c o o k 


b e t t e r t h a n t h e i r p a r e n t s . 


B e s i d e s t h e n u t r i t i o n p r o ­ 


g r a m . t h e e x t e n s i o n c e n t e r 


o f f e r s s e w i n g i n s t r u c t i o n a 


w e a l t h of f r e e l i t e r a t u r e on 
h o w to d o t h i n g s If a n y o n e is 


i n t e r e s t e d 
in 
t h e 
n u t r i t i o n 


p r o g r a m , h e m a y c al l t h e 


U n i v e r s i t y of M i s s o u r i E x ­ 


t e n s i o n C e n t e r f o r m o r e i n ­ 


f o r m a t i o n . 


Sift c a k e m i x i nt o l a r g e 


m i x i n g b o w l , a d d r e m a i n i n g 


c a k e 
i n g r e d i e n t s . 
B e a t 
on 


low 
s p e e d 
j u s t 
e n o u g h 
to 


b l e n d ; 
t h e n 
b e a t 
a t 
h i g h 


s p e e d for f o u r m i n u t e s . F o u r 


b a t t e r in to a s m a l l g r e a s e d 


a n d f l o u r e d t u b e o r f l u t e d 


p a n . B a k e 35 to 40 m i n u t e s a t 


350 d e g r e e s . Do N O T o v e r ­ 


b a k e . Cool 10 m i n u t e s , t h e n 
t u r n o u t on r a c k . B e a t i c i n g 


i n g r e d i e n t s 
u n t i l 
t h i c k 


T h o r o u g h l y fold in 
* 2 of a 


l a r g e c a r t o n of w h i p p e d t o p ­ 
p i n g o r , f o r t h i c k e r f r o s t i n g 


u s e 
c a r t o n . I c e c a k e w h e n 


t h o r o u g h l y cool a n d r e f r i g ­ 


e r a t e . 


SALAD DRESSING CAKE 


M r s J a m e s G r e g o r y 


1803 S o u t h O s a g e 
1 teaspoon vanilla 
2 cups flour 
1 cup sugar 
2 tablespoons cocoa 
14 teaspoons soda 
1 cup salad dressing 
6 cup hot w a t e r 
Mi x f l o u r s u g a r a n d c o c o a 


t o g e t h e r 
Mix s o d a w i t h hot 


w a t e r a d d to f lo u r A d d to 


f l o u r ; m i x in s a l a d d r e s s i n g 


a n d v a n i l l a B e a t well. B a k e 


in 350 d e g r e e o v e n for 30 


m i n u t e s 
Cool; 
fr os t 
w i t h 


y o u r f a v o r i t e f r o s t i n g 


CHOCOLATE 
CREAM 
CHEESE FROSTING 


8 ounces sweet 
b a k i n g 
chocolate 
6 ounces cream cheese, 
room temperature 
2 tablespoons cream 
2 cups powdered sugar 
v4 teaspoon salt 
1 teaspoon vanilla 


Mel t c h o c o l a t e in t h e t o p of 


a d o u b l e b o i l e r o v e r hot n ot 


boi ling, w a t e r Cool s l i g h t l y 


a n d b l e n d in c r e a m c h e e s 


a n d 
c r e a m 
S l o w l y 
a d d 


p o w d e r e d 
s u g a r , 
m i x i n g 


well. A d d v a n i l l a a n d s a l t 


a n d b l e n d well. 


ARCO v 


Truflame LP Gas 


IS A THRIFTY FUEL 
Saves you 
m oney 
because 
you never w a s te an y 
Just 
turn on a n d off 


L E A S E - R E N T — BUY 
500 or 1000 
GALLON TANKS 


I >/, a lu m I t m r 
MITIB PLAN 


«?; 0114 


C r e a m 
s h o r t e n i n g ; 
a d d 


s u g a r g r a d u a l l y a n d c r e a m . 


B l e n d b e a t e n e g g in w e l l ; 
a d d 
a p p l e s a u c e . 
Sift 
fl ou r 


a n d m e a s u r e 2 c u p s ; a d d to 


c r e a m e d m i x t u r e . T a k e 7» 


c u p of s i f t e d f l o ur a n d a d d 


n u t s , r a i s i n s a n d s p i c e s ; m i x 


a n d b l e n d in w i t h o t h e r i n ­ 


g r e d i e n t s . D i s s o l v e s o d a in 


b oi l i n g 
w a t e r 
a n d 
a d d 
to 


m i x t u r e ; s t i r well. F o u r b a t ­ 


t e r in a g r e a s e d a n d f l o u r e d 


c a k e p a n o r a n g e l f o o d c a k e 


p a n . B a k e a t 350 d e g r e e s for 


o n e h o u r . 
S E R V E 


KitchenAid 
DISHWASHERS 


See th e n e w K itc h e n A id B u ilt-In D ish w ashers fe a tu rin g n e w soak n 
scrub cycle, n e w lo a d -a s -y o u -lik e w as h in g , n e w se lf-c le an in g filt e r 
w ith s o ft-w a s te d ispo ser an d m uch, m uch m o re ! P o w e rfu l % h o rse­ 
p o w e r m o to r th a t is w a rr a n te d fo r fiv e fu ll y e a rs ! 


210 Thompson 
Road 


826-3590 


P R IZ E 
P IG 
P IC K IN G 
CAKE 
Mrs JaneDeBoe 
LaMonte 
1 
box Duncan Hines But­ 
ter Recipe Cake mix 
1 
stick (4 cup) 
margarine 
V4 
cup oil 
4 eggs 
1 
small can (11 ounces) 
Mandarin oranges 
Mix 
cake 
mix, 
marga­ 
rine. oil and eggs together 
in 
a 
large 
bowl 
until 
moistened Beat two minutes 
at medium speed 
Mixture 
will 
be 
thick 
Add 
the 
oranges and all the juice 
Beat again to chop oranges 


and blend into batter Pour 
into 
three 
greased 
and 
floured 9-inch round cake 
pans Bake at 350 degrees for 
15 minutes 
Cool and ice 
Cake must be kept in the 
refrigerator 


V 


I 


1 


ICING FO R 
P .P .P C A K E 
carto n 
(9 
ounces) 
prepared topping mix 
box (3^4 ounces) ins­ 
tant 
vanilla 
pudding 
mix 
can (1 pound) crushed 
pineapple 
With electric mixer, blend 
instant 
pudding 
mix 
into 
prepared whipped topping 
mix until of uniform color 
Slowly add pineapple and 
juice and mix on low speed 
Spread between and on top of 
cool layers This is a very 
moist cake 


A P P L E LU M P C O F F E E 
CAKE 
Shirley Tomlinson 
1009 South Massachusetts 
2 cups sugar 
cup shortening 
eggs 
cups flour 
teaspoon soda 
teaspoon cinnamon 
teaspoon nutmeg 
teaspoon salt 
cups diced apples 
4 cup chopped nuts 
Beat 
together 
sugar 
shortening and eggs Sift dry 
ingredients together and add 
to mixture. Stir in apples and 
nuts. Pour into a greased 
and floured 9 x 12 inch pan. 
Bake at 350 degrees for one 
hour This is very moist and 
tastes better after it sits for a 
while 


RAW A P P L E CAKE 
Mrs Charles Rush 
1701 East Sixth 
3 cups flour 
2 sticks butter 
24 cups sugar 
4 teaspoon soda 
3 eggs 
1 teaspoon cinnamon 
I teaspoon nutmeg 
1 
teaspoon allspice 
V4 teaspoon ginger 
4 teaspoon cloves 
1 cup cold coffee 
4 
cups diced apples 
4 cup black walnuts 
1 cup raisins 
Warm butter to almost 
liquid, put in 1 cup sugar 
Add beaten eggs and coffee 
Sift other dry ingredients 
together and add to moist 
mixture 
Add apples, nuts 
and 
raisins. 
Bake 
in 
a 
greased and floured pan at 
325 degrees approximately 
one hour. 


B E E R - S A U E R K R A U T 
FU D G E CAKE 
Margie Neville 
200 East Tower 
% cup butter 
14 cup sugar 
3 eggs 
1 teaspoon vanilla 
4 cup cocoa 
2V4 cups sifted flour 
I t e a s p o o n 
b a k i n g 
powder 
1 teaspoon baking soda 
1 teaspoon salt 
1 
cup beer 
% cup sauerkraut 
Soak sauerkraut for half 
an hour in cold water , rinse, 
drain and chop. Cream but­ 
ter and sugar until light 
Beat in eggs one at a time 
Add vanilla and beat 
Add 
sifted 
dry 
ingredients 
to 
creamed 
mixture 
alter­ 
nating with beer Begin and 


end with dry ingredients. 
Stir sauerkraut into batter. 
Pour into two greased and 
floured 9-inch cake pans. 
Bake at 350 degrees for 35 
minutes Cool on rack and 
frost with chocolate cream 
cheese frosting. 


F R U IT COCKTAIL CAKE 
Two different recipes were 
submitted by readers with 
this name on them. The first 
recipe given here was sub­ 
mitted by Linda Henderson, 
Smithton. The second cannot 
be credited because the per­ 
son who sent it in neglected 
to include his name and ad­ 
dress. 
Recipe I 
1 
can (number 2 size) 
fruit cocktail, drained 
1 
cup sugar 
1 
cup flour 
4 teaspoon salt 
1 
teaspoon soda 
1 
egg 
‘4 cup fruit cocktail juice 
Combine ‘all ingredients; 
pour in pan. Blend 4 cup 
brown sugar, 
cup nuts and 
4 cup coconut. Sprinkle over 
top of cake and bake at 350 
degrees for 30 minutes. 


Recipe II 
2 eggs 
14 cups sugar 
4 cup oil 
2V4 cups flour 
1 
teaspoon soda 
2 t e a s p o o n 
b a k i n g 
powder 
1 
can fruit cocktail, juice 
and all 
4 teaspoon cinnamon 
1 
teaspoon vanilla 
Beat for two minutes on 
low speed. Pour into a 9 x 13 
inch pan 
Sprinkle '2 cup 
chopped pecans (optional) 
and 4 cup brown sugar on 
top. Bake at 350 degrees for 
30 to 45 minutes. TO PPIN G : 
Bring 4 cup or 1 small can 
Milnot, 1 cup sugar, 4 pound 
butter and 1 teaspoon vanilla 
to a 
boil; 
cook 
for two 
minutes. Pour on cake while 
still warm. 


P IN E A P P L E UP- 
SIDEDO W N C A K E 
Mrs. Elmo Bruns 
Cole Camp 
In a heavy 10-inch skillet 
melt 4 cup butter and 1 cup 
brown 
sugar. 
Arrange 
pineapple on this. SPO N (}E 
BA T TER : 
Beat three egg 
yolks; add 1 cup white sugar 
and 5 tablespoons fruit juice. 
Sift in 1 cup flour and 1 teas­ 
poon baking powder. Fold in 
stiffly beaten egg whites. 
Pour batter over the fruit 
Bake 45 minutes to one hour 
at 350 degrees. 


M AYO NNAISE CAKE 
Miss Penny Hester 
929 North Osage 
2 cups sugar 
4 teaspoons cocoa 
4 teaspoon salt 
1 
cup mayonnaise 
1 
cup boiling water 
2 teaspoons soda 
1 
teaspoon vanilla 
2 cups flour 
Sift together sugar, cocoa, 
salt; add remaining ingre­ 
dients; beat, then bake at 340 
degrees. 


BANANA BR EA D CAKE 
Mrs. Elmo Bruns 
Cole Camp 
1 
cup sugar (white) 
4 cup lard (or oleo or 
Crisco) 
2 eggs 
4 cup sour milk (butter­ 
milk is best) 
2 cups flour 
1 
teaspoon soda 
1 
cup mashed bananas 
Put first three ingredients 
in a mixing bowl and cream 
well. Beat the bananas into 
mixture. Add flour and milk 


alternately. 
One-half 
cup 
walnuts are very good in this 
also. Bake in a moderate 
oven until done. Baking time 
varies according to type of 
pan chosen. Cool an(l ice 
with a thin layer of powdered 
sugar icing. 


NO B A K E F R U IT C A KE 
Mrs. How ard Hickey 
Versailles 
1 
yellow cake mix, bake 
as directed, cool and 
break up in a large bowl 
4 cups candied fruit 
2 cups raisins 
1 
scant cup cut-up dates 
1 
can flake coconut 
4 cup nuts 
2 cups graham cracker 
crumbs 
2 cups applesauce 
teaspoon cinnamon 
4 teaspon nutmeg 
V4 teaspoon cloves 
Add remaining ingredients 
to cake pieces Chill 24 hours 
or 
longer 
in 
bunt 
or 
angelfood cake pan 


CRAZY CAKE 
Helen Taylor 
St Louis 
1 
cup oil 
R 4 cup sugar 
3 eggs 
2 cups flour 
2 teaspoon cinnamon 
2 teaspoons soda 
1 
teaspoons salt 
2 cups shredded carrots 
1 cup flaked coconut 
1 
cup chopped nuts 
1 cup crushed pineapple, 
drained 
2 teaspoon vanilla 
.Mix 
a ll 
in g r e d i e n t s 
together in a large bowl w ith 
a wooden spoon Bake in a 9 


x 13 inch pan for one hour at 
350 
degrees 
Cool 
before 
frosting 
CRAZY C A KE FRO STING 
Cream 3 ounces of cream 
cheese with 4 cup butter, 
add two cups of powdered 
sugar and beat until smooth 
Add one teaspoon vanilla 
and 4 to '1 teaspoon maple 
flavoring 


HAWAIIAN BR O W N IES 
Mrs. Maxine Hester 
929 North Osage 
1 cup butter or 
margarine 
14 cups sugar 
4 eggs 
1 
teaspoon vanilla 
14 cups all-purpose flour 
4 T e a s p o o n 
b a k i n g 
powder 
4 teaspoon salt 
Vi teaspoon cinnamon 
1 
cup (15 4-ounce can) 
crushed 
pineapple 
drained 
3 blocks (3 ounces) Her- 
s h e y ’ s 
B a k i n g 
Chocolate, melted 
4 cup chopped nuts (op­ 
tional) 
C r e a m 
b u t t e r 
or 
margarine and sugar, add 
eggs and vanilla. Blend well; 
combine 
flour, 
baking 
powder, salt and cinnamon. 
Add to creamed mixture, 
combine 1 '« cups batter 
with pineapple in a small 
bowl, add chocolate and nuts 
to remaining batter. Spread 
in a greased 13x9x2 inch pan 
Spread 
pineapple mixture 
over chocolate batter; bake 
at 350 degrees for 30 to 35 
minutes. Cool and frost with 
your 
favorite 
chocolate 
frosting .Makes20squares. 


I óJÌQdiiiy 
\ 
k ^Qgins 
I EXPERIENCE' 
\ 


And with 80 years of com ­ 
bined Experience, our talent­ 
ed experts know how to 
enhance your natural beauty. 
SERVE 1 
Rem em ber... 
You Can Be 
Beautifully 
Coiffured 
by the Artistic 
Beauticians 
at 
ARTISTIC COIFFURES^ 
1905 S. Limit 
^ 
826>0398 


TIME 


O pen M on. thru Sat 


Announcing 


November 
Wine Jfestibal 


Good cooks throughout the world know 
the value of adding wine to their favo­ 
rite recipe. 


And, of course, wine with dinner is al­ 
ways a welcome addition. 


Esser's has one of the finest and largest 
stocks of wines in Central Missouri ... 
And the N ove m b e r W in e Festival gives 
you the opportunity to try an even great­ 
er number of varieties. Stop in soon. 


ESSSR'S 
M A IN A N D M ISSO U R I 
OPEN 7 A.M. to MIDNITE 
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MISSISSIPPI MUD CAKE 
Helen Taylor 
St Louis 
i/i cup butter or 
m argarine 
% cup sugar 
1 
teaspoon vanilla 
2 eggs 
^4 cup self-rising flour 
3 
t a b l e s p o o n s 
c o c o a 
powder 
Vij cup chopped pecans 
'/i of a 7 ounce jar of m a r­ 
shmallow crem e 
Cocoa Icing, see below 
Beat 
butter, 
sugar 
and 
vanilla unit light and tluiiy. 
beat in eggs 
Mix flour and 
cocoa and beat into butter 
m ix tu re 
Stir 
in 
p e ca n s 
Spread batter in a greased 
and floured 8 x 8 x 2 inch pan 
Bake at 325 degrees for 30 to 
35 
minutes. 
Cool 
slightly, 
spread 
with 
m arshm allow 
crem e and let sit until crem e 
melts 
Frost with cocoa ic­ 
ing 


COCOA ICING 
Beat 2 tablespoons butter 
or m argarine, add I 'i cups 
sifted 
powdered sugar 
and 
tw o 
tablespoons cocoa pow­ 
der 
Blend together, add 1 
tablespoon milk and teas­ 
poon vanilla. Then add IC 
cups 
more 
of 
powdered 
sugar Spread on cake 


SPICY SAUSAGE CAKE 
Helen Taylor 
St Louis 
2 
cups enriched flour 
1 
t a b l e s p o o n 
b a k i n g 
powder 
1 
teaspoon salt 
teaspoon nutmeg 
1 teaspoon cinnamon 
teaspoon ground cloves 
'/2 teaspoon allspice 
1 
pound pork sausage 
1 
cup sugar 
1 teaspoon vanilla 


2 
eggs, beaten 
1 
cup evaporated milk 
1 
cup chopped nuts 
1 
cup seedless raisins 
Stir together flour, baking 
powder, 
salt 
and 
spices 
Beat sausage and sugar until 
light and fluffy 
Blend in 
vanilla 
beat eggs and add 
one at a tim e 
Thoroughly 
blend flour mixture, pour in­ 
to greased and floured 9-cup 
mold or bundt pan Bake in 
preheated 330 degree oven 
about 60 m inutes Invert and 
remove from pan 


RAISIN CAKE 
Linda Henderson 
Smithton 
1 
cup sugar 
cup butter 
2 cups flour 
1 
teaspoon soda 
1 
teaspoon cinnamon 
pinch salt 
^ teaspoon nutm eg 
teaspoon allspice 
1 
cup chopped nuts 
1 
cup raisins 
Cook raisins so there will 
be one cup w ater; dram li­ 
quid 
and 
reserve, 
shake 
flour on raisins Add raisin 
liquid Cream sugar and but 
ter Sift together flour and 
soda, add rem aining ingre­ 
dients Bake in a 9 x 13 inch 
pan at 350 degrees for 30 
minutes 


CHERRY CAKE 
Mrs Edna Simpson 
Bunceton 
1 
b o x ch erry cake mix 
1 
can cherry pie filling 
24 large m arshm allow s 
Mix 
cake 
according 
to 
directions on box. Pour into 
bottom ol large cake loaf 
pan. .\d(l clumry pie tilling 
and pul m arshm allow s on 
lop. Bake at 3.5o degrees until 
done 


P IN E A P P L E SH EE T C A K E 
This cake does not use 
shortening 
Mrs 
Gladys Kurtz, Sweet 
Springs 
2 eggs, beaten 
2 
cups sugar 
2 cups flour 
2 
teaspoons soda 
I 
can 
(num ber 2 size) 
crushed pineapple and 
juice 
4 cup nuts 
1 
teaspoon vanilla 
Icing; 
IY4 cups powdered sugar 
8 o u n c es 
P h ila d e lp h ia 
cream cheese 
1 
stick oleo 
i 
teaspoon vanilla 
'/^ cup nuts 
.Mix 
c a k e 
in g r e d ie n ts 
together, pour into a sheet 
pan and bake at 3.5(i degrees 
for 35 minutes Mix icing m 
grcriients together and ice 
while w arm 


FR U ITC A K E 
Thelma Walker 
Hughesville 
1'^ cups sifted flour 
'/(z teaspoon soda 
^4 t e a s p o o n 
b a k i n g 
powder 
l>/i teasppon allspice ( use 
less if desired) 
'h cup 
cooked 
light 
or 
dark raisins 
'/i cup nutm eats (I prefer 
pecans) 
Y4 cup shredded coconut 
1 
cup butter (not oleo or 
c ream y butter) 
1 
cup sugar 
two 
sm all 
eggs, 
beaten 
c u p 
b e r r y 
j a m 
or 
preserves 
>/% cup butterm ilk 
Sift together flour, soda, 
baking powder and allspice 
G rind 
raisins, • nuts 
and 
coconut, add to flour mix­ 
ture Cream together butter, 
sugar and eggs 
Mix, then 
add jam Stir in flour and nut 
m ixture 
and 
b utterm ilk 
Bake at 30« degrees for 45 to 
50 minutes. When cool, ice 
with carm el icing or m ake a 
butter icing and add G tea­ 
spoon cinnamon to it. When 
icing is set. place cake in a 
cardboard box with two a p ­ 
ples 
This keeps the cake 
moist Seal box so that air 
cannot get to cake Place in a 
cool place until ready to use 
P e c a n 
h a l v e s 
a n d 
m anschm o cherries can be 
placed on top of cake before 
icmc sets 


CELEBRATION TORTE 
‘2 c u p 
b u t t e r 
o r 
m argarine 
1 
cup granulated sugar 


1 
egg 
'-2 c u p 
u n s u l p h u r e d 
m olasses 
IG cups all purpose flour 
1 
teaspoon baking soda 
1 
t e a s p o o n 
b a k i n g 
powder 
'2 teaspoon sail 
1 
teaspoon ground ginger 
1 
teaspoon 
ground 
cm 
namon 


G cup sugar 
Y4 cup oil 
4 
eggs 
pint sour cream 
^ cup chopped nuts 
2 
tablespoon 
pow dered 
sugar 
4 
teaspoon cinnamon 
1 
ta b le s p o o n 
c h o p p e d 
nuts 
2 tablespoon brown sugar 
Combine cake mix. sugar 
and oil 
Add eggs one at a 
lime beating well after each 
addition 
Add sour cream 
and '2 cup nuts 
Combine 
powdered sugar 2 teaspoons 
cinnamon 
and 
rem aining 
nuts Sprinkle on bottom of 
greased 
and 
floured 
tube 
pan Pour half of batter into 
pan 
Sprinkle 
on 
brown 
sugar and 
rem aining cin­ 
namon 
Pour m rem aining 
b a t t e r 
a n d 
b^R e 
in 
a 
preheated 3.50 degree oven 
for 60 minutes. 


4 teaspoon ground cloves 
1 
cup plain yogurt 
G cup milk 
G teaspoon 
lemon 
peel, 
grated 
Topping; 
1 
cup heavy cream 
1 
to 
2 
tablespoons 
un­ 
sulphured m olasses 
2 
t e a s p o o n s 
o r a n g e - 
flavord liquer, optional 
1 
tablespoon oragne peel, 
grated 
1 
square <1 ounce) sem i­ 
sweet chocolate, grated 


In a large m ixer bowl, 
cream butter and sugar until 
light and fluffy Blen m egg 
and molasses. Silt dry ingre­ 
dients together 
Mix lemon 
peel and milk with yogurt. 
Add 
dry 
ingredients 
and 
yogurt 
alternately 
to 
the 
cream ed 
mixture, 
stirring 
well 
after 
each 
addition. 
Pour batter into two greased 
and 
tloured 
8-inch 
round 
cake 
pans 
Hake 
at 
:!50 
degrees lor 35 minutes Cool 
in pans tor lo minutes, then 


invert onto racks to cool 
completely. 
At 
least 
one 
hour before serving, whip 
cream 
Beat 
m 
molasses 
(taste for desired >w eetness' 
and orange licjueru, il used 
Spread 
half 
the 
whipped 
cream on one la>er .sprinkle 
with half the orange peel ;md 
grated chocolate 
Top with 
cond layer and frost with re 
maining whipped cream 
Appl\ rem aim im chocolate 
and orange peel in circular 
patterns 


SOCK IT TO ME CAKE 
Helen Taylor 
St Louis 
1 
package 
yellow 
cake 
mix 


& Country’s 


New Dressy Flat 


that’s Very Sharp 


Suggested 
Retail Price 
*24.00 


Factory Store 
Price 


There’s music in our feet on the- 


ground looks in a lower heeled 


dress up shoe You'll move in 


comfort in soft, supple real 


leather uppers A real 


symphony of fashion. 


All American Fashion for the 


All American Woman 


Colors: 
RUST 
N A V Y 
_ 
W INE 
FOREST GREEN 
LU G G A G E CRINKLE 


t Counl-i '■.hOiS || 


TOWN & COUNTRY SHOES 


West Hiw ay 50 


"Factory Store" 
OPEN: 9-6 Daîly, 9-9 Friday 
Sedalia 
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Alsatian wine good fo drink and cook with 


vvf 
chnvi-c u h a t a 
rhoui 


By 
tom hoge 
APNewsfeatures Writer 


The wine of Alsace has 
oeen described as German 
wine with the sugar left out. 
But these dry. fresh, fruity 
offerings have more going 
for them than that. 
Unlike most French wines, 
those of Alsace are named 
according to the type of 
grape from which they are 
vinted, rather than the pro­ 
perty on which they are 
. grown. 
The export of these 
sprightly wines has been 
limited to three types; Riesl­ 
ing, Sylvaner and Gewurz- 
tramirier. All are sold in 
green, fluted bottles like 
those used 
for German 
wines. 
Riesling, the oldest species 
in Alsace, probably comes 
the closest 
to being 
catalogued as a fine wine. It 
makes an excellent 
ac­ 
companiment to oysters, fish 
and most other types of 
seafood. Dry and fruity, it is 
often described as elegant. 
Sylvaner is more modest. 
It is an attractive, light lun­ 
cheon wine with a pale, 
green-gold color and a plea­ 
sant bouquet. Sylvaner has 
been described as the maid- 
of-all-work of Alsatian 
wines. Nicely tart, it is oftes 
served as the first wine at an 
Alsatian dinner, as a sort ^ 
buildup for the main wine m 
the evening which is usuall;^ 
Riesling. 
’ . 
Gewurztraminer has beett 
labeled the most individual 
white wine in France. MaCfe 


ARCO <> 


Truflame LP Gas 
IS A SA» lUIL 
It'» 
non-poi»onou». 
non- 
corrosiv« 
B«»l »ou»c* of 
h«at and power. It i* mo*t 
relioble 


L U S I - H H T .M I V 
500 f 1000 
C A U O H T A N K S 


I s k u l t i m i i i i i r 
W U T I E F I A I I 


from a small grape with a 
alcoholic content for an Alsa- 
muskv flavor, this wine is tian wine, sometimes ap- 
generally dry, like its two proaching 14 per cent, 
sisters. 
It has a 
high 
Hand in hand with Alsa­ 


tian win$ goes the cookery of 
this ancient French province 
bordering on the Rhine It 
has been asid that the cook­ 


ing of Alsace shows what a 
French artist can do with 
German ideas. Sauerkraut, 
for instances, becomes 


choucroute and takes on a 
gourmet quality. It took an 
Alsatian wine to help per­ 
form this bit of magic. 


k ; 0114 
til m. 


Do it V 2 
yourself 
and save! 


RentStbe pro 
rrenmsc 
carpet cleaner 


St.BM I 
carry tMsfMl. 
. 
' 
itouM*..«»»» .) 
!«;> U.S. Flaw 
^ 
• ’ 
y 
Syttaav.lac. 
* ' *" 
Here s $2 00 OFF the 
rento! pnce Fot de<4er 
neatest you call 


Local Steam ex 
Wmil CLEAICRS 
2412 W. Broodway 
826-973« 


■■■■■■■a 


Yes, there 
Santa Clan 


We’ll make the last payment 
into your Christmas Club... 


iW 


We call it Club ‘51’. It’s a Christmas Club 


that gives you something extra. When 


you make 50 regular weekly payments 


to your Christmas Club account, 


we’ll make an extra payment for 
4 


you in the amount you have 


chosen to deposit each week. 


For instance, if you deposit 


5.00 a week for 50 weeks, 


you’ll get an extra 5.00 


when the time comes to 


withdraw your Christmas 


money. Open a Club ‘51’ 


account in denominations 


of 500, 1.00, 5.00, 10.00 or 


20.00. Join Club ‘51’ and 


have a debt-free Christmas 


next year. 


.y» 


> ■ 


VüKv 


The Uncomplicators 
Missouri State Bank 
of Sedaija 


Main Bank and Bank 24: Tenth & Limit 
____ 
Motor Bank: Thompson Blvd. at Broadway 
Hometown Banks 
Phone: 826-1213 • Member FDIC 
statewide strength 
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KAREN GRASSLE: 
The Star of'’U ttk House on tlw Prairk” Says: 
Being So Good Nearly Drove Me Crazy!” 


marital CLOSENESS: 
Making SureYbu Have Enou^Time 
ForEa^Other 


ASK THEM YOURSELF 


Want to ask a famous person a question? 
Send the question, on a postcard, to “Ask." 
Family Weekly, 641 Lexington Ave., New 
York, N.Y. 10022. We'll pay $5 for published 
questions. Sorry, we can’t answer others 


FOR REP. SHIRLEY CHISHOLM (D.-N.Y.) 
How did you become interested in politics? If you 
had to give it up, what would you do instead?—A.S., 
Great Falls, Mont. 
• 1 becam e involved when the area in which I lived 
(Brooklyn) was without representation by a "community 


person. I saw the need for bringing the problem s and 
perspective of my people into the democratic process. I 
was outspoken enough to earn the attention and support 
of many sharing my concern for a better quality of life for 
minorities. I have been interested in the needs of children, 
education, day care, and preventive health care. If I w asn’t 
in politics, I wouldn't be content without a full-time pursuit. 
I’d write and work with young people. 


FOR POLLY BERGEN, 
co-host of NBC-TV’s “Not for Women Only” 
Was there ever a time when you made a fool of yourself 
in public?—B.R., Devil’s Lake, N.D. 
• Yes, and it was very public. I was doing commercials 
for a soft-drink company, and we just could not get it 
right. We went through endless takes, with me drinking 
what seem ed to be gallons and gallons of the stuff. Finally, 
we got a perfect take; and then— a drowning rumble 
came from my stomach (due to all that soda). It was 
louder than the voice-over, so we started all over again. 


FOR ARA PARSEGHIAN, 
former football coach of Notre Dame 
Did not being a Catholic have anything to do with your 
decision to leave Notre Dame?— Walter Doll, E. Lansing, 
Mich. 
• No way! Nor did it hinder me in my 11-year association 
with that school. My decision to leave Notre Dame was 
based totally on my physical, emotional and mental ex­ 
haustion. Essentially, I was living too fast a pace. 


FOR WOODY ALLEN, star of The Front” 
Why do you make films?—S.B., Stockton, Calif. 
• This might sound dull, but it’s because 1 have the oppor­ 
tunity to, and I’m living in a world where everyone wants 
to make movies Also, more by luck than judgment, due 
to a series of bizarre quirks, I’m in a position where I can 
write, direct and star in my own films. I have total control; 
no one else approves the script. Had anyone told me 15 
years ago that I’d be the lead in any movie, I’d have 
laughed. 1 still can’t believe it. 


FOR HILDEGARDE 
I understand you wanted to be a nun when you were young. 
True?—J. J. O’Brien, Durham, N.C. 
• Yes. In fact, I am a member of the Third Order of the 
Carmelites with the privilege of being buried as a nun in 
the Carmelite religious habit. I have the option of retiring 
some day to a convent as a nun. 


FOR MARY BROOKS, U.S. Director of the Mint 
Has the phrase “In God We Trust” always appeared on 
our coins?—Mrs. Carl Hutte, Largo, Fla. 
• It first appeared on the bronze two-cent piece in 1864. 
The Act of July 11, 1955, m andated that the motto hence­ 
forth be inscribed on all our coins. 


FOR LLOYD M BUCHER, 
former captain of the U.S.S Pueblo 
Is it true that Hal Holbrook offered to give you the Emmy 
he won for his portrayal of you in the TV special on the 
U.S.S. Pueblo?—D. J. Sullivan, Brighton, Mass. 
• Yes, that’s true. I wrote him back and said that since no 
one at ABC-TV had bothered to contact my crew mem 
bers or me before the special was made, we were not able 
to make any suggestions or help in any way So 1 didn’t 
believe I should accept his Emmy. 


FOR IAN ANDERSON of the rock group Jethro Tull 
Why did you cut your long, beautiful hair?—J.D., Pough­ 
keepsie, N.Y. 
• For the same reason that I lopped off part of my beard. 
The ends were starting to split, and the result was horrible. 
I asked my barber and hairdresser for advice. They sug­ 
gested the drastic action that I took— a substantial trim. 


F 1 


\ 


./») 


FOR SYLVIA WALLACE, author of “The Fountains” 
Since your book is about beauty spas, can you tell me 
whether these places cater exclusively to the wealthy?— 
G.S., Athens, Ohio 
• Mostly, but not entirely. There are secretaries saving up 
for one memorable week, their big splurge. One spa (I 
won’t say which one) runs a kind of F B I. check on all in­ 
quiries. If the applicant doesn’t appear up to par, she’ll get 
a “sorry, we’re full-up” response. But that doesn’t happen 
too often. Spas are usually welcoming and friendly. 


FOR THE “ASK THEM YOURSELF” EDITOR 
Could you tell me if there are any upcoming films with 
dogs in them? I recently saw “Won Ton Ton—the Dog 
Tfiat Saved Hollywood” and loved the dog more than the 
movie.—Barbara Warnoke, Flint, Mich. 
• One is “The Deep” (a film made from Peter Benchley’s 
new book), in which the dog. Tiger (playing the part of 
“Charlotte” in the film), is making her screen debut. 
"Here’s one of the funny stories about her,” says director 
Peter Yates: “She didn't always do what she was sup­ 
posed to do in front of the cameras. For instance, in the 
movie, when Jacqueline Bisset sees Charlotte for the first 
time, the dog is supposed to snap and look ferocious. 
Jackie's line is, "Does she bite?’ Instead of barking, Char­ 
lotte waddled up to Jackie, wagged her tail and started 
licking her. It required five takes just for Charlotte to 
t^ e p her tail still. 
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The only calendar 
with a Morris in e¥ery month! 


If you can use a laugh the 
first of every month, here’s 
the calendar for you. 
Measuring 11 "x 1 7 it features 
12 full-color action shots of 
TV-famous Morris, complete"* 
with finicky philosophy! 
In addition, there’s a 
suitable-for-framing 
cover— the official 
Morris portrait by a 
famous artist. Send for 
your calendar right 
away. And have a 
happy New Year. 
With Morris! 


Morris Calendar 
with any 20 9-Lives® labels, 
or $1 00 plus 10 labels, or $2 50 and no labels. 
Only 1 free calendar per order (household or group). 


SEND TO: Morris Calendar Offer 
9-Lives. PO Box 163 
Lombard. Illinois 60148 


Total number calendars ordered----------------------------------- 
(a)______________________ @ 
Free, 20 labels (limit: 1). 


(hi 
________________ @ 
$1.00, plus 10 labels each (no limit), 


(c)__________________ 
. @ $2.50 each, no labels (no limit) 


Total complete labels enclosed. 
total amount enclosed. 


Make check or money order payable to Morris Calendar 


-Apt #. 


-State- 
-Zip- 


Oriqinal coupon must accom pany your order No m echanical reproductions accepted 
Allow 6 weeks for delivery Offer ends June 1, 1977 and is void where prohibited taxed 
or restricted by law 
£1976 Star Kist Foods Inc 


i 9'Lives 
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SOONER THAN VMJ TIDMK; 
ilTHOME IN SlWCE 


“The earth is the cradle of mankind but one cannot live in the 
cradle forever.” Government plans are now under way that may 
alter the course of human existence... 


Imagine v’ourself in the next 20 or 30 years living in this space coiony, stationed a quarter of a miHton miles from earth. 


By Polly Dranov 


First, we walked on the moon. Then, 
we took pictures of Mars. Now, we’re 
nearly ready to live in outer space. 
It will all begin with lO.CXX) men and 
women being rocketed to a tropical 
island midway between the earth and 
the moon. Their destination will be our 
first colony in space, an outpost the 
size of a small town wrapped inside a 
J*«ge man-made sphere. From afar, 
the colony will look like a giant bottle- 
stopper with 
a cylinder protruding 
from an even larger cap. On the inside 
it will be a cosy community of terraced 
apartments and villagelike shops nes­ 
tled in a space-age Garden of Eden. 
We won’t need space suits and air 
masks. Physicists already have figured 
out how to simulate the earth’s atmos­ 
phere and gravity as well as how to 
light the place and produce weather. 


It sounds like science fiction, but it 
isn’t. The National Aeronautics and 
Space .Administration (NASA) is al­ 
ready financing the research. 
The space colony is the brainchild of 
Gerard K. O’Neill, a physicist and pro­ 
fessor at Princeton, who thinks it may be 
the permanent solution to the world’s 
most pressing problems; the energy 
shortage, overfxjpulation, diminishing 
natural resources and environmental 
pollution. 
Upon arrival, the first order of busi­ 
ness for the “colonists” will be con­ 
struction of solar power stations to 
collect the sun’s energy and beam it 
back to earth via microwave. Then, 
they will build an even bigger second 
colony, and the two together will build a 
still bigger third to join them in orbit 
around the earth. Much later colonies 
might be 10-times larger than the third, 
with enough room for hundreds of 


thousands of people to live comfort­ 
ably. And since there’s plenty of room 
in space, there will someday be thou­ 
sands of colonies. 
The slim and athletic 49-year-old 
O’Neill looks more like a tennis pro 
than a mem with an idea that could 
change the course of history. He is a 
man as concerned with people as he is 
with technology. And he’s designed, a 
place as free from space-age sterility 
as the Italian village where he and his 
wife someday dream of living. 
O’Neill thinks the space colony could 
be built from minerals scoopjed from 
the moon and heaved through space to 
a point where the gravitational pulls of 
the earth and the moon cancel each 
other out. Then a construction crew of 
2,000 men and women working out of 
tempiorary quarters on a space station 
would construct the first colony. The 
settlers from earth would come next, a 


A space colony of 
this type could 
accommodate sev­ 
eral hundred thou­ 
sand inhabitants. 
Cylinders would 
rotate to create 
earthlike gravity, 
and solar energy 
would be the 
source of power. 
Lunar or asteroid 
raw materials 
would be used for 
constructing the 
colony. 


carefully screened group of lO.OCK) 
volunteers trained to build the solar 
power station. 
Sound like Buck Rogers? O’Neill 
doesn’t think so. “We’ve already got 
the technology,” he explains. “That’s 
why this could be done relatively soon 
and at a relatively modest cost.” By 
“soon” he means about 15 years. And 
by “modest cost” he is talking about 
$150 billion. That’s an awful lot of 
money, but it’s considerably less than 
the $800 billion the electric utilities 
companies say they’ll have to spend 
during the next 25 years to meet the 
nation’s energy needs. 
“Technologically speaking, the know­ 
how needed to make the space colony 
a reality is high-school physics,” O’Neill 
says. What’s more, the Apollo program 
paved the way for just such a project 
—no major scientific breakthroughs 
would be necessary to carry out 
O’Neill’s ideas. That being the case. 
O’Neill makes no secret of the fact 
he’s more interested in other aspects of 
the propKDsal. He has indulged his own 
fantasies by working out all sorts of 
details—from the system of govern­ 
ment to the architecture of the living 
quarters to the kind of games people 
could play in the weightless nooks and 
crannies of the colony. 
The place has got to be attractive, 
O’Neill insists, if people are going to 
be happy living and working there. He 
wants it to look as familiar—as “earth­ 
like”—as possible, but on a small, un- 
imposing scale. The cylinders would 
rotate to provide earth-normal gravity 
for the colonists. The interior would be 
lighted via a system of mirrors that 
would reflect sunlight. Colonists would 
be able to turn off the light by blocking 
its path during the hours designated as 
“night.’ 
Since there is no climate in space, 
that, too, has to be simulated, a task 
that initially will require combining 
lunar oxygen with hydrogen which will 
have to be brought from earth to create 
water. Because the climate will have to 
be artificially induced, anything is pos­ 
sible. Some colonies could be tropical 
paradises, others could be snowy man- 
made duplicates of the Swiss Alps, 
complete with slopes for skiing and 
sledding. 
O’Neill’s idea for governing the colo­ 
nies is a flexible one. Essentially, each 
habitat could choose its own form of 
government. He suggests, however, 
that all of them could be under the juris- 
C ontinttcd 
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Somelliiiig for 
smokers 
to think about. 


There are cigarettes and there are cigarettes. A nd it you re a smoker you cei tainl'y 
enow by now which brand ycui really enjoy smoking. 
^ 
So what makes us think we’ll e\’er get a crack at switching you. 


W ell, w'e’re going to tr\'. 
, 
, 
, 
i i i • 
. t 
A lot ot cigarette smokers smoke menthol. But they re probably ]ust as concerned 
about the‘tar’and nicotine stories that all cigarette smokers have been hearing these days. 
Franklv, it a cigarette is going to bring you flavor, it s also going to bnng you smoke. 
A nd where there’s smoke, there has to be ‘tar.’ In fact, in most cigarettes, the more tla\'or, 


the m ore‘tar.’Except for Vantage. 
i • i 
j 
v 
You must know that Vantage cigarettes ha\’e a special filter w'hich reduces tai 
and nicemne witheuit ciestroying flavor. 
, i • 
i 
i 
W’hat you may not know is that Vantage is also ax’ailable in menthed. 
Not sui-prisingly. w’hat separates Vantage M enthol from 
ordinary menthols is that Vantage M enthol gi\ cs you al 
the tlax'or you want, with a lot less of the tai and the 
nicotine that you prc>bahly cicm t want. 
^ 
^ 
Now Vantage Menthol is not the low'est ‘tar and 
nicotine menthol you’ll find. It may well be the lowest 
one you’ll enjoy smoking. 
Since you’re the best judge of what you like about 
menthol cigarettes, don t just take our word toi it. 
Try a pack of Vantage M enthol and then you I 


nc»w tc>r sure. 


fltep 


VANTAGE 


««CNTHa 


03" * 
nicotine 
f 


!i||l 


VLo 


Hi; Hi 


Warning: th e Surgeon General Has Oeiermineti 


That Cigarette Smoking Is Dangerous toYour Health, 
FIltEB 11 
"lar", 0,7 mj, nicoiine, MEMHOL11 mg "lai", 0 8 mg nicome, av, per ogareite FTC Repon iPR 


©bservations 


The greening of TV. Television quality gets better to­ 
night, as Masterpiece Theatre presents the first 
episode m Richard Llewellyn s classic. "How Green 
Was My Valley ' Times may change but the warmth, 
conflicts and phvsical hardships of a Welsh coal 
miner s family have an enduring quality—which is why 
Llewellyn s novel lends itself so well to this new adapta­ 
tion for television The six-part series stars Stanley 
Baker. Sian Phillips and Rhys Powys father mother 
and son coping with life Underwritten by a grant from 
Mobil, Masterpiece Theatre is seen over PBS stations. Later m the season, it will 
bring Pack the Bellamys and their servants in "Upstairs. Downstairs against a 
background of the Roaring Twenties 


Wturt doth It profit a man? About a nickel on every sales dollar, whether he runs 
a giant corporation or a neighborhood hardware store According to latest 
statistics from Robert Morris Associates, the national association of bank loan 
and credit officers, a typical hardware store makes $13,200 a year on sales of 
$^0,000. after salaries, including the owner's, are paid. Thats a profit of 4 4 
percent on sales, and 16.8 percent on “shareholders' equity," assuming the 
business has a net worth of nearly $80,000 Meanwhile, a study by Citibank put 
the profit of leading manufacturers last year at 4 4 percent of sales, 12.3 percent 
on the basis of shareholders equity Interestingly, a major research organization 
found that many people think these companies make as much as 33 cents on 
every sales dollar 


O 


Nobody's psrtect. Which is why we get so many opportunities to tweak the 
noses of governmental agencies On the other hand, sometimes an agency has 
a kudo coming Like the Commission on Federal Paperwork, which has been 
instrumental in passing legislation calling for annual reporting of employee 
wages, rather than the present quarterly method. If carried out at the state level. 
YM, the new law could save employers—especially small businessmen— 
millions of hours and some $250 million annually, says the Commission. It will 
also reduce the Federal Government s paper load by approximately 24 million 
pages, and save Uncle Sam $20 million a year 


Mobil 


Observations Bo* A Mobil Oil Corporation. 150 East 42 Street New York N Y 10C17 


UViNG 
IN SPACE 


t ' 9?S Moo» O Corpor»!«" 


Continidii 


Constructing colonies in 
space is man’s next challenge 
—one that looms in the very 
near future. Someday the 
majority 
“earthlings” may 
be living in space and taking 
occasional vacations to 
earth and places beyond. 


diction of a multinational profit-making 
corporation set up under a United 
Nations treaty. But just who will run 
the colonies will depend on who builds 
them — whether the impetus comes 
from the U.S. Government, from sev­ 
eral countries working together or from 
private industry. 
Whoever is ultimately responsible, it 
is clear even at this point that a space 
colony will have to be more than an 
awe-inspiring demonstration of scien­ 
tific know-how. It is far too expensive 
a proposition for that. To exist at all, 
the colonies will have to be self-sup­ 
porting and justify their existence by 
enriching the earth The construction of 
solar power stations would probably 
be the main purpose of the colonies. 
That activity alone could prove to be 
well worth the initial investment, espe­ 
cially when measured against the 
future costs of generating power here 
on earth. 
The power stations O'Neill contem­ 
plates would be much bigger than the 
colonies themselves and would orbit 
the earth transmitting solar energy 
toward us in the form of low-density 
microwaves. The idea for orbiting 
solar power stations has been around 
for some time, but the costs of launch 
ing them from the earth were so im­ 
mense that plans never get off the 
drawing board. It makes much better 
economic sense, O'Neill contends, to 
construct the satellites in space from 
materials readily available from the 
moon and then nudge them into orbit. 
Figures presented at a 1975 Congres­ 
sional hearing showed that 13 years 
after the start of construction of satel­ 
lite solar power stations in space they 
would provide more energy than the 
Alaskan pipieline operating at its peak 
capacity. 
The big advantage to solar energy is 
that it is clean—no polluting by-prod­ 
ucts to create new environmental and 
economic burdens. And best of all, 
there s no limi^ to it. The power sta­ 
tions. then, may well be the permanent 
solution to the energy shortage. In addi­ 
tion. extracting high-grade iron ore cind 
nickel from the asteroids could be 
highly profitable for the colonies. The 
iron trom a single big asteroid might be 
able to supply the earth’s total need for 
steel for 10 years. 
Once the idea of life in space is ac­ 
cepted, millions of people may choose 
to emigrate to new colonies rather than 


battle crowded conditions here on 
earth 
There have even been sug­ 
gestions that most humans will eventu­ 
ally move to colonies in space, thus 
giving the earth a chance to recover 
from centuries of depiction and devel­ 
opment. The earth might someday be­ 
come a natural wilderness, a vacation- 
land for colonists who come to see 
what their world in space was mod­ 
eled upon. 
Indeed, future generations m»ight find 
the earth a bit too primitive for their 
tastes. As O Neill points out, the colo­ 
nies would have certain advantages: 
fresh vegetables and fruits would be in 
season there all the time because there 
would be insect-free agricultural cyl­ 
inders for every month of the year, 
each one with its own day-length. 
There would be more time for outdoor 
sports and recreation because daylight 
could last as long as each colony 
wanted it to last. 
The journey between earth and the 
colonies would be a major undertciking 
—a week-long trip in a giant spaceship 
that could accommodate 150 passen­ 
gers. The first of the colonists would 
probably want to return to earth at 
least for a visit after a few years in 
space But later generations may be 
more interested in going in the other 
direction, visiting new colonies farther 
out in space or setting off by them­ 
selves to explore a nearby asteroid. 
Space colonies could thus become the 
edge of a vast new frontier, one that 
man with his inquisitive spirit would 
seek to conquer just as he once set out 
to cross the oceans or to follow the 
sun westward across the continent. 
It IS this pioneer spirit more than our 
technological capabilities that O'Neill 
believes eventually will propel us be­ 
yond the confines of Mother Earth. But 
combined with that spirit is the very 
real necessity of finding an alternative 
to life on our increasingly crowded and 
polluted planet. It is fear of what we 
may have to become if we stay here 
that lends urgency to O'Neill's efforts 
and fuels his hopes for the future. He 
isn’t the first man to let his imagina­ 
tion soar into space or to see its poten­ 
tial. He pays living tribute to the 
Russian scientist Konstantin Tsiolkov- 
sky, who considered the same possi­ 
bilities almost a century ago. “The 
earth is the cradle of mankind,’’ Tsiol- 
kovsky wrote in 1895, “but one 
cannot live in the cradle forever.” 
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AIR TORCE JOBS 
AVAILABLE NOW 


A year or so ago, 
Sergeant Hunter and Air­ 
m an First Class Morrow 
were up in the air about 
their futures. 
The Air Force put 
them on solid ground. 
They were paid to 
learn how to produce for 
the aerospace teonn. 
N ow they hove 
interesting good-paying 
jobs — skilled in on area 
that could lead to civilian 
em ploym ent should 
they decide to leave 
the Air Force. 
But it will be a rare 
em ployer that will offer 
30 days of paid time off 
annually — from the first 
year. Medical and dental 
care. A solid retirement 
plan. A nd the opportunity 
to serve with dignity 
and pride as part of the 
w orldw ide Air Force 
community. 
Ifs a great w a y of life for those young men and 
w om en dedicated to the continuation of 200 years of 
Am erican freedom. Are you one of these people? If 
you believe you could meet our high mental and 
physical standards and help m ake a great Air Force 
better, and are between the ages of 17-27 call toll 
free 800-447-4700 (in Illinois call 800-322-4400) for 
the location of your nearest Air Force recruiter. Or send 


in the coupon. 
AIR FORCE 
A GREAT WAY OF LIFE 


Air Force Opportunities 
P.O. Box AF, Peoria IL 61614 


Yes, I am interested in Air Force opportunities. I understand 


there is no obligation. 


N o m e — 


A d dre ss 


C.fy 


Se* G Aft C F 


Please Print 


. Sfote_ 
J ! ip L 


School N a m e 


Year G rad u a te 'Will G rad u ate 


D ate of Birtfi . .. 
----- 


Send m e inform ation only 


....... Phone 


Contact me im m ediately G 
m 


-------------------------------------------S ATIS FAC TIO N G U A R A N TEED OR M O N EY BACK 


LANA Lobeil, Dept. M -3 2 6 2 , Hanover Bidg., Hanover, Penna. 17331 
Sure, I'll try the w orld’s most com fortable shoes. Please send me 


WOMEN S SHOE 


MEN'S SHOE 


prs, Women's Tan Leather 
(M203562B) Sire . 
prs. Women's Black Leather (M203687B) Size 
. prs Women's White Leather (M223693B) Sire 
. prs. Women's Brown Sueded IM223784B) Sire 
prs. Women's Sand Sueded 
(M233353B) S ir e . 


Width . 
. W id th . 
. Width . 
.W id t h . 
. Width . 


for just $9.99 pr . plus $1 50 per pr. postage and handling. 


prs 
Wen's Tan Leather 
(M242578B) Sire 
. prs 
Wen’s Brown Sueded IW242586B) Sire 
.p rs 
Wen's Sand Sueded 
(W233361BI Sire 


. Width . 
. Width . 
. Width 


tor just $14 99 pr. plus $1.50 per pr. postage and handling 


CHARGE IT; 
□ AMERICAN EXPRESS 
□ BANKAMERICARD 


Acc’t # 
□ C.O.D. Enclose $2.00 deposit per pr. 
□ Enclosed is 


NAME 
........................ 


ADDRESS 


n CARTE BLANCHE 
□ DINERS' CLUB 


Date Expires 


□ MASTER CHARGE 
Interbank # 


Md. residents add sales tax. 


(please print) 


STATE 
I, lana Ubnll, »926 


$14.99 
MEN’S 


Ankle- 
hugging 
collar 


• Gwuine Leather 


Smooth or 


Sueded 


NOT $30°° 
NOT 2000 
NOW ONLY 


• Now 
Available 


For Men 
and Women 


Real leather 
upper 


The1 closest thing to going barefoot! 
In wonderful deer-tanned smooth or 
sueded leather . . . incredibly soft, yet 
shape-holding. CosmoPedic arch sup­ 
port assures super comfort thru long 
hours of walking or standing. Stitched 
collar prevents annoying chafing at 
ankle. Cushioned insole and neoprene 
plantation crepe sole pampers your 
foot from heel to toe, morning to night! 
Women’s Tan, Black or White Smooth 
Leather; Also Brown or Sand Sueded 
Leather 
..................................... $9.99 
Me.Se Tan Smooth Leather ; Brown or 
Sand Sueded Leather .............$14.99 


_____________OUR GUARANTEE 
— 
We pledge to our customers, fine quality, 
top value 
If you are not completely de­ 
lighted 
with 
our 
fabulously 
comfortable 
COSMO PEDIC shoes, simply return to us 
for a full refund of the purchase price, no 
questions asked. Now, that's a guarantee 
in writingl 
____________ 
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KAREN GRASSLE: 
Her Role as’ Pioneer Mom 
Almost Drove Her Crazy 


‘I was into Caroline’s character more than my 
own. I was being so good I’d come back from the studio 
and smash dishes in the backyard’.’ 


By Patricia Baum 


As Caroline Ingalls in the T V series 
“ Little House on the Prairie," Karen 
Grassle portrays a devoted wife and 
mother coping with the hardships of 
pioneer living in the 1870’s. In real life, 
Karen is the exact opposite. She is 
single, career-oriented and has been 
coping with the problems of being a 
modern wom an and an am bitious 
actress. 
FAMILY WEEKLY; Since you are pri­ 
marily a theatrical actress, were you 
surprised to get a lead part in a TV 
series? (Karen has appeared on Broad­ 
way in “ Butterflies Are Free” and nu­ 
merous Shakespearean productions.) 
KAREN GRASSLE: I guess I was 
chosen because I have that clean-cut 
American look, and I think co-star 
Michael Landon (who interviewed me) 
perceived a strong streak of the Earth 
Mother in me, which I was not aware of 
then Looking back, I realize that, even 
as a little girl, 1 had a tendency to 
mother my friends. 
FW: Was switching from theater to tele 
vision difficult? 
KAREN: At first 1 found it hard to react 
in the morning to a scene that had been 
shot the afternoon before because in 
the theater the action is continuous. But 
the main problem with my work was 
the nature of the part! Playing a char­ 
acter who never expressed anything 
negative except disapproval (perhaps, 
when the children were noisy) had a 
severe effect on me emotionally. I was 
in Caroline’s clothes and character 
more hours than I was ,nto being my­ 
self, with no outlet for my own feelings. 
On the surface everything seemed fine, 
but I was being so good it was driving 
me crazy! When I got home from the 
studio, I’d be hit by such overwhelming 
frustration I’d go out to the backyard 
and smash up my jars and dishes. 
FW: How did you finally solve this 
problem? 
KAREN: Fortunately the character has 
changed somewhat so that I’m not 
always standing in the background stir­ 
ring a pot of stew— but can let loose in 
some dramatic scenes now and then. 
FW: Are you close to your T V family 
in real life? 
KAREN: Except for special cast parties 
now and then, we don’t see much of 
each other after work. W e just get out 
of our “ work” clothes and go our sep- 


Karen Grassle was chosen to play Caroline 
because of her clean-cut American look. 


arate ways. But while w e’re together 
the atmosphere is warm and friendly, 
especially with all the jokes flying back 
and forth. 
FW: Have you had any conflict in por­ 
traying such an old-fashioned, unliber­ 
ated woman? 
KAREN: Yes, at first. But now 1 realize 
some women either have to or want to 
remain at home. I use my mother as an 
inspiration. She was a one-room school­ 
teacher and farmer and cooked on a 
wood-burning stove. 
FW: You were married to an actor 
some years ago in New York. What 
caused the divorce? 
KAREN: I made a dreadful mistake by 
trying to be a superwoman and a per­ 
fect wife and at the same time pursue 
my career. I was crazy! 1 expected too 
much of myself. No one is perfect. I 
was living in the precarious theater 
world, and I saw in marriage an identity 
and security. 
FW: I’ve heard that you changed your 
name professionally many times. W hy? 
KAREN: I once felt so vulnerable that 
I took the name Kay Dillinger, figuring 
that with a gangster association 1 could 
keep people at a safe distance, yet daz­ 
zle them at the same time. Later, out in 
California, I used the name Gabriel 
Tree, from an English theatrical family. 
I had been moving around a great deal 
and thought this name would help give 
me roots and a feeling of belonging. 
Now 1 feel so comfortable about Karen 
that I can’t see erasing 
any of her with another name. 
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soiiti and inspire us with their treedoin of lliaht. Xow the minstrels of the meadows. w(M»d- 
lands, deserts and stream s—the songbirds ol" America—have been captured brilliantly in 
a series of ilnely crafted }X)rcelain l>ells. 
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Xo one in recorded history’ has ever devoted such eiU)rmous energies and taletits to 
ca])turing the wondrous l)eauty of birds as .lohn .lames AudulK)n. In his almost life-long 
quest he recorded in brilliant watercolors the huiuh eds of birds native to X(»rth America. 
* 
To honor AudulHm's herculean task in this the loOth anniversiUA' yeiu* of his “Birds 
of .Vmerica,” the Danbury Mint lias chosen 12 of the most lieautiful songbirds of Americii 
and portrayed tliem on line porcelain bells. 
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. John JamesAudiilion. IXilseno hascrcated ’oirds which seem tocomealive. Each brushstroke 
captiwes tlie lx*auty, color* and texture of the songbirds. We believe liis achievements are 
remarkable. The accompanying l ull cok >r il lustrations demonstrate the ixiinstaking accuracy 
and style wliich will Ik* characteristic of the original wattTcolors lor this fine collection. 
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IS THERE ANY TIME LEFT 
FOR EACH OTHER? 
Happiness Requires a Little Planning 


By Norman M. Lobsenz 
and Marcia Lasswell 
N 


ot long ago, we talked 
with a young couple trou­ 
bled by one of the most 
com m on, b u t se ld o m -m en ­ 
tioned. problem s of marriage 
today. They did not have time 
to be together. “We operate 
on such a hectic schedule,’’ 
they said, “that we almost have 
to make appointments to see 
each other.” 
Time is one of life’s most 
precious assets. Unfortunately, 
time is exactly what most peo­ 
ple want from us. Children, 
family, 
friends, 
co-workers, 
employers— all “outsiders” to 
the core relationship of hus­ 
band and wife—make con­ 
stant dem ands on our time. 
And on top of their claims are 


piled the irrelevant trivia of 
life — th e lo st keys, m issing 
buttons, committee meetings, 
auto breakdowns, that take 
additional toll of our time. 
Yet if there is one thing 
above all th a t a m a rria g e 
needs for growth, for support, 
for understanding and for inti­ 
macy, it is time. Time for a 
couple to talk or to share 
warm silences. Time to work 
or to play together. Time to 
plan for the future. Time for 
sex. Time to be oneself. 
How can a couple manage* 
their lives so that they can 
meet their own time needs? 
Here are some practical sug­ 
gestions: 
• Find out how you are now 
using your marital time. Most 
of us “don’t know w here the 
time goes.” But we can find 
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out if we take the trouble to 
keep a fairly detailed “log" for 
a week or two. It doesn’t have 
to be a moment-by-moment 
record. Simply make a note of 
what you do in each major 
block of hours. 
For instance, a salesman dis­ 
covered from his record-keep­ 
ing that he spent less than 17 
hours a week with his family. 
By cutting his work schedule 
30 minutes a day and sleeping 
half an hour less each night, he 
gained almost 50 percent more 
time to ’oe with his wife and 
children. 
• Keep a “family calendar.” 
A couple with four busy young­ 
sters found that most of their 
“free” time was spent driving 
the children to or from their 
activities. To change that, the 
couple set up a Sunday night 
‘‘family meeting” where each 
person blocked out the next 
w eek’s schedule to preserv'e 
some “open” time for every­ 
one. “When my husband and 
I locate a mutual block of open 
time,” the wife said, “we put 
an X through it on the calen­ 
dar. That means it is reserved 
for us to share alone.” 
• Stay loose. Many couples 
prefer to make decisions about 
their intimate time on the spur 
of the moment. And spontane­ 
ity does add spice. But to make 
sure you do have time for your­ 
selves on that basis means you 
must avoid getting locked into 
too many scheduled-responsi­ 
bilities or activities. “We’re not 
Joiners,” one man observes, 
“and we have asked friends 
to invite us only to informal 
gatherings, so that if we can­ 
cel at the last minute it won’t 
matter. Would you call us self­ 
ish about time? I suppose so. 
But we think it’s for a good 
cause!” 
• Learn how to say “no.” 
Many spouses take on so many 
outside 
responsibilities 
that 
they have little time left for 
their marriage. If you are one 
of them, you can gain a great 
deal of extra time by cultivat­ 
ing the ability to say “no.” One 
couple hit upon the idea of 
“buying” time. “When som e­ 
one asks us to be on a com ­ 
mittee or join a club,” they ex­ 
plained, “we say we will let 
them know in an hour or a day 


‘Marital time involves not only ‘how 
much,’ but also ‘how good.’ Continuing 
emotional contact is essential. .. but 
the quality of that contact is as important 
as its quantity.” 


or however long we need to 
decide. Then we talk it over, 
figure out what we would have 
to give up if we accepted, and 
make a choice. It’s surprising 
how often we say no— and feel 
all right about it!” 
In our new book, No-Fault 
Marriage, we spell out the 
principles and techniques of 
•se//-counseling so that couples 
may deal constructively with 
their own marital problems. 
Couples can counsel them­ 
selves in m atters of intimate 
time if they keep in mind these 
main points: 
• Keep marital time intimate 
without letting it deteriorate 
into problem-solving sessions. 
Marital time involves not 
only ‘‘how much.” but also 
“how good.” Continuing emo­ 
tional contact is essential to a 
vital marriage. But the quality 
of that contact is as important 


as its quantity. Too o ften , 
spouses save their best ener­ 
gies for “outsiders” and give 
each other what remains. 
• Don’t feel guilty about 
jealously guarding intim ate 
time. When you exclude the 
children, tell them why. A hus­ 
band’s and wife’s first loyalties 
should be to each other. 
No solution to the tim e 
problem will ever be perfect. 
One husband will want more 
togetherness, one wife will 
want more time alone. There 
almost is never as much time 
as we’d like to have to be me, 
you and us. The important 
thing, therefore, is to make the 
most of the time we do have. 
Ask yourself, “Where in my Hst 
of priorities do I rank marital 
closeness?” If you believe it 
ranks at the top, then arrange 
to spend more time nour- 
ishing and fostering it. 
J L i 


Marcia Lasswell, a California marriage counselor, and 
Norman Lobsenz, a writer on fam ily relationships, are 
authors of the just-published book, N o-Fault M arriage— 
The New Technique of Self-Counseling ( Doubleday, S8.95J. 
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m Ô Ü R W Ô ËS 
BELT fr e e; 
And get this 
handsome 


Brown 
■ Alligator" 
I 
I Haband Company, the 
I mail order people from 
I Paterson, N.J., have a new 
■ way for you to get the newest^ 
■ fashion executive shoes and 
I enjoy all the compliments— 
I without paying anywhere near the^ 
I usual prices! 
I 
We sell hundreds of thousands of pairl 
of shoes, direct to im portant businessmen 
I 
-a ll over America who recognize the expensive 
■im ported look but prefer our direct, man-made-in 
lu.S.A. price! CASH IN Y O U R S E L F 


I L eg ally, w e c a n n o t even m e n tio n the nam e o f th e fam ous 
■ 


Ita lia n house w h o p io n e e re d this style. S u ffic e it to say, 
you get the sam e fin e k in d o f s ty lin g th ro u g h o u t — 
I the sam e s o ft a n tiq u e d lo o k , th e sam e sexy high 
gloss shine, the in te re stin g buckles a n d the s lig h tly 


Special INTRODUCTORY OFFER 


Send for any two pairs o f fine Executive Shoes 
shown on this page, and we will send you this 
handsome fine grain Uress Belt FREE — 
yours to keep even if you return the shoes 
for a full refund! We just want a chance 
to show you our incredible values! 


Highly Polished 
^ G E N T L E M E N ’S DRESS SHOES 


Matched Shoes and Belt — 
America's Favorite Dress-Up Outfit! 


Now , while it's at the height of 
fashion, men will be paying very high 
prices for this clean dressy look. Shoes 
alone will cost S I 8 to S40 per pair and 
belts will bring whatever traffic will 
bear. Here at Haband, we sell all these 
shoes at an amazing low price of 


in a proven money-saving 
Direct Mail Offer! 
2 


P » r . l Q 95 


l i J 
plu 
plus — 


6 Styles 
to 
Choose fi 


~ gloss snm e, tne in te re stin g ou 
% higher "m a k e you lo o k ta lle r " h e e l! Y o u g et 
■ 


m a tc h e d bindings, fu ll cushion insole, a n d y o u r 
e xa ct size a n d w id th ! 
I 
Please Note: Haband is a reliable family 
■ 


business doing business with conservative 
executives throughout the U.S.A. since 
1 1925. These are good looking business 
I dress shoes that will feel very comfortable 
■and save you money. It is worth sending 
gin a tj;ial order—You will be delighted 


Pays 
3 pairs for 29,90 
Posta 
4 pairs for 39.75 


Direct Mail Order House 


8 0 M - 4 2 5 ( 9 0 7 l 


. N am e 


S t r e e t ............................................................................................................ 


City 


State 
HABAND COMPANY - Over 2,000,000 pairs shoes sold! 


C O L O R S 
H o w 
M a ny 
What 
Si^e 
Wh at ■ 
Wi d th B 
Brown 
Alliqator Grain 
! 


Brown Two-Tone 
1 


Blue 
Loafer 
1 


Black Loafer 
1 


Chestnut Loafer 
1 


Black Oxford 
I 
■ 265 North 9th Street Paterson^J 0 7 5 ¿ 0 ^ J L 
i 
■ 
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PEOPLE QUIZ By John E. Gibson 


How Much Does\bur 
Afipearance Really Count? 


TRUE OR FALSE? 


1. Most people judge us by the way we look. 
2. It makes sense to equate good looks with 
good behavior. 
3. When accused of committing a crime, a 
good-looking person is generally judged 
more leniently. 
4. The more beautiful a girl is, the better im­ 
pression she makes on others, with regard to 
her character and personality. 


Max 120 s. 


Long, lean,delicious. 
They take longer to 
smoke so you don’t 
light up as often. 


Regular; 17 mg. "tar!' 


1,2 mg. nicotine, Menthol; 
17 mg. "tari'1.3 mg. 
nicotine av. per cigarette 


Warning- The Surgeon General Has Determined 


Thai Cigarette Smoking Is Dangerous loYour Health, 


It’s said that beauty is only skin- 
deep—but are most people inclined 
to look deeper? 


5. When a person meets you, his first impres­ 
sion is more likely to be influenced by your 
facial expression than how good-looking you 
are or how you’re dressed. 


ANSWERS 


Jr u e —and this is particularly the case at a 
first meeting. Studies at Miami University 
show physical attractiveness to be a strong 
determinant of first impressions. And another 
psychological study has shown that physically 
attractive people are judged 
to have at­ 
tained higher occupational status than others, 
to be more socially outgoing, and to be more 
pleasant to be with.” (Though beauty may be 
only skin-deep, many people aren’t inclined 
to look deeper.) 
2. False— according to an Iowa State Univer­ 
sity study of behavior differences between 
attractive and unattractive individuals. In 
tests involving four behavioral dimensions, 
‘‘Actual differences in intelligence, honesty, 
helpfulness and nonprejudiced behavior be­ 
tween attractive and unattractive subjects 
were not found.” 
3. True. Studies indicate that, in general, 
people tend to be significantly more lenient 
in judging a person accused of a crime if he 
presents an attractive appearance. However. 
State University of New York investigators 
report research showing that in attempting to 
be impartial, judges or jurors may “lean over 
backward" and be more severe with the 
attractive defendant. 
4. False. In one investigation, for example, 
subjects rated outstandingly beautiful girls 
‘‘more negatively on personality traits, on 
expected marital happiness and adequacy as 
a wife and mother.” The results ran the same 
for estimates of her general character. One 
explanation is that exceptionally attractive 
females are considered ‘‘a source of ego- 
threat to other females and, to a lesser ex­ 
tent, to males, and that such females are 
viewed as deficient in nonphysical areas.” 
5. True. Studies in nonverbal communication, 
conducted at Ohio State University, show that 
facial expression clearly dominates the per­ 
ception of liking or disliking And it follows 
that the expression on your face when 
another person first sees you is likely to 
carry more weight in influencing a positive or 
negative reaction than how you rate in the 
good-looks department or how well dressed 
you happen to be. 
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GiveiisKoot-Aitflabels 


BBANC so*-r 
^ 
^ 
^ 
^ 
and well give you money for your kids’sdiool 


What’s the one thing your kids' school 
could use more of? Money. 
Well, we’ve got a way for you, your kids, 
and all your neighbors to get some extra money for your 
local school. And it won’t cost any of you an extra penny. 
It’s called 
the Kool^Aid' Sav-A-Thon. 
Here’s how 
it works: Just make sure 
your school is participat- 
ing.Then take all your emptyl 
Kooi'Aid envelopes 


and labels from The Handycan ^ to them. They will give the 
labels to us. And we'll give them cash in return. 
The money can be used for any authorized 
school activity. Like class trips, audio-visual equipment, 
library books, etc. 
The Kool-Aid 


«■'I'«'* 


Sav-A-Thon ends 
March 31,1977. It is 
void where prohibited, 
regulated or taxed. 
For more information 
and complete details, 
write to: Kool-Aid 
Sav-A-Thon. P.O. Box 
U31, Perry & Washington 
Streets, Kankakee, 
Illinois 60915. 


ih 
Ymh 


lO 


J 
WeH even give you a headstart 
^ 


«iTORFrnuPON 
( 
Sa«25iwhenyoubuyanytwDenwtopesorooeHaiKlyCan* 
ofSi^ai'Sweelened K M ^'wSenvetopesof Unswee^^ 


Mr Grocer; General Foods Corporation wiU rertee.T! this coupon for 25C plus 5C for hard! .ng if you 
receive it on the sale of Kooi Aid* Brand Scft DrmK Mm and, it upor. request, you suorr.it evidence 
Itiereot satisfactory to General Foods Corporation Coupon may not be asaigned or transferred 
Customer must pay any sales tax. Void where p^ohibned. taxed rlr restricted by ¡aw Good only in 
U S A. Cash value: 1/20C. Coupon writ not oe nonored if presented tnrougn outside agencies, 
brokers or others who are not retail di stnbutors of Cof merchandise or specif^ialiy author ized by us 
to present cou ^ s for redempnon For rederr-ption of proper iy received and handled cchj^s, 


m a d to . GtNERALFtXXK CORPORATION. COUPON REDEMPTION OFFICE. PO BOX t03. KANKA 
KEt. ILLINOIS 60901 


25^ 
\ 


Good only on the purchase of Korii-Aid* Brand Soft Dr.nh Mm Any other use constitutes fraud 
oner limited to oo« coupon per purchase. Coupon expires June 30,197 7. 


\ 
\1 


••F 


RJOOt 


GENERAL FOODS CORPORATION 


f e f A rt/ ^ ^ ^ n g p fS w ^ iid The Handycan are registered trademarks of the General Foods Corporation. ^Genera; Rxxts Ccxporation 1376 
Kool-Aid! Now itis even smarter than you thou^ it was. 


brano SOTT drink mix 


‘‘iiiist celebrated my 62nd birthday and most people take me for 42, thanks to you." 
A T LA S T ! 
_ 
Natural Fa c e Lifting 
By Exercise! 


Now, from Hollywood, California, comes what may be the most important beauty book 
of the decade; FACE LIFTING BY EXERCISE, written by Madame Senta Maria Runge. This 
book reveals a proven, minutes-a-day method of facial m u scle s h o rte n in g — done in your 
home with your own ten fingers - that has been called, “the only method in the world 
by which one can lift a face n a turally 
own 


For What Is Loose, Aging, Flabby Skin Really? According 
To Madam Rungd, It Is Merely S TR ETC H ED -O U T M U S C LES , 
That The Years Have Caused To Lose Their Ability To 
Hold Themselves Tight And Firm! 


As Madame Runge says, it is not the skin, 
the firmness or 
looseness of the muscle flesh beneath that skin that really portrays 
a man's or woman's age. 
, 
In fact, as she points out. the collapse of the upper cheek 
iniiH'les alone may cause more than 50 per cent of the aging appear­ 
ance in the face. .As she so vividly states: 
•Between the ages of 21 and 40. for instance, the upper cheek 
muscles may have sagged as much as half an inch; and by the age 
of 60 by as much as one inch, which means that ne ha\e an inch 
too much hanging over the lower part of the face. This results m 
hollowness in the upper cheeks below the cheek bones, fullness and 
flabbiness in the lower cheeks, pouches from the mouth to the 
chin, folds above the laugh line, drooping mouth corners and jowls. 
• In addition, the muscles of the upper eyelids may sag as much 
as half an inch or more between the ages of 20 and 60, pausing eye­ 
brows to shift down and upper eyelids to overlap lashes, ntakmg 
the eves appear smaller. And those muscles attached to our throat 
skin may sag as much as two inches, resulting in what is termed a 
•turkey neck 
Thus, She Says, Since The Cause Of This 
Facial Aging Is Muscle Sagging, “ It Stands To 
Reason That To Remedy It, W E H A V E TO 
SH O R TEN T H E M U S C LE GROUP R ES P O N S IB LE"! 


•‘\/i method of isometric facial exercises remedies the cause of 
the aging process of the face by tightening these sagging rnuscles 
theiebv producing a firming where the tace appears f abby. 
and a filling out by rebuilding atrophying muscle tissues .4// in a 
natural and healthy way, thus providing a natural youthful face 
which mav be retained throughout life." 
•And the skin itself will always adapt to the size of its under­ 
lying foundation...The skin is merely a thin covering over the 


WANT ABSOLUTE PROOF? 
Then Read These Delighted Readers Ow n W ords; 


■•One morning 1 went through all your exercises while my 
husband was watching. He expressed great amazement when 
mv jowls practically disappeared right betöre his eyes. 


H. N. J.. Sherman Oaks. Calif. 
' M y lips are taking on fullness and shape once more. Gc-i 
bless vou. " - M . S. S.. Beverly Hills, Calif. 


•1 'have had wonderful results with my upper face. 1 
removed all of mv forehead lines, and believe me they were 
Jeep ■' - Mrs. R. B.. Glendale. Calif. 


“ I am 28 years old and was able to remove my vertical 
frown lines with one exercise ’ - B. C.. Pasadena. Calif. 


“ I am 44 years old, and people are telling me 1 don t look 
older than 32. Have been erasing wrinkles like mad. 


F.. H., Covina. Calif. 
■ 1 receive the most extravagant compliments about my 
appearance. I am 4 1 ' and recently some lady whom I had 
met Ncveral limes said she thought I 
as about 
. Isn i 
that something.’" —B. X.. 33oodland ffills, Calif. 


■•I am amazed at the way the crow's feet and vvrinkles 
around my eyes are disappearing already. It doesn t seem 
Dossible at my age (66 years), but 1 am so encouraged and 
will keep right on with it." - G . M . P.. I-os Angeles, ta lif. 


• The improvement in my face is almost unbelievable, 


I had iiven up hupo unlil 1 
J , ™ “ R. B.. C .in u . Calif. 


our facial exercises have done more for me in the past 
few months than mv two facial exercise niachines have in 
sears .At 34 I look much younger than 1 did 8 years ago. 
— S. F. J.. St. Paul. Minn. 


People sav to me, "W h at 
h a p p e n e d to vo u ’ Truly 1 
already look' 10 years younger, '- O . R., Big Bear. Calif. 


•Mv friends look at me and compliment m e... I am .6 
„■a,, bw .ind like » 


'" I met a woman a month ago. who had the most beauti­ 
ful face. She looked about 25 or 26. She told us she w^as 46 
years old. She also told us about your method. - !*. M.. 
North Hollywood. Calif. 


IF YOU READ NOTHING ELSE, 
Reail This One Paragrsph From This Book 


“ You cannot help but see yourself looking younger, since 
each correctly applied exercise in this book has the power 
to turn vour clock back regardless of age. And. if you can 
afford to eliminate 20 years from your appearance, this book 
can teach you how to do this in 3 to 4 months. 


ttesh that has to return to the size of the muscle flesh when it is 
shortened through isometric exercise." 


And Says Madame Ru ngi: This N A T U R A L Way To Lift 
The Face Is Much More EN DU RING Than Even 
The Finest Face Lift Through Plastic Surgery! 
"Surgerv can never restore the tone to either s k in or muscles. . . 
It should he understood that no plastic surgeon, and in fact nothing 
but exercises, can tighten up unelastic muscles. 
“ For exam ple, even the result from peeling off the wTinkled sur­ 
face skin lasts unlv temporarily, since the poor m uscle condition 
beneath the skin very soon cau ses the same wrinkles to form . 
" A woman whose career depended on public performances 
suited me at the recommendation of her plastic surgeon, atter ht 
had performed surgical skin tightening on her neck eight times. 
"The new tight skin (from plastic surgery) does hold the (contour 
of the face somewhat up. consequently giving it a rejuvenated look. 
Unfortunately, however, the collapsed muscle structure beneath it 
soon pushes the new skin downward again, which makes it neces­ 
sary to repeat the iift." 


But Now These Tem porary, Artificial Methods, 
Can Be Replaced By Simple, Natural Exercise, 
Says Madame Rung6, W ITH R ES U LTS LIK E T H E S E : 


"Som e people I knew were practicing grimaces and foolishly 
believed ihev were exercising their facial muscles But reason and 
logic tell us that grimacmg merely misforms muscles into lines, 
furrows and ugly features." 
. 
“ The actual application of every one of these exercises takes only 
about one minute. The process causes to tighten and to shorten 
specific muscles, by expanding them to their fullest natural limit. 
In this natural wav. neither muscles nor skin can be overexpanded. 
In fact, the .skin also benefits from the increased 
, 
Consequently. Madam Runge states 'A O U M U 
S T A N T R E S U L T S FRO .M E V E R ’» 
IS O M E T R IC P E R F O R M ­ 
A N C E . . . because if you do not see results, it tells you that you 
have done something incorrectly." 
mmt,.iv 
repeated three times in succession, w ith this technique. rnoUtls 
removed wrinkles from under the eyes.crow s feet.scowl and frown 
lines in iust a few minutes right in front of the T V canu’ra 
“ Puftiness in the upper and lower eyelids containing nutd cunno/ 
be removed surgically. For its remedy refer to the eye exercise. 
“ A contour fault may be eliminated in a relatively short tinie^ 
H ow ever, it usually takes from three to tour T T o H O l'o ?hc 
sufficient tone to those m uscles, to e n a b le them to 
^ 
acquired con d ition w ithout having to exercise every day. (After 
that! perhaps I'-o or three times a week will he sufficient. 
" If mv exercises arc applied as instructed, the results are nothing 
short of ama.ing at any age. Most of my exerci^’s 
cor^ 
rectlv, produce instantaneous results, especially in areas "hej-e 
muscles are attached to the skm - as on the forehead, underneath 


FROM A PLASTIC SURGEON: 


As a practicing plastic surgeon for over thirty years, I 
have found that vour work can play an important role in 
facial rehabilitation; and even the avoidance of excessive 
wrinkling and sagging. 
i 
re 
The surgical face-lift is the only procedure that can re­ 
move the excess sagging skin in advanced cases- but even 
after the most complete lift, it is not long betöre the vertical 
folds on the neck and under the chin reappear. 
The facial e xercises as advocated by you otler promise to 
prevent this recurrence after the surgical lift, and P«J'''''biy 
in many cases effect sufficient improvement that the lift 
could be postponed indefinitely. 
. 
, 
, 
i-t 


-H aro ld M . Holden. M .D .. F.I.C .S.. Los Angeles, C alif. 


CAN MADAME RUNGE TAKE UP TO 20 YEARS OFF 
THE APPEARANCE OF YOUR F A C E ...A S SHE 
HAS DONE FOR THOUSANDS OF OTHERS! 


Senta M aria Runge first introduced her FAC E L IF T IN G 
B ’t 
E X E R C IS E method through a tour-and-a-half page, 
cover-line article in fVgne Magazine 
After the overwhelming success of this article. Mauame 
Runge conducted a daily half-hour 
television program, 
demonstrating to Southern Californians the amazing effec­ 
tiveness of her natural method. On this live program, right 
before their very eyes, women all over Califoria saw almost 
unhelteveable" tr'ansformalions take place in the facial 
contours of her m.uure models - and were able to ilupliiaic 
these transformations, at the same time, in their own ni>mes. 
Soon, the walls of her Hollywood salon were literal y 
covered with testimonials she received from approximately 
12,000 viewers who followed the simple, step-by-step in ­ 
structions given them on their television screens. 
And now, in her great book, she has released this exact 
same F.A C E L IF T IN G B^t E X E R C IS E method to women 
all over .America! 
________________ 


the eves, and in the crow's feet area. But sse also get marvelous 
results on purls svhere the muscles lie deeper, as in the cheeks ana 
fowls, which produces an immediate lift." 


Prove Every Word Of It Yourself - At Our Risk! 


Trv this revolutionary, prosen method for one full month, en­ 
tirely at our risk. If vou don't see results that astound y o u - from 
the'very first dav...'if vou are not completely delighted, simplv 
return the book for eseis cent of your money b.-ick: 


------------ m a i l n o r i s k c o u p o n TO D A Y !----------- 
IM PRO VEM ENT B O O K S CO., Dept. 12850 
13490 N.W, 45th Ave., Opa Locka, Fla. 33059 


Cientlemen: Please rush me a copy of F.A C E L IF T IN G B'i 
E X E R C IS E , »80186. by Senta M aria Runge! I enclose $0,98 
in full pavment. In addition. I may examine this book for a 
full 30 days entirely at your risk or money back. 


IMPROVEMENT BO OKS CO., Dept. 12850 
1349Ö N.W. 45lh Ave,. Opa Locka, Fla. 33059 


Enclosed is check or M.O. for $ _ ----------------- 
YOU MAY CHARGE MY: 
□ MASTER CHARGE □ BANKAM ERICARD 


A. r't « 


Intpf RAnk ^ 
(Fin d above 
■ 
your name) 


Expiration date of my card 


N A M E 


A D D R E S S 
Please print 


r i T Y 


S T A T E 
Z IP 


N.Y. & Fia. res. please add appropriate sales tax. 


1 
I 
I 
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Yours 
Free! 
with your first by- 
mail purchase from ■ 
Watkins 
* 
catalog of world 
famous spices, 
extracts and 
home remedies 


Send now tor your Free Catalog 
F R B t B O X l'S if you a n 
mm $1 25 bottle of do«fc/f 
strength V an illa w ith your 
ftrn by-mail purchase from 
hut new catalog that 
abounds with over 140 
delicious it delightful 
the Yatktns tradition 
item s made i 
SPECIAL OFFER EXPIRES 1/15/77 
d t p coupon non and mail w ith your 
# 
name A ad d ic« to 
Watkins *££*«$. >*>*- 
Serving you from the comfort 
of your home since 1868 
j 


Help stop the torment of 
Night 
Backache 


from 


i/f Over-exertion 
✓ Everyday stress 
✓ Muscular strain 
✓"Night stiffness 


Everyday discomforts like these often bring 
on a night backache — painful, nagging 
backache that can keep you tossing and 
turning, keep you from getting the sleep 
you need. Take Doan’s« Pills - an effec­ 
tive analgesic with proven pain-relieving 
action for backache or muscular aches and 
pains. Different from rubs, heating pads or 
other surface remedies! Doan's Pills give 
vou soothing.comforting 
/ _ 
re h e f 
and a her, p ain is 
g 1 1 1 ¿ A 
l l % 
relieved, you can enjoy 
a good 
night'1« 
sleep. 
0 
. 1 1 (1 


(iet Doan's Pills today! 
U r n * 


// you order by mail. 
Mary 
Ayres 
says: 


“ Please allow up to four 
weeks for delivery when 
sou order bv mail from Family 
Weekly. Family Weekly's ads are 
placed by reputable companies. I he 
items and copy are checked for 
reliability. Yet, unintentional delays 
occur, because thousands of orders 
come in to our advertisers from all 
over the country. W e at Family 
Weekly want to assist you as much 
as possible when these infrequent 
delays occur; so if they do, just 
send me a card or letter. I’ll imme­ 
diately look into it.” Write: 
Mary Ayres, Family Weekly 
641 Lexington Avenue 
New York, N Y. 10022 


BACK ISSUE MAGAZINES 
O 
VEII 200 Titles. 1180 to 1976 Time Lite loo* 
Ebony Newsweek. Nat I Geo , Fortune. People 
Esquire Playboy Penthouse Ms 
Gourmet, Vogue 
Out. Pnotc Movies Arl. Sports Sci Fi Western Pulp 
Send stamped any w/usue data for price & tree list 
EVERYBODY’S BOOKSHOP I A Cil'fornti 900U 


Shopping Discoveries 
Worth Noting 


Hints by Lynn Headley 


R ight Now!! R ight Here!! 
THE ONE SPECIAL LOOK” 


Gee whiz, recipes have a right to be filed in a tasty 
container! This bright, colorful Recipe File keeps your 
clippings and jottings in order and so prettily. Charm­ 
ing gingham design is red and yellow with just a pinch 
of green. The expanding file has 9 sections for soups, 
cakes, meats and so forth, indexed to file alphabeti­ 
cally. Simply toss in your recipes; close with its saucy 
grosgrain tie! And here’s a handy touch - it’s made 
of easy-clean vinvl! A great gift, too. It comes nicely 
boxed 
8"xl0". $6.98 plus 50r p&h. From Vernon. 


F X W , 510 So. Fulton Ave, Mt. Vernon, N Y 10550. 


10 Foreign Coins, 100 


F o r ju s t lO f w e 'll »end you 10 d iffe re n t coin » 
fro m 10 d iffe re n t co u n trie s , in c lu d in g Ic e U n d , 
Is r a e l. P a k is ta n . A lg e ria , etc 
J u s t U> get y o u r 
n a m e to r o u r m a ilin g lis t Y o u w ill als o rece ive 
th e m o st w o rulerfu l ca ta lo g o f U S a ^ f o r e i g n 
co in s an d p a p er m oney in A m e ric a 
S e n d IOC. 
n a m e ad dress. lip to 
L I T T L E T O N C O IN C O .. D e p t 
B M - 1 3 
L it t le t o n , N e w H a m p s h ire 03561 


tf! 
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Goodbye b-r-r. Hello warmth' Defy the cold with 
clothing by Damart made of Thermolactyl It’s a great 
fabnc that keeps you warm and dry. no matter how 
cold the weather Ideal for work, for sportswear, it 
permits freedom of action. Goodbye to weighty lay­ 
ers. too. Damart’s good stuff lets you go-o-o, nice and 
warm but lightweight! You can send for their big illus­ 
trated color catalog of the Damart line for men and 
women. Catalog is free. Damart, Inc.. F W E , 1811 
Woodbury Ave.. Portsmouth, N H 03801. 


Feeling a bit frustrated with "wall to wall" records 
dominating your domain? Relax. Here’s a hit for your 
house to soothe your keep 'em neat desires —a Record- 
Go-Round! Just a light touch spins the bottom shelf 
- showing all albums clearly. Beautifully finished top 
shelf remains “ still." So. while Record-Go-Round can 
hold 150 albums at your fingertips, it also does “ flip 
side" duty as a great end table! Handsome walnut 
grain wood 
Rugged. Mar-resistant. \ T high. 21' 


diameter. $24.95 plus $4 p*h. Village Square, Dept 
FW 14, 436 Old Hook Road, Emerson, N J 07630. 


Quips & Quotes 


The budding young poet sent samples of his 
work to an editor along with the note: “Please 
let me know at once if you can use these, for I 
have other irons in the fire.’ 
The editor wrote back: “Suggest you re­ 
move irons and insert poems 
—Thomas LaMance 
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100% POLYESTER 
DOUBLE-KNIT! 


MACHINE WASHABLE AND DRIES BEAUTI­ 
FULLY, READY TO PUT RIGHT ON AND GO 
WITHOUT 
THE 
SLIGHT­ 
EST TOUCH-UP! 


E X T R A 0 R D W A R Y V A IU E 
* 
^ , 


Style R— EXC IT IN G , N E W 
SHIRT-JACKET O V ER STITCH 
C R E A S E D M A T C H I N G 
PA N T S . . 
expensively detail­ 
ed shirt-jacket has long point­ 
ed collar, long tailored sleeves 
with button cuffs, two huge 
patch 
pockets 
with 
button 
trim, 
clever 
placket 
button- 
front opening — ALL with con­ 
trast 
top-stitching 
Comfy, 
shapely 
pull-on 
pants 
with 
gently-flared legs, elastic waist 
for perfect fit. YOU'LL LOO K 
SEN SA T IO N A L! 


IMPORTANT! 


W # 
offer 
Quality 
at 
o 
Price 
Pine 
Fatortcs, 
Excellent 
Tailoring 
tor 
Every 
Penny You Spend with Us!* 


SIZES FOR EVERYONE: 


HALF SIZES: 
14V16V1SV 
20h-22H.2«H. 


. . . So Hurry, O rder Right Aw ay! 
SATISFACTION GUARANTEED! 


PARADE FASHIONS, INC., Dept. F-R-W 
1313 W. RANDOLPH ST., CHICAGO, ILL. 60607 
Yes, Please Send me: (Quan)------- leisure Soit{s) 


SIZES: 7 te 1711 te 28, 
! 4’i te 24't 
COLOR: MUTK0LM NHKT 
iHMtdwi AU mké (NNrt- 
sait c tiers j_________________ _ 


rrtM : 
SUES 
1ST. CRtRR 
2m cot OR 
ORICI 1 


FARTSRtT(l) 


SHIRT (W) 
MM. TLC OSO« 
MOM 


FOR PROMPT DELIVERY 
RUSH THIS NO-RISK 
CO UPON NOW ! 


□ PR EPA ID O RD ER 
* enclose tu* purr hose price plus $1 95 tar 
Postage and Handling 
(Add $1.50 tor EA C H oddrttonal Outfit 
^ o rd e re d 1 SA V E C O D C H A R G E S »8 res odd 5 % Sates To* 
f j SE N D C O D. I’l pay postman ptus postage ono handling 
MK (Frart) ________________——---- *tT----- 
«mas_________________________________ 


c m ____________________ 
STITf--------------------1 * ----------------- 


DO-IT-YOURSELF KITS 


• Heirloom Trunks 
many m odels 
• Elegant Curio 
Cabinets 
• Easy to assemble 
• M oney back 
guarantee 
• Factory prices 
• Fast shipm ent 


SA LE NOW IN PROGRESS 
Send 25c for color catalog 
Southern Mobile Industries 
Dept. 105 
P. 0. Box 360 
Bay Minette, Alabama 36507 


EHDEnOKMISEin 


DENTURES 
FIT 
BEAUTIFULLY 


DENTURITE lets you eat anything 
with a soft “ Cushion of Comfort." Tem­ 
porarily refits loose dentures in min­ 
utes. Laugh, talk, even sneeze without 
worry. 
DENTURITE ends daily mess of pads, 
powders or pastes. One application 
lasts until you can see your dentist. 
Easy to use - Easy to remove - Harm­ 
less to dentures and gums. Money back 
guarantee. At all drug counters. 


.-M A IL MONEY BACK-GUARANTEE COUPON TOOAY-i 
I Qrtenland ^Studioii 
\ 
I 12849 Grienland BIdg., Miami. Florida 33059 
j 


Please rush me 
. 
. 
Giant Memo Calendar(s) 
' =1718 @ Sl.OO + 65c p ost & handl. SAVE S1 30 
1 order 3 for only S3.00 -I- 65c p ost, & h andl 
1 
! □ Please send me Gift Catalog =16445 @ 50c | 
I Enclosed is check or m.o. for S 
............... 
j 


I Name 
, - ------------------- 
| 


¡Address 
— 
---------------------------------------j 


¡C ity 
State -— 
j 


... just like h a vin g your 
own private 
. 
se cre ta ry! 


WON’T LET 


YOU FORGET 


ANOTHER 


BIRTHOAY, 


ANNIVERSARY 


OR BUSINESS 


^ 
DATE! 


1977 M EM O 
C A LEN D A R 


liant size - 22Va" long by le V a " wide! 
Show s full 6 weeks at time - 
1977 
through 1978! 
doubles as d ia ry -p le n ty of white - 


space for each day! 
$ 
^ 
0 
Q 
INCREDIBLE SAVE-BY-MAIL 
LOW PRICE - ONLY 


W H A T S 
I 


Now never again be embarrassed by forgetting an 
important occasion . 
never risk missing another 
business appointment! New jumbo Memo Calendar 
is a sure cure tor a bad memory. Each oversized 
22V!" X l6 V z " ppgs displays in big, bold black 
.ettenng what s ahead for a full 6 weeks . . 
shows 
2 weeks of next month as well as current month 
gives you plenty of white space each day to list 
birthdays, 
anniversaries, 
social 
Oates, 
business 
appomimerits, more! Frees your mind - taxes away 
the buroen of remembe^mg Order at once, and never 
again forget another date' 
® 1976 


FAMILY WEEKLY’S 
iT ’LL NEVER SELL ” AWARD 
Your last banana-split nightmare? 


Bet you think this little number was sewn 
together at the last minute by the young 
lady’s Aunt Tillie. Not on your life! The 
high-fashion designers of Paris have be­ 
gun presenting their new collections for 
fall and winter, and this is designer 
Courreges’s own inspired fashion vision. 
The vest is made of fox and lynx fur and 
features a “button fantasy’’ (you may 
recognize it as your last banana-split 
nightmare) and a big hood to play peek-a- 
boo in. Courreges suggests white gloves 
(but if you want a vest in every color, you 
will have to adjust your accessories ac­ 
cordingly). Regardless, you’ll have to de- 
cide on a place to wear it— preferably not | 
on the slopes this winter, where you might S. 
be mistaken for a snow bunny. 
s 


HAROLD ROBBINS 
TELLS IT LIKE IT IS 
’Attack a sacred cow’ 


Harold Robbins, one of the world’s high­ 
est-paid authors, knows new writers 
haven’t got it easy. His advice to begin­ 
ners; “Go in for nonfiction. The most 
successful books are the 'how to’ kind 
— sewing, cooking, exercising, whatever. 
Also the debunking books are a good bet 
— attack a sacred cow. Essays on unbe­ 
lievable subjects do well— like what to do 
to combat insomnia during a hike through 
the Amazon Jungle when you're suffering 
from hay fever. " As for those not yet in the 
budding stage but concerned with plant­ 
ing literary seeds, Robbins (his latest novel 
is T he Lonely Lady) suggests: “Read a 
lot; start off with the greats. Read some­ 
one like Steinbeck. Next get to the papers; 
go through them from cover to cover. 
Next the magazines. You’ll soon know 
what you should not write about!’’ 


How much arc your old books, maga­ 
zines and letters worth? In your attic or 
cellar you might have some rare publica­ 
tions. says Charles W. Mann, professor of 
English and curator of the Rare Books 
Room at Pennsylvania State University’s 
Pattee Library. “If you're talking $15 or 
$20, you surely have some valuable items,’’ 
he says. “ If you want S500 to $1,000, that’s 
different, but there are still some items 
you might well have." A seemingly worth­ 
less pre-W.W.I book that mightshow up on 
the tables at your neighborhood garage 
sale or auction. H ike and the Aeroplane, 
by Tom Graham, is worth up to $1,000— 
since Graham is really Sinclair Lewis. 
Books that were part of the W.W.II Armed 
Forces Project for Free Reading,” read by 
thousands of soldiers throughout the 
world, are worth up to $30. And if you 
have old books and pamphlets on Black 
history, you’re in luck. Professor Mann 
notes that, “ Books on the history of the 
Negro in America, which sold for 50 cents 
three or four years ago, are now going for 
$10 to $15.’’ Other items of possible value 
include: letters from soldiers; Stephen 
Foster original sheet music; the 1911 En­ 
cyclopedia 
Britannica; 
pamphlets 
and 
books on social experiments, like Old 
Economy, Pa., or New Harmony, Ind.; 
National Geographies before 1910; local 
histories; old books on handcrafts; books 
from the Victorian era, illustrated with 
color plates; and ornate Bibles from the 
Gilded Age. When trying to determine 
whether you have something of worth, 
there is certain basic information you must 
provide to a collector: title, author, bind­ 
ing, publisher, where published, date, 
number of pages and illustrations and 
condition. 


PAUL FREES 
You’d know that voice anywhere 


Wc know a man with a keen ear and a set 
of gold-plated pipes who is able to work 
just a few hours a month and earn a six- 
figure income. You’ve never seen him. But 
you've heard him as the Pillsbury Dough­ 
boy on TV and as the voice of Boris 
Badinov on the 'Bullwinkle’’ show and as 
the insects on the Raid commercials and 
as all the little people who sing “ ho, ho, 
ho’ along with the Jolly Green Giant. On 
radio he was that scary character who 
chanted: “A tale well-calculated to keep 
you in . . . Suspense.” His name is Paul 
Frees, and he resides with his wife in San 
Francisco, where he works a little at his 
craft while watching the residuals roll in. 
■'My voice is considered unique,” states 
Frees, “so a deal had to be worked out 
after my retirement. I now record locally 
in a studio, and somebody from the 
agency drops by and picks up the tape.’ 
Another of Frees's specialties is what is 
known in the trade as “voice looping.” 
When a movie is completed and an actor 
is not available, Frees is hired to dub in 
the actor’s voice. But his range of picking 
up voice patterns is so great, it is not un­ 
common for him to “ loop” dozens of 
voices in the same film. Take the case of 
the Jolly Green Giant commercials; Three 
helpers hold up cards reading: “ho.” As 
the absolutely unique voice of all three, he 
is thus paid three times— one payment per 
“ho.” Nice work if you can get it. 


BIRTH D AYS (all Scorpio) Sunday— Joan 
Sutherland 47; Dean Jagger 71 Monday— 
Katharine Hepburn 66; Patti Page 48 
Tuesday— Spiro T 
Agnew 58; Sargent 
Shriver 61. Wednesday—Richard Burton 
51; Pippa Scott 41; Mackenzie Phillips 17; 
Roy A. Scheider 41; Tom Rice 32 Thurs­ 
day—Kurt Vonnegut 54; Jonathan Winters 
51; William Proxmire 61. Friday— Prin­ 
cess Grace of Monaco 47; Stephanie 
Powers 34; Kim Hunter .54. Saturday— 
Oskar Werner 54; William Gibson 62; 
Robert Sterling 59; Linda Christian 52, 
Jean Seberg 38; Dick Rambo 34; Her- 
mione Baddeley 68. 


BIRTHDAY PEO PLE: 


Katharine Hepburn and Richard Burton 
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TASTE THE GOOD TIMES. 


W arning: The Surgeon General Has Determ ined 


Thai Cigarette Smoking Is Dangerous to Your Health. 


Raleigh’s good tim e gifts. Get this original 
Zippo lighter with Raleigh coupons, the 
valuable extra on every pack. See over 
l.OCK) Raleigh gifts, write for your free Gift 
Catalog: Box 12, Louisville, KY 40201. 
You’ll remember Raleigh.The genuine tobacco flavor.The valuable gift coupons. 


Filter Kings. 16 m g. "lar." 1 .1 m g. nicotine; Longs, 17 mg. ‘‘tar," 1 .2 mg. nicotine, av. per cigarette. F C Report Apr. 7 6 
« B&WTCo 


MARVELOUS GIFT IDEA from Plantron, Inc. 


f 
House*Plant*a*Month Plan 


\january M IN G TREE\February 
Trailing 
\GARDENIA 


Table-top 
showpiece 
of amazing Bonsai 
culture. Fascinating 
and rewarding! 


"G ard enia R a d ican s" has 
Graceful glossy vines; 
fragrant pearl-like bloom s. 
Sorry cannot he shipped 
to Calif, or Ariz. 
* - plant 
o f com parable beauty and 
value will he substituted. 


April PRA YER PLANTS May 
IVY 


I # O p e n s in M o r n in g 
C lo se s in E v e n in g 


E a c h evening this 
rem arkab le plant 
'M a r a n t a - b ic o lo r " 
fo ld s its .ovely varie­ 
gated leaves like hands 
in prayer. Cannot he 
shipped to C alif or .Ariz. 
’--a plant ot eom jw ab le 
beaut V and value will be 
substituted. 


GERANIUM 


Colorful flow­ 
ers cascading 
gracefully on 
a trailing vine. 
Everyone will love 
this charming old- 
fashioned beauty! 


\July 
HEAVENLY 
\ BAM BO O 


I Fascinating indoor plant 
andina D o m e stica ” 
I has 
attractive color- 
changing foliage, white 
flower 
clusters, reed- 
like stems, bright red 
berries. 


August 
Miniature 
RO SE 


Sensational 
indoor-bloom 
ing rose bush 
'R o sa R ou - 
letti” grow s no larger than 
12 
in. 
Yields gorgeous 
sweet heart 
size roses all 
year. 


October 
\COFFEE 
PLANT 


Shade-loving 


beauty with 


fragrant white 


flowers and shiny 


red coffee beans. 


November 
\Dwarf 
lORANGE 


Lovely dw arf tree "C itru s 
lO tah e id e " 
bears 
juicy 
F U L L - S IZ E D fruit. A d d s a 
[touch of southern sunshine. 
\ Cannot he shipped to C alif 
IFla. or Ariz. * - a plant o f 
Icom parahle 
beauty 
and 
1 value will be substituted. 


March 
P A SSIO N 
FLOWER 


Unusual 
legend 
sur 
rounds this lovely plant 
"Passiflora P fo rd i" with 
its 
purple and pink 
blossoms. S orr' it can­ 
ni >t 
hi 
shipped 
i " 
Hawaii. 
*--a 
plant ot 
comparable heautv and 
value will be substituted. 


June 
QUEEN'S 
TEARS 


Blue and white 
i ? 
flowers with "tear 
drops" of nectar 
atop silvery-white 
leaves. 


September 
ROYAL 
PLUSH 


Shimmering, 


luxuriant purple 


and green velvet 


A show-stopper. 


December 
GLASS 
GARDEN 
Plants 


A care-free 
miniature 
landscape of S IX wood­ 
land plants to delight 
everyone. 
(Glass con­ 
tainer 
not included) 


SA TISFACTION 
GUARANTEED* 


N ow with the help o f Plantron, Inc., you 
can provide the perfect gift for relatives, 
friends, business associates, shut-ins, even 
yourself! Every m onth an unusual and inter 
esting plant, already grow ing -and healthy, 
will be sent as a rem inder o f yo u r friendship. 
Each plant is a proven success in hom es-as 
easy to care for as it is beautiful. Beginning 
and veteran plant lovers alike will be in­ 
trigued w ith these 
distinctive carefully- 
chosen plants. Com plete instructions and 
fascinating history are included with each 
plant. O rder your gifts for Christm as and all 
the year-birthdays, anniversaries, all special 
d ays-now . S im p ly specify the m onth each 
plan should begin. A handsom e gift letter 
inscribed as you direct w ill announce the 
m em bership at the proper time. Shortly 
thereafter your gifts w ill begin arriving. All 
except the glass garden plants w ill already be 
grow ing in their ow n 214" or 2 V t’ plastic 
pots. The glass garden packet (glass con ­ 
tainer not included) w ill be ready to plant 
and enioy. C hoose from the three plans 
described below. 
3 MONTH PLAN 
Long-lasting thoughtfulness with gift 
plants sent the three C O N S E C U T IV E 
months of your choice. 
«498 


8 MONTH PLAN 
Six gifts in one — lovely hardy plants 
in each month of the six C O N SE C U T ­ 
IV E month period you indicate. 
»898 


12 MONTH PLAN 


A delightful plant every month of the 
year. 
A connoisseur's 
collection. 
Please tell us when to begin. 
»1598 


* SATISFACTION and 
PLEASURE GUARANTEED 


PLEASE PRINT PLAINLY' 
PLANTRON, INC. House-Plant-A-Month Plan, Dept. 6518-102 


2207 East Oakland Ave., Bloomington, Illinois 61701 


Here is my gift list. Please send the plans indicated 
197^ PLANTRON, INC. 


(P la n G -H I) 


[^Additional list attached 


Send a _ 


N a m e __ 


Address 


C it y ____ 


.M o n th Plan beginning in . 


.State. 
.Zip 


Send a _ 


Nam e — 


Address. 


C it y ___ 


.M o nth Plan beginning in 


State 


Send a _ 


N a m e __ 


A d d re ss. 


C ity ____ 


.M o n th Plan beginning in . 
. M o n th Plan beginning in. 


. State. 
.Zip 


Sign gift c a rd s . 
— D ID Y O U IN C L U D E E V E R Y O N E 'S ZIP C O D E ? - 


r~1 Please send me a . 
I 1 I enclose S ______ 


me 2 Miniature O rchid bulbs. 
I I Please bill me for the indicated plans. 


N a m e ______________________________________ 


A d d re ss____________________ 
_ __________ 


C it y 
.. 


.Zip . 


paym ent for m y plans. Please send 


________.State. 
-Zip . 


Each healthy, carefully chosen plant is covered with 
Plantron'» full guarantee. Plan m em bers not com 
pletely satisfied w ith a plant need on ly to R E T U R N 
T H E S H IP P IN G 
L A B E L and w e w ill replace the 
plant. 'W h e re state law s prohibit im port of selected 
items we will substitute a plant of com parable beauty 
and value. 


SEMD NO MONEY 
Just 
use 
the 
coup on to order 
exciting House- 
Plant 
plans for those on yo u r gift list artd for 
yourself - w e'll take care of the rest. Y o u pay 
our invoice next m onth. O r — include yo u r p a y­ 
m ent with order (thus saving us bookkeeping ex 
penses) 
and w e 'll sertd yo u tw o 
easy-to-grow 
M iniature O rchid b ulb s (a reg. $ 1 .5 0 value) abso 
lutely free! 
Note: W e m ust receive orders b y the 15th of the 
m onth for w hich shipm ent is requested. 


This O nd For 
« 1 


0 
w 
M m > sM p p fn a / t T a n M W H j 


if you tom now and a f ree to buy 
S more •aiactians (at regular 
Club prices) in the rusrt three year« 


^35952 
JIM CROCE 
t GOT A NAME 


263558 * 
NARVEL FELTS 
I 
DOT I NARVEL THE MARVEL 


CARPENTERS 
^ 
A SONG FOR YOU 


^61933* 
JANIS IAN 
AFTERTONES 


235739* MARIE OSMOND 
PAPER ROSES 


256586*. JOE STAMPLEY’S 
P^ dotI 
g r e a t e s t h it s 
i— . 
I 
VOLUME 1 


T87088 
BARBRA STREISAND'S 
l£gp - « ^ 
GREATEST HITS 


259713 * Ronnie Laws & Pressure 
¿ |y ^ ^ 9 i^ P r e s s u i^ e n s ^ ^ 


2 ^ 2 * 
LORETTA LYNN’S 
, 


g r e a t e s t HITS Vol. III 


255125 * 
CHARLIE RICH 
^ 
E v ,r , .l.e YOU Touch Me 


2499^2 ♦ 
b illy swan 


:¥5ñüm0 tj 
I can h elp 


246348 
SONNY & CHER 
^ 
GREATEST HITS 


259879 * The Oiarh Mountain Daredevils 
i* * X | 
The Car Over The Lake Album 


259796 JOHNNY MATHIS 
FEELINGS 


260836 * 
C. W. McCALL 
[ÿ lK ! 
BLACK BEAR ROAD 


^ 5 2 * BOBBY VINTON 
2 H ] 
HEART OF HEARTS 


208868 
Johnny Cash Portrait 
X'Ü ÍÍ’SIÍ. 
Greatest Hits II 


246249 t Enoch Light & The light Brigade 
Big Band Hits of The 30 s 
VOLUME 


258723t 
LA COSTA 
.CAeroi, 
WITH ALL MY LOVE 


"25248rriTRfBEsTo?*“ 
I 
apito l 
b u c k OWENS 
. 
VOLUME V 


259747t ARTHUR FIEDLER A THF 
m 
rl»«»' . 
b o s t o n p o p s PLAY 
CARPENTERS SONGBOOK 


[260^81 c ry s ta l GAYLE 
I . 
Somebody Loves You 
Í 


265058 t GEORGE SHEARING 
Í 
THE WAY WE WERE 
| 


tA v a ila b le on records and 8 -tra c k tap es only 


1265249+Return to Forever 
I 
Romantic Warrior 


I ? £ ^ 75e 
l y n n a n d Í rson^ I 
GREATEST HITS 


[ 262972 * 
j im m y BUFFETT 
[ * ^ 
HAVANA DAYDREAMIN' 


256644 
RAY CONNIFF 
IcoiiLMmj Another Somebody Done 
Somebody Wrong Song 


. 257089* 
WILLIE NELSON 
, ‘ 
Red Headed Stranger 


244459 
SANTANA’S 
GREATEST HITS 


259639 ARTGARFUNKEL 
BREAKAWAY 


256255* A CHORUS LINE 
Original Cast Recording] 


DON WILLIAMS 
VOL III 


267021* MICKEY GILLEY S 
Lplaybov] g r e a t e s t H IT S T 


I 264390 
LEONARD BERNSTEIN 
IcThT mhia 
YORK PHILHARMONIC 
I -- 
Tchaihonhy Symphon» No 4 


263772* 
MERLE HAGGARD 
tie iT Ö r 
* 
STRANGERS 
IT s ALL IN THE MOVIES 


244541* 
MARIE OSMOND 
IN MY LITTLE CORNER 
OF THE WORLD 
MGM 


266460* 
j i m m y d e a n 
■<=«i;*oJ 
l.o.U. 


253708 * 
lOcc 
« « iu i.. 
THE ORIGINAL SOUNDTRACK 


^ 
CAT STEVENS 
^ 
GREATEST HITS 


SELECTIONS WITH TWO NUMBERS ARE 2-RECORD SETS OR 
DOUBLE-LENGTH TAPES. AND COUNT AS TWO SELECTIONS 
- WRITE EACH NUMBER IN A SEPARATE BOX 


¡31* 
TONY BENNETT 
All-Time Greatest Hit» 
c o u m a i a I 
couhti as r»n 


257048 
7049 
Give Me Your Love Far Christmas 
JOHNNY MATHIS 


MERRY CHRISTMAS 


PAT BOONE’S 
GREATEST Hlf! 


22340f‘, 
ROYORBISON 
All Time Greatest Hits 


THE BEST OF THE 
233008 
m il l s BROTHERS 


25 4 8 3 9 t 
FRANK SINATRA 
254830 
What Is This Thii» Celled live 
e e m 
, 
the Ni i M Wt Cahtd It A Day 
24 OF HANK WIILIAMS’ 
A ll TIME eHUTlST HITS 
COUNTS AS TWO 


THIS YEAR ... COLUMBIA RECORD & TAPE CLUB SUGGESTS: 
say “Merry Christmas” wi^ music! 


f i R K A T E S r H I T S 
nyll 
ecords or tapes 


$ 1 .0 0 


if you join now and agree to buy 
8 m ore selections (at regular 
Club prices) in the next three years 


plus .h ip p in g h an d ling 


219477 SIMON & GARFUNKEL'S 
GREATEST HITS 


262907* PHOEBE SNOW 
SECOND CHILDHOOD 


249870 
ENG l EBERT 
'P in e r i 
Hu m p e r d i n c k s 
.-« K H ! 
g r e a t e s t HITS 


257097* FREDDIE HUBBARD 
LIQUID LOVE 


251462* M A R IE O SM O N D 
mom W H O 'S SO R R Y NOW 


263814* l e e O SK A R 
B LT 


249953*t a NYA TUCKER’S 
flR F A T F Q T MITI? 


OVER 300 RECORDS AND TAPES - FOR EVERY MUSICAL TASTE! 


i 
259895 
BARRY MANILOW 
} 
"ïpicT .' 
I f YIN' TO GET 
I 
arista 
the FEELING 
records or tapes-$1.00 


fe.# 
if u n ii in in n n w a n d a n ra p to hnw A m n rp « p lP C tio riQ 


Shhh. Nobody's looking. House is all quiet. No one 
will ever know. 
This year, you're giving yourself a wonderful 
Christmas present. 
Because there are so many great albums that 
came out this year. Albums you've wanted to get. 
And now you can get them! 
You can get any 11 of them. In records or tapes. 
And not just any music, but the eleven albums you 
want the most. All for only SI .00, plus shipping and 
handling. By joining the Columbia Record & Tape 
Club now. as explained on the next page. 
(P.S. Of course, you can also give some of the 
eleven records or tapes as gifts to others. Can you 
think of a better Christmas present for your 
music-loving friends?) 


W A R 
WHY CAN T WE 
BE FRIENDS 


265744* 
RAYCONNIFF 
Send In The Clowns 


231084 
CHARLIE RICH 
Behind Closed Doors 


263731* 
00NNY4MARIE 
j V g ' 
FEATURING SONGS FROM 
t h e ir t e l e v is io n s h o w 


264440* 
KISS 
DESTROYER 


246868 
JIM CROCE 
.< 
PHOTOGRAPHS t MEMORIES 
*BCJ 
HIS GREATEST HITS 


ARTHUR FIEDLER 
A THE BOSTON POPS 
Christmas Festival 


263871* 


c uLCmBÌ« 
SANTANA 
AMIGOS 


265983 * Charlie Daniels Band 
^ 
Saddle Tramp 


261859 
BACHMAN TURNER 
Overdrive 
HEAD ON 


252445* THE LETTERMEN 
. CAPITOL All Time Greatest Hits 


264424*The Greatest Hits Of 
«ílívSJ JOHNNY RODRIGUEZ 


if you join now and agree to buy 8 more selections 
(at regular Club prices) in the coming 3 years 


265140 
JOHNNY MATHIS 
I ONLY HAVE EYES 
FOR YOU 


267302* 
JESSI COLTER 
CAPITOL 
Diamond In The Rough 


1263574*G R A N P FUNK RAILROAD I 
BORN TO DIE 


1253749 
MAC DAVIS 
FOREVER LOVERS 


.’.258962 
Tony Orlando & Dawn 
SKYBIRD 


265991* RAMSEY LEWIS 
SALONGO 


ORfinnR* 
RENAISSANCE 
256008 Live At Carnegie Hall 


S elections m arked w ith a tta r are not a vailable In reel tapet 


A n y 11 fw 
$1^= 


if you join now and agree fo buy 8 ly r e selection» 
(at regular Club pricea|in ttM A W K tg 3 years 


254912* 
AEROSMITH 
rr%>-Smi] TOYS IN THE ATTIC 


251876* MICHAEL MURPHEY 
p S l Blue Skr* Night Thund« 


257980* 
ROY C LA R K 'S 
-XiTBSfl 
G R EA T EST HITS 


f24%3^0BB^INTON 


254110* 
C.W . M cC A LL 
«0« 
W O LF C R E E K P A S S | 


244558 ♦ t h e v e r y b e s t 
R.ck5F1 
o f d o n G IB S O N 


249813* BURT BACMARACH S i 
^ 
GREATEST HITS 


2654471 
B IL L Y JO E L 
T U R N S T IL E S 


266163* 
BLUE OYSTER CULT 
TfîTSîr. 
AGENTS OF FORTUNE 


265595* JOESTAMPLEY 
Sheik Of Chicago 


25® ^ 2 
F.rianw A Ttic»^«r Pl»y 
Th. c»rp«>t«f» Songbooti 


260752* KRIS KRISTOFFERSON 


■ «SiaP". 
B U M ■ 


94B5BT 
THREE DOG NIGHT 
¿ 4B30J 
WOHLL. 
t h e ir g r e a t e s t h its 


246330* Donn» » Man« 0*mond 
r i i ^ 
I N U A V IH G IT 
A U UR TO YO U 


239939 
WALTER CARLOS 
T'Vni 
SWITCHED-ON BACH II 


I : ^ 1 6 * T H E STATLER BR O S 
HAfoM. *-**• 


187666 
g r e a t e s t HITS 
•j Uii 
Moon R'»«' 
So' " Ft.« ^ 


258103*LOGGINS & M ESSIN A 
T T m..* 
“SO FINE" 


1 240390 
CHARLIE RICH 
fTwn 
very SP£CI*l LOVE S0K6S 


257410* Q U IN C Y JO N E S 
I 


.*■« M E L L O W M A D N ^ 
f 


’ 249771 
to n y ORLANDO fc DAWN 
ORLANDO fc DAWN II 


p r im e t im e 
j 


[ S R P q ii *THE BEST OF THE BEST OF I I 
I 
m e r le HAGGARD | | 


HOW THE CLUB OPERATES 
Sim ply mail the application together with check 
or money order for $1,49 as payment d^at s 
$1.00 for your first 11 selections, plus 49c for 
shipping and handling). 


Every four weeks (13 times a year) you II receive the 
Club s music magazine which describes the Selection 
of the Month tor each musical interest 
plus hundreds 
of alternates from every field of music In addition up 
to SIX times a year you may receive offers of Special 
Selections usually at a discount off regular prices 
If you wish to receive the Selection of the Month or 
the Special Selection you need do nothing-it will be 
shipped automatically it you prefer an alternate se­ 
lection. or none at all simply till m the response card 
always provided and mail it by the date specified 
You will always have at least 10 days m which to 
make your decision If you ever receive any S e le c­ 
tion without having had at least 10 days to decide you 
may return it at our expense for full credit 
Your own charge account will be opened 
the s ^ 
lections you order will be mailed and billed at the 
regular Club prices which currently are 8-track tapes 
and cassettes S6 98 or S7 98 reel tapes. S7 98 rec­ 
ords 55 98 or 56 98-plus shipping and handling 
Multiple unit sets and Double Selections may be 
somewhat higher 
After completing your enrollment agreement 
by 
buying 8 selections withm 3 years 
you may cancel 
membership at any time If you decide to continue 
you II be eligible for our generous money-saving 
bonus plan Here, .ndeed is the most convenient way 
possible to acquire the records and tapes you w ant- 
af the greatest savings possible! So don t delay 
Columbia 
I » 
House 
*40^ »■ '-rOg* 
J* 


SiM cial StBrt-Your-MaiiAarBhlp-Mow 0 « af: tfou may 
also ohooBe your iirBt selection right now— and we 11 
t 


ive it to you at 5 0 % off regular Club pricea (only 
3 49 for a record; S3.99 for a tape). Enclose payment 
now and you'll receive it with your 11 introductory 
aelecfiona 
This half^rrice purchase reduces your 
membership obligation imm odiately-you {I then be 
required to buy Just 7 more (in«ead of 8) in the next 
three years. Just check box in application and fill m 
the number of your lirst selection. 


NOTE all applications are subjecl to review 
House reserves the right to reject any application. 


COLUMBIA RECORD & TAPE CLUB Terre Haute Indiana 47811 
1 am enclosing check or money order for St 49 
for my 11 selections, plus 49c for shipping and 
accept my membership application under 
advertise-ment, I agree to buy 8 more selections (at regular C.ub 
prices! during the coming three years 
may cancel ^ 
any time after doing so 
I am interested in the following type ot 
recordings (C H EC K ON E ONLY): 
□ 8-Track Tapes 
□ R«*l Tapes 
5 A N / 4 2 
□ Tape Cessettes 
□ Records 


W rit« in numbtr» 
of 11 te letti ont 


MY M A IN M U SIC A L IN TEREST IS (check one): 
(But I am always tree to choose from any category! 
Easy Listaning 2 
Teen Hits 7 
□ Claaaical 1 
□ Country 5 (no reel tapes) 
□ J a « 4 (no reel tapes) 


Mr. 
Mri. 
n Mu'*.... 
iTl««»» Frintl 
F.r«t H.m. 


Ar i. 
.Ne... 


City. 


............... 
Do You Have A Telephone? (Chetk one) □ Yf$. . . . . . . NO 
A PO , FPO . Ala ska , H a u a ii, P u er to Rico: w rite lor special offer 
□ 


Also send my first selection at a 5 0 % discount. 
for which I am also enclosing additional pay­ 
ment of $3 49 (record) or $3 99 (tape). I then need buy 
only 7 more selections (at regular Club pricea) in the 
next three years. 
S A P / 4 3 


H 


OVER 300 WAYS TO SAY “MERRY CHRIST 


T A va iia b le on roeords and 8-track tapes only 
>j( Soloctiont marked «ltd a star ara a«t availabla In raal tapa« 


TlfE SEDALIA DEMOCRAT 


In Co mb in alio n With th e Su n d ay Mo rn in g Cap ital 


M' 
"• <' 


f | 
H 
■ J 


' t 
' 
^ 
■ 
_ 
M 
_ 
LOS». 


U iEWTHE 
A 
Cm ? 


LA6-T m 
AMP WH P IP M 'l 
■SPHPU^CIOE,.. T 


■ > 
1 


P IW T 


L,A<5T HBAR... 


piD i^ou KiCT) w mms 
a rule to 


4EITIE ALL WEIR PEBT5 O) MEW 
PW ? 
:-------- 


k c u m j m w 


V^EEK 6EK)RE. 


.io 
FR0BA81W WOW'T ^H P U6 


iun ioi 
eveiyone 


SUNDAY, NOVEMBER 7, 1976 


( ^ ¿ M ^ m^'L-L THIMK-WE W0 M'T<5EMC:^ 


J W m 
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mu 
H B V I..W H A T A 
C U tk S S W C A f S l 


HOW P a s t D0 E5 
IT C O ? 


VBS, SiR! THATiP 


s o M e 
A u T o M O £ n , e | 


HOW p a st 
|>0E$ IT CO? 


A r e a l e x a m p l e op 
m od e rn a u to m o tiv e 
e n g in e e r in g ! 
j 


V it iL , THE c a r b u r e t o r 
WENT IN THREE MOMTHS, 
THE M u PPLER 
w e n t in S i x 
m o n t h s , t h e 
TiRES... 


I l-T THM/ei 
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ALLEY 
OOP 


HOW DO ES THAT 
\ IF Y S O T A DONATION, 
THINKS WORK, O O P T Jv 
I'L L SHOW YOU.' 
HOW ABOUT 
\ SU R E ! JU ST HAVE A SEA T 
AN O R A N Ô E ? 1 
RlSHT H ER E 


BOY, WAS THAT ( WHO'S ] I AM G IM M E 
REFRESH INS.' 
I N E X T ? I A COUPLE OF 
THANKS, OOP.' 
> , 
BA N A N A S WORTH.' 


I PUNNO, POCKY... I \ THAT’S PROB'LY 1 SO Y W IN A 
DIDN'T THINK IT W AS J BECAU SE NOU'RE) FEW, AN' Y'LOSE 
ALL THAT G R EA T .1 
/ AN UNUSUAL , 
A FEW ! 
FELLOW, KLOP.' 


AMD DID YOU WRITE AM 
ESSAY ON YOUR FAVORII 
PRISCILLA’S 
POP 
DID YOU FINISH YOUR 
HOMEWORK, HOLLYHOCK ? 
by Al Vermeer 


WHO DID YOU PICK? 
WASHINGTON? 
JEFFERSON? 
LINCOLN? 


1 
"OKAY! SO IT'S WRONG TO SAY 
'WHOM IS IT’! HOW ABOUT 'WHAT IS IT'? " 


"THERE'S MORE BUT I'D RATHER WAIT 
UNTIL A LOT OF PEOPLE GO TO BED!" 


BUT w hat's th a t g o t 
TO DO WITH IT? 
HE MUST HAVE 
LOVED THE LITTLE 
PEO PLE/ 


cfimm 


‘I MAY DECIDE TO DEVOTE MY LIFE TO GOOD WORKS 
AMONG THOSE LESS FORTUNATE: LET ME KNOW IF 
YOU EVER SEE ANYONE LESS FORTUNATE THAN ME!” 


© 1 976 by NE A, Inc., 1 .M Reg. U.S. Pai OR. 


“IT TAKES A LITTLE TIME BUT MY RESEARCHER 
HAS ALREADY LEARNED 
IT’S CHOW TIME WHEN I RING THIS BELL!” 


"I'M SORRY, MA'AM, BUT UP TO NOW THAT'S ALL 
z j 
THE COUNTRIES THAT HAVE BEEN DISCOVERED!" 
^ 


DlC k^ C A V A L I-1 


I kTNCW 
WHAT 
u eré DO... 
LETfePLAV 
HOU6 E. 
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i 'l l b e t h e 
M O/AM y . 


a 
m 
p v 
c u 
CAN BE THE 
P A D C V , 
W I M T H R i P R 


VM_ 


J<X>y CAN 
BETHE A^AN 


F P O ^ I H B 
FINANCE 
CCMR\NV. 


- rfCSv - , 


F=REDPIE 
ViXl 5 ETHE 
AUDITOR 


F R 
3 
W 
INTERNAL 
REVGNUE. 


H E N O /V iX l 
CAN BE 
M V P I V D R C e 
UAWVER. 


1 1 -7 


K I C ä ' c S - A M E ö \ 
HAVE 
C H A N O e D 
SINCE I WAÓ 
A BOV. 


Ö U 
PICK. 


R i P D L B F U N 


WWAt PAKT OP 
y o u K e o p v i s 
l i k e a -T R E g 
"2 


YOUR. 
MPLA 


UNSCRAMBte twe MIXEP-ÜP 
LETTERS TO SÊÊ THE ANSWER 


ANSWER; 
w n v d an o A 


M I S S I N G 
L e r r e i z 


WHAT UÉTTÊK 
IN THE ALPHA0ÊT 
WlUL COMPLÉTÉ 
AUL 3 W0 RP5 
-2 
0 


'» 3 i.i3 1 3 HÌ. x a i 


M 
Y 
_ Y 
_ M 
MY 


r t j 8 « e o 5 « 


8 


7 ACROSS 


T T T C 


JCMNNV'S 


PiCtlONARY 


THÉ P A P P V 
PEFIMITION o f ^ 
CHILD HOOP 
IS A 
VOUA/G 
GANGSTER 


WORO PUZZLE 


E 


¿/rff;? —KILOME TE R S - GR A MS 


S0 M 6 0 NÊ PORSOT TO W R Ite IN THE 
METKIC MEASUI!E6 in TME € I SiM6. 
CAN YOU V O IT "? 


answ er: •5a3j.3won>-33ldS •öwaS'AONv:' -asj-n-stniw 


THIS WEEK’S TOP 
PRIZE QUESTION : 


eEMNY f 0L8ACH 
Cf WAIU WAILA, WA, 
A$K«: 
* wo w P0 6S A 
PUASHBUL-B 
WOR< ? " 


THE PLA6M0ÜL0 ON YOUR CAMERA 
16 FlUUEP WItM C0IL6 OP PiKig 
WI RE, w h e n yo u s n a p a p i c t u r e, 
A 6MALL ELECtRlC CURRENT PLOWS 
FROM THE CAMERA’5 0ATTERV ANC 
THROUGH THE WIRE IN THE eUUB. 
THÉ WIRE GET5 MOT AMC? BE61N6 
TO 0URN. 6ECAt>6E THE 0ÜL6 15 
FlUUEC? WITH OXYGEN/ THE WIRE 
0URIM6 VERY RAPIC7LV, PROOUCING 
A BRlGM-r PUASW OP LIGHT. THE 
GUA66 BULB 16 COVEREP WITH 
A UACQUER COAT TO PREVENT 
THE PLA6H0ÜLB PROM SHATTERtNC-. 


© 19 76 by NEA. Inc., T M Reg U S Pat Oti. "h 
P otili 800K t«ACY TAYUO«. W*LLA«Y mNKUCV PONNif WAWAN6Y ÌWA80N MAÔAN 
WINMiOfty 
CAftUWAP/ W/V^ 
CAPIUUAC Ml 
« PULA, MO 
0 W6 Nt>0 <l0 , Ky 


Win on« ol thesi valuabli prizis 
tor the question inswered litre 
each week. 
Puzzle B o o ks 
awarded for the next teur best. 
Send vour question and age to; 


(C/0 this newspaper) 
P. O. Box 1335 ( SU N DV ) 
Santa Cruz, Calif. 95 0 6 1 


m 


m 
m 


X i <5c>tM(?C>Ü6H 
e v e t r v PALL 


Hoo HAve peeN exPosep A 
T O so MUCH FDLlT CAL 
CAMPAiaMlh<5 T HIS yCAR, 
YOU HAVE PEVELOPED 
"HABIT ." 
5^ 


COULP YOU 
ÖIYE ME A 
'FlSi'POC? 


T AKE T HIS BOOK ABOUT 
p o litic s . I HAVE A^ARKEP 
T HE KUM6 EP. OF PA5ES 
yo u MAY REAP 
EACH NlGiHT. 
Fdlloaj t h e 
PRESCRxPT lOH 
AMP YOU'LU BE "CUEAh " 
IM T WO WEEKS. .Ay, 


I HEW?')öu Pic k e d^ 
UP SOME SOUVgNIES 
ON VOUR -T RIP 
T O E N O LA N D . 


Ves.x ß OUSMT 
T HE T O W E R OP 
LO M P O N 


B B K & A f E E K 
b y Howie S ch n eid er 


A K ID « 4 « > O IU A O 
EXERCISE. MACHIOE 


SimpI« Styling 
A d d 
th e 
b a nd - 
trim m e d pocke ts to 
the sim ple lines of this 
sm ooth-fitting 
dress. 
No. 14 12 with Photo- 
G uide is in Sizes 8 to 
18. Size 10, 32'/2 bust; 
3 ya rds 4 5 -inch, 


A Neat Style 
A sew-simple a pron is 
ea sy to slip Into for 
household chores. No. 
136 5 with Photo-Guide is 
in Sma ll (10-12), Medium 
n4 -16 ) a nd La rg e (18- 
20). Medium; lU ya rds of 
3 9 -inch. 
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Trimmed Slip- On 
Add to your wa rdrobe this 
ea sy slip-on” dress. No. 
1321 witn Photo-Guide is 
in Sizes 10 ’ 2 to 24 ’ 2.Size 
12 ' 2. 35 bust; 3 ya rds 
4 5 -inch. 


TO ORDER 


ing 
nsmt, »tfdress, pa ttern numba r a nd siza to PATTERNS 
(na m§ of pa per), P.O. Box 49 B9 , Chica g o, III. 6 06 80. 


DEAR POLLY — 
M y G ra ndm a 
cuts my ha ir. After a lot of com bing 
it is full of sta tic. She ta kes one of 
those cling -fre e sheets tha t g o in 
the clothes drye r a nd brushes it 
over my ha ir. This keeps the ele c­ 
tricity down so she ca n finish the 
cutting . — CHERL. 


DEAR POLLY — Those who ta t or 
croche t will find the work will g o 
m ore ra pidly a nd sta y cle a ner if the 
ha nds a re dusted with cornsta rch 
before sta rting to work. 


DEAR POLLY — 
Instea d of ha v­ 
ing ba by dra g his bla nket on the 
floor, roll it up like a jelly roll.a nd 
put rubbe r ba nds a round the roll so 
ba by ca n ca rry it. It won't g et so dir­ 
ty, a nd he'll not trip on it. — AM IRA. 


Sa nd your helpful hints to PoUy'n 
Pointers in ca ra of this newspa per. 


DEAR POLLY — I find it ea sy to 
restore the brig htne ss to discolore d 
lower ha lves of double boilers by 
a dding one tea spoon of vineg a r or 
crea m of ta rta r to wa ter boiling in 
the pa n, — AM ELIA. 
• 
DEAR POLLY — My m ending does 
not a lwa ys g et done soon a fte r 
la unde ring , so I keep a string of 
sa fety pins ha ndy to m a rk a ny pla ce 
to exa m ine the g a rm e nts to find 
wha t needs fixing . — IRENE P. 
• 
DEAR POLLY — I found ba by did 
not ca re m uch for his ba th until I 
sta rte d to put the pla stic bottles of 
liquid soa p a nd ba by lotion in the 
tub with him. He pla ys with them, 
a nd when I use the soa p a nd lotion 
th e y a re w a rm e d to th e rig h t 
deg ree. — KATHY. 


DEAR POLLY — Being a sing le pe r­ 
son living a lone I keep up to four 
b a th 
tow e ls 
h a ng ing on 
m y 
ba throom towel ra cks a t a ll tim e s 
a nd rota te their use. This g ives 
ea ch towel a m ple tim e to dry a nd 
a ir thoroug hly, a nd a lso sa ves on 
w ea r a nd tea r from wa shing . — N.S. 
• 
DEAR 
PO LLY — The diffe re nt 
sha des of ya rn becom e very con­ 
fusing when one is doing crewel 
w ork. I ha ve solved the proble m . I 
se pa ra te the ya rn a nd put ea ch 
color into a sepa ra te envelope or 
between a sheet of folded pa per 
a nd list the color code on the front. I 
need only look for the color-code 
num b e r w h e n c h a ng ing y a rn 
colors. ~ PAT S. 
• 
DEAR POLLY — 
Here's a knitting 
tip from m y M om . She punches 
holes in the lid of a pota to chip ca n 
with a pa per punche r. These a re 
a rra ng ed in pa irs, the lid put ba ck 
on the ca n a nd then she sticks her 
needles throug h the holes. It is then 
ea sy to find the diffe re nt sizes. — 
DEBBIE. 


This tree rug is m a de of colorful felt, 
rick ra ck a nd trim m e d with a ng el 
a ppliques. No. 205 6 ha s pa ttern 
piece; hot-iron tra nsfer; full dire c­ 
tions. 


TO ORDER : f s r K . ’ 
age and handling with name, ad­ 
dress, pattern num ber and siza fo 
P A T T E R N S ( nam e of paper) , P.O. 
Box 4989, 
Chicago. III. 60680. 


BUG S BXJNNV 


Td lik e to put b e e fne c k in th e re ...h e 's ) 
A 
PU tl I 
FU f r 
T/ 
__ 
"by Stoffel & Heim. d. a. Iil 


m e re 's t h a t OPFOSINJ' TEAM JERSEY 
V A WANTED, OOACHIE.„POUND ONE 
IN THEIR LOCKER R O O M ...G ^S />.r------ 


OUT OUR WAY 
by Ed. Sulliva.!! 
so THEN 
I THOUGHT... 
WELL. WHV 
NOT CO 
SOMETHING 
CONSTRUCTIVE'" 


the CIRCUS of P.T. BIMBO 
by Howie Schneider 


CAPTAIN' EASY 
by Crooks & La>wren.ce 


f WOW I LOOK AT HER RUM 
POWNJ TH05E GALLOPIM’ 


HUMAN STRBAk : 


b l a z e d:... 
AlsJP LOOK AT 
HER. öEK)TLE 
•EM POWMI 


5HU^ H MOW, MV PBTB-~ 
DOM'TBE FRIGHTEM EDi 


yOU'RE IN 
MO PAWÖER 
WE'RE OUT OF RANöE MOW 
OF TH05E NASry BULLETB! 
while up o n 
THE RIP0E*., 
SEARCH AAEl SHE STARTED 
UP THE H ILL" AMD THEM 
Al l I s a w w a s a 


RI0HT 
V „,A N P I ADVISE YOU TO 
BEHIWD you 
PROP THOSE GUNS-ßEFORE 
G B N T3Ì 
yL I START CRACKIM6 HEAPSi 


OXTR BOARDING HOUSE 
by Les Carroll 


